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BOOK  I 
ELECTRIC  RAILWAYS 


INTRODUCTION. 

IXECTRICITY  AS  A  MOTIVE  POWER  FOR  RAILWAYS. 

Elsewhere  I  have  described  the  steam  locomo- 
tive and  its  origin  and  growth,  giving  with  great 
minuteness  the  particulars  connected  therewith. 
The  cuts  and  engravings  which  accompany  the 
account  make  the  whole  plain  to  the  reader  and 
add  much  to  the  practical  and  romantic  interest 
of  the  subject.  While  exhaustive,  apparently,  as 
regards  railway  carriage,  it  is  yet  incomplete. 
A  new  way  has  arisen  for  transmitting  power. 
Steam  is  no  longer  the  only  force  for  propelling 
the  locomotive.  Something  still  more  attractive, 
electricity,  looms  on  the  horizon  to  compete  with 
it  How  far  this  competition  will  prove  success- 
ful, we  can  only  surmise.  Only  the  future  can 
determine  the  true  place  which  electricity  is  to 
occupy  in  the  evolution  of  general  railway  trans- 
portaticm.  The  desirability  that  its  extended  use 
should  prevail  no  one  will  question,  as  electricity 
is  in  many  particulars  much  more  attractive  than 
steam.  When  power  can  be  furnished  through 
this  medium  as  cheaply  as  by  steam,  then  indeed, 
will  it  be  recognized  and  hailed  as  a  distinct  step 
forward  in  the  progress  mankind  has  been  mak- 
ing for  thousands  of  years  toward  a  perfect  system 
of  carriage. 

Of  all  subjects  that  relate  to  transportation 

and  to  the  medium  of  power  in  connection  there- 
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with,  none,  it  is  probable,  excites  more  general  in- 
terest than  electricity,  but  about  none  is  mankind 
so  generally  ignorant.  We  see  cars  and  trains  fly- 
ing along  our  streets  and  on  our  elevated*  railways 
through  the  medium  of  this  agency,  but  to  all 
except  a  few  experts  the  details  are  a  profound 
mystery.  We  know  in  a  general  way  that  power 
is  transmitted  along  a  wire  to  be  utilized  as  the 
vehicle  progresses  or,  according  to  another  me- 
thod, it  is  husbanded  in  mysterious  packages, 
or  storage  batteries,  on  the  vehicle  itself,  to  be 
utilized  as  needed  in  the  progress  of  the  journey; 
but  what  the  storage  battery  is,  and  how  power 
thus  confined  is  utilized,  we  are  only  vaguely  in- 
formed upon.  How  is  this  wonderful  agent,  in- 
visible and  intangible,  yet  powerful  and  com- 
pliant, gathered  and  disbursed?  Through  what 
intricate  and  subtle  medium  is  its  power  held  in 
suspension,  to  be  conveyed,  at  the  will  of  the 
attendant,  to  the  wheels  and  so  to  the  load  they 
carry?  Only  experts  can  answer,  and  they  not 
always  so  a  layman  can  understand.  I  am  free 
to  confess  myself  lacking  in  many  practical  de- 
tails, although  I  have  been  familiar  with  elec- 
tricity and  its  uses  for  forty  years.  When  young, 
I  was,  for  those  days,  an  expert  in  electrical 
matters,  so  much  so,  indeed,  that  the  government 
sought  to  have  me  sever  my  relations  with  rail- 
roads and  connect  myself  permanently  with  its 
signal  service.  Acquaintance  with  electricity  at 
that  period  of  my  life  has  led  me  to  keep  myself 
more  or  less  in  touch  with  it  since ;  but  it  has  been 
the  touch  of  an  amateur,  not  such  as  to  properly 
enable  me  to  teach  or  to  trace  scientifically  its 
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generation  or  application  to  transportation.  I 
understand  the  subject  but  not  exhaustively,  as 
it  demands,  or  as  an  instructor  should  under- 
stand it.  It  was  because  of  this  that  I  did  not  at 
first  contemplate  incorporating  in  *^The  Science 
OF  Railways''  an  account  of  the  uses  of  elec- 
tridty  in  connection  with  the  problem  of  trans- 
portation. Its  growing  importance,  however,  has 
compelled  this  recognition,  albeit,  late.  I  now 
find  it  necessary  to  take  up  the  subject,  and  to 
take  it  up  in  a  manner  that  will  not  only  prove 
instructive  to  students,  but  also  to  men  of  the 
highest  attainments  in  this  interesting  field  of 
thought  and  to  those  who  are  fiamiliar  with  the^ 
methods  and  operations  of  ordinary  steam  rail- 
way practice  as  well. 

My  first  connection  with  railways  was  partly 
associated  with  the  telegraph  department  of  the 
service,  and  in  this  way  I  became  interested  and 
familiar  with  electrical  enterprises  and  ambi- 
tions, as  intimated  above.  Electrical  science 
▼as,  however,  in  an  embryonic  state  when  I  ceased 
to  concern  myself  with  it  in  a  practical  way ; 
bat,  while  ceasing  to  follow  it,  I  continued  to  pre- 
serve an  interest  in  it  of  a  theoretical  and  specula- 
tive nature.  This  interest  was,  however,  indefinite 
and  unsubstantial.  So  that  to-day  after  electri- 
city has  passed  beyond  primary  conditions  and 
developed  wide  possibilities  and  uses,  I  confess 
myself  hardly  worthy  to  be  called  even  a  student. 
Xo  (me  who  cannot  discuss  it  at  once  practically, 
scientifically  and  theoretically,  is  worthy  to  handle 
the  subject  in  such  a  treatise  as  I  desire  to  incor- 
porate as  a  part  of  my  work  on  railways,  which 
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I  have  sought  from  the  first  to  make  comprehen- 
sive and  practicable.  For  this  reason  I  have  called 
to  my  aid  in  the  preparation  of  this  part  of  my 
work  a  gentleman  of  world-wide  celebrity  in  elec- 
trical mechanism,  Mr.  Charles  F.  Scott,  an. 
honored  member  of  the  American  Institute  of 
Electrical  Engineers,  and  the  electrician  in  chief 
of  one  of  the  few  great  electric  manufacturing- 
industries  of  the  world.  It  may  be  said  of  him. 
that  he  holds  a  high  rank  las  regards  the  theory  and 
practical  application  of  electricity,  and  there  are 
few  who  may  with  any  plausibility  claim  to  be  his. 
superiors  in  presenting  its  application  to  railways. 
His  long  association  with  the  great  electrical  in- 
stitution I  have  referred  to  has  made  him  familiar 
with  the  secrets  and  progress  of  electricity,  while 
his  scientific  education  and  rare  attainments  ena- 
ble him  to  understand  perfectly  its  most  subtle 
phases.  As  a  teacher  he  is  so  exhaustive  and 
clear  in  his  statements  that  all  he  says  may  be 
comprehended.  JSowever,  the  subject  is  a  scien- 
tific one  and,  like  all  scientific  subjects,  requires 
intelligent,  careful  and  discriminating  study  to 
understand.  Because  of  the  vast  scope  of  the 
theme  and  its  technical  nature  I  have  found  Mr. 
Scott's  assistance  fundamental  rather  than  acces- 
sory. What  he  has  to  say  is  so  conclusive  that 
after  he  has  spoken  I  have  been  unable  to  add 
anything  that  seems  to  me  to  be  of  particular 
value.  The  engravings  of  electrical  apparatus 
which  accompany  the  matter,  I  have  prepared 
especially  for  this  work.  They  are  practically- 
exhaustive  of  the  subject  at  this  time,  and  form^ 
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with  the  printed  description,  a  complete  exposi- 
tion of  the  theme.  With  this  explanation  I  will, 
without  further  introduction,  proceed  to  take  up 
the  question  of  electricity  in  the  order  in  which 
it  naturally  presents  itself  for  investigation.  Be- 
fore doing  this,  however,  I  may  pause  long  enough 
to  say  that  while  railway  carriage,  as  it  has  been 
known  in  the  past,  pre-supposes  steam  as  a  motive 
power  and  the  uses  of  Stephenson  locomotives, 
the  theory  of  such  carriage  (its  science,  I  may 
say)  would  not  be  changed  in  any  important  re- 
spect by  the  use  of  electricity.  This  the  reader 
will  see  upon  reflection.  It  will  involve  changes 
in  machinery,  but  not  in  organization  or  methods 
of  business.  All  the  departments  of  railway  ser- 
vice and  the  subdivisions  thereof,  with  their  prin- 
ciples of  business  and  methods  of  application, 
will  go  on  just  as  they  are  to-day  without  change 
of  any  kind— at  least  from  this  source.  The  men 
who  now  operate  our  steam  locomotives  would  be 
transferred  to  those  operated  by  electricity.  That 
is  about  the  only  change  in  the  personnel  of  the 
service  there  would  be.  Therefore,  in  taking  up 
the  subject  of  electricity  in  its  application  to  rail- 
ways, the  reader  may  dismiss  all  side  speculations 
of  a  less' interesting  nature. 


THE   BELATIOK   OP   ELECTEICITY   TO   TEiNSPOHTATIOH. 

Power. — The  fundamental  problem  in  transpor- 
tation   is    the    production    and    application    of 
power.       The    cost    of    transportation    depends 
largely  Bpon  the  cost  of  power,  and  its  limita- 
tions in  speed  and  flexibility  are  determined  Id 
great  degree  by  the  source  of  power.    There  are 
two  ordinary  sources  of  power,  fuel  and  falling 
r.      The    latter    has 
useless    for    trans- 
ation  purposes   as   it 
i  not  he  conveyed  and 
ied  to  the  moving  of 
IS.   Coal,  on  the  other 
I,  is  easily  transport- 
and    can    be    carried 
I   the   moving   train ; 
energy    of    chemical 
bustion  can  be  trans- 
m  e  d     through     the 
icy  of  steam  into  me- 
lical   energy   which 
be.  applied  directly  to 
moving  of  the  train. 
In  the  cable  road 
the  engine  is  sta- 
tionary    and     the 
power  is  conveyed 
to    the   car   by    a 

m      Kilow^t       coco      H<,«e      Po*.,>        '"^P^"  ^h'^      ^Y^- 
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distances  to  which  the  cable  can  extend  owing 
to  its  low  efficiency. 

E/ec/rici/ J/.— Electricity  is  not  a  source  of  en- 
ergy.   It  does  not  replace  the  falling  water  nor 
the  burning  coal  nor  the  street  car  horse.     It  is 
the  harness  for  connecting  the  engine  or  turbine 
to  its  work,  and  it  replaces  the  cable  as  a  means 
for  conveying  power  from  a  stationary  engine  to  a 
moving  car.     One  can  scarcely  imagine  a  simpler 
and  more  direct  method  of  moving  a  street  car 
than  by  a  cable  drawn  by  a  stationary  engine 
unless  indeed  it  be  the  street  car  horse  harnessed 
directly  to  his  car;  but  the  street  car  horse  could 
scarcely  have  been 
swept    away   more 
quickly  by  an  epi- 
demic than  he  has 
been  by  the  electric 
motor.    The  costly 
cable  is  condemned 
to  follow  the  horse 
into  obscurity. 

The  locomotive 
replaced  animal 
power  for  long  dis- 
tance transporta- 
tion, but  there  are 
many  objections  to 
it  for  hauling  small 
cars  at  frequent  in- 
r^^t^  «'«""  '^■'"'"°'--  """"'  "•'  '  tervals  through  the 
streets  of  towns 
and  cities.     For  this  service  animal  power  con- 
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tinued  in  use  until  the  cable  and  the  electric  cur- 
rent enabled  us  to  harness  the  car  to  a  stationary 
engine  or  a  turbine. .  The  electric  car  has  replaced 
the  horse  ear  and  has  also  revolutionized  street 
railway  service.  By  it  speed  and  comfort  have 
been  increased  and  operating  expenses  reduced. 

The  Problem  Presented.— Whether  the  electric 
motor  is  to  continue  its  widening  range  and  take 
the  place  of  the  steam  locomotive  is  a  very  inter- 
esting and  important  question.    While  the  loco- 
motive is  not  adapted  to  the  conditions  of  street 
railway  traflBe,  it  is  a  serious  problem  whether 
long  distance  transportation  can  be  met  as  econom- 
ically by  the  motor  as  by  the  locomotive. 
It  is  often  asserted,  and  possibly  truly,  that 
electricity     is      in 
its    infancy    and 
that  it  only  awaits 
further      compre- 
hension of  its  mys- 
teries to  enable  it 
to    be    applied    to 
the    solution     of 
every  kind  of  prob- 
lem.    A  little  fur- 
ther   development, 
many  believe,  wili 
relegate  the  steam 
locomotive    to    the 
past  and  add  un- 
precedentedly     t  o 

150O    KllowRtt     Generator    Armatun  the  Speed  Of  tfaiUS. 
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Intelligent  consideration  of  the  subject  requires 
an  examination  of  the  functions  of  electrical  ac- 
tion, the  characteristics  of  electrical  apparatus 
and  the  conditions  of  electrical  transmission,  so 
that  we  may  from  these  determine  in  some 
measure  the  possibilities .  and  the  limitations  of 
electric  traction. 

The  problem  will  be  thus  generally  treated 
in  the  following   pages,   namely,    the   electrical 
principles  and  laws  which  underlie  the  subject; 
the  application  of  these  in  electric  machines  and 
in  transmission;    the    systems    of   transmission 
and    the    apparatus    suitable    for  railway    ser- 
vice; the   specific  elements  which   go  to  make 
np  an   electric   railway   system,    illustrated   by 
descriptions   of  electric  roads  representing  the 
varieties  of  servicfe  performed  by  motors;*  and, 
finally,  an  examination  of  the  application  of  elec- 
tric traction  to  the  conditions  which  prevail  in 
steam  railways,  the  whole  being  concluded  by  a 
comparison  of  the  present  state  of  electric  trac- 
tion with  that  which  has  preceded  it,  followed 
by  a  forecast  of  the  probable  development  of  the 
future. 


•In  these  references  the  question  of  the  utilization  of  elec- 
tricity for  the  operation  of  railroads,  other  than  those  for  city 
and  suburban  service  is  referred  to.  Indeed,  the  whole  ques- 
tion of  electricity  from  the  standpoint  of  railroad  men  is,  how 
far  will  electricity  be  able  to  supplant  steam  in  the  operations 
of  railroads  for  handling  general  traffic?  This,  in  its  place 
rerelTes  the  attention  which  it  merits,  as  it  is  with  relation  to 
this  phase  of  the  subject  that  the  whole  question  receives  con- 
sideration here. 


CHAPTER  II. 

ELECTRICAL  PRINCIPLES  AND  LAWS. 

What  Electricity  Does. — The  function  of  elec- 
tricity in  the  operation  of  railways  is  to  receive 
energy  from  an  engine  (or  other  prime  mover) 
and  to  deliver  it  upon  the  moving  car  in  me- 
chanical form.  The  elements  in  the  system  are: 
(a)  A  prime  mover  (an  engine  or  water-wheel) 
for  the  supply  of  mechanical  energy.  (b)  An 
electric  generator  or  dynamo  for  receiving  the 
mechanical  energy  and  transforming  it  into  elec- 
tric energy,  (c)  A  transmission  circuit  for  con- 
veying the  electric  energy  to  the  point  where  it 
is  to  be  used,  (d)  An  electric  motor  for  receiv- 
ing the  electric  energy  and  transforming  it  into 
mechanical  energy,  suitably  regulated  and  con- 
trolled. 

The  Sources  of  Electric  Cterrewis.— Electricity 
may  be  produced  in  a  number  of  ways.  Heat 
also  may  be  derived  from  several  sources:  from 
mechanical  energy— by  friction  or  percussion;  or 
from  chemical  energy— by  combustion;  or  from 
electrical  energy— by  the  passing  of  a  current 
through  a  wit*e.  Electricity  may  result  from*  the 
expenditure  of  mechanical  energy— by  friction  of 
certain  substances;  or  through  the  agency  of  the 
djmamo;  or  from  chemical  energy— by  the  dis- 
solving of  zinc  in  a  battery ;  or  from  heat  energy 
— in  thermal  batteries.  The  two  ordinary  sources 
of  electricity  are  the  dynamo  and  the  battery. 
The  currents  from  the  two  sources  are  of  similar 
nature.  The  only  reason  the  battery  is  not  used 
for  supplying  current  for  lighting  and  power  i^ 
its  high  cost. 

10 
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The  two  conditions  necessary  for  the  flow  of 
current  are,  first,  a  force  for  sending  or  **  push- 
ing" the  current  through  the  circuit  called  elec- 
tro-motive force,  and  second,  a  complete  circuit 
through  which  the  current  may  flow.  The  cir- 
cuit is  usually  of  copper  wire,  supported  and 
protected  by  wood,  glass,  rubber  or  other  insul- 
ating materials  through  which  current  does  not 
pass.  In  both  the  dynamo  and  the  battery  there 
are  two  terminals  between  which  there  is  electro- 
motive force  which  will  send  a  current  through 
a  circuit  if  its  ends  are  connected  to  the  respec- 
tive terminals.  The  strength  of  the  current  is 
determined  by  the  intensity  of  this  force  and  by 
the  resistance  of  the  circuit.  This  is  analogous 
to  the  flow  of  water  in  a  pipe— the  flow  depends 
upon  the  pressure  and  the  resistance  of  the  pipe. 

What  electricity  is,  the  cause  of  electro-motive 
force,  the  nature  of  the  electric  current,  are  topics 
which  do  not  directly  concern  us  here;  neither 
do  the  causes  of  chemical  affinity  and  combus- 
tion, nor  the  reason  that  liquid  water  is  changed 
to  invisible  steam  under  the  influence  of  heat. 
It  is  enough  to  know  the  facts  and  to  apply  to  a 
useful  purpose  the  principles  and  laws  which 
have  been  deduced  from  scientific  investigation 
and  experience. 

The  Effects  of  Electric  Current.— When  an 
electric  current  flows  through  a  circuit  several 
phenomena  may  be  observed,  notably  certain  heat- 
ing and  magnetic  effects. 

The  Heating  Effect. —Heat  is  produced  in  all 
parts  of  the  circuit  by  the  passage  of  the  cur- 
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rent.  The  quantity  of  heat  depends  upon  the 
strength  of  the  current  and  upon  the  resistanxje 
to  its  flow.  The  resistance  depends  upon  the 
material  and  size  of  the  conductor.  If  the  same 
current  pass  through  a  copper  wire,  an  iron 
wire  and  a  carbon  rod,  all  of  the  same  diameter, 
the  copper  will  remain  comparatively  cool,  the 
iron  will  become  warm  and  the  carbon  quite  hot. 
If  the  same  current  pass  through  a  heavy  wire 
and  a  fine  wire  of  one-third  the  cross  section,  the 
•heat  produced  in  the  fine  wire  will  be  three  times 
as  great  as  in  an  equal  length  of  the  heavy  wire. 
Loss  of  heat  is  loss  of  energy.  Conductors  are, 
therefore,  made  large  and  of  material  of  high 
conductivity  (copper),  except  where  heat  is  de- 
sired, when  the  opposite  course  is  followed.  In 
incandescent  lighting,  the  lamp  filament— the 
part  of  the  circuit  wherein  heat  is  to  be  gener- 
ated for  producing  incandescence,  is  made  of  a 
fine  carbon  thread,  while  the  wires  to  the  lamp 
are  made  of  copper  wire  of  sufficient  size  to  pre- 
vent the  waste  heat  in  the  wires  from  exceed- 
ing a  small  per  cent,  of  the  useful  heat'  in  the 
carbon.  If  the  distance  to  one  lamp  be  twice 
as  great  as  it  is  to  another  lamp,  the  length  of 
wire  must,  of  course,  be  twice  as  great.  The 
same  size  of  wire  would  involve  twice  the  loss. 
The  same  loss  is  secured  in  the  two  cases  if  the 
cross  section  of  the  wire  in  the  larger  circuit  be 
doubled,  making  its  weight  four  times  that  of  the 
wire  required  for  the.  lamp  at  half  the  distance. 
In  a  system  for  the  electrical  transmission  of 
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power  the  heating  effect  of  the  current  is  not 
useful.  There  is  not  only  the  loss  of  power,  both 
in  circuits  and  in  machines,  but  the  rise  of  tem- 
l^erature  which  results  may  cause  damagje  to 
apparatus  unles^  adequate  precautions  are  taken 
in  its  construction  and  operation  to  avoid  undue 
heating. 

The  Magnetic  Effect.— The  space  surrounding  a 
wire  carrying  current  is  a  magnetic  field.  Iron 
filings  tend  to  take  a  definite  position,  and  do  so 
quite  strongly  if  the  current  is  a  large  one.  The 
eflfect  is  increased  if  the  wire  is  in  the  form  of  a 
coil  so  that  the  current  in  each  of  many  succes- 
sive turns  may  act  upon  the  same  space.  It  is  still 
further  increased  if  the  coil  surrounds  an  iron 
core,  as  iron  is  much  better  than  air  as  a  conductor 
for  the  lines  of  magnetic  force.  The  lines  of  force 
may  be  detected  outside  of  the  core  by  iron  filings, 

as  is  shown  in  the  accompanying 
illustration.  If  an  ordinary  piv- 
oted compass  needle  be  placed  in 
the  field  it  will  take  a  direction 
parallel  to  the  lines  of  force  at  that 
point.  If  the  core  be  of  soft  iron, 
and  the  current  be  interrupted,  the 
A  ^SSSJt  thlSSIb  niagnetic  field  vanishes.  If  the  di- 
tt7ron  roie*makw  Tcction  of  the  currcut  through  the 
•«  .**^J??^  7oM  ^re  be  reversed  the  magnetic  field 
<aiiMs  Iron  fliings  also  rcvcrscs,  the  form,  as  indicated 

or  a  compass  nee-    -i         .^         /»t  •  A^ 

«e  to  take  a  doll-  by  the  nlmgs,  remains  the  same, 
'"*  but  the  end  of  the  compass  needle 

which  was  attracted  before  is  now  repelled,  so 
that  the  needle  will  find  stable  equilibrium  when 
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Double  Electro  Mag- 
net. The  path  or  cir- 
cuit of  the  magnetic 
lines  is  almost  entirely 
in  the  iron  cores,  yoke 
and   armature. 


it  has  turned  completely  around  and  its  direction 
is  reversed.  In  general  the  strength  of  the  mag- 
netic field,  or  the  magnetic  in- 
duction, is  increased  by  in- 
creasing the  proportion  of  iron 
in  the  magnetic  circuit  and  de- 
creasing the  length  of  air  space. 
A  double  magnet  is  illustrated 
here  in  which  the  upper  ends 
of  the  iron  cores  are  joined 
by  an  iron  yoke.  A  keeper  or 
armature  of  soft  iron  is  placed 
near  the  other  ends  of  the 
cores.  When  current  flows  through  the  coils 
the  iron  becomes  a  magnet  and  the  armature  is 
strongly  attracted  toward  the  cores  in  the  coils. 
This  form  of  electro  magnet  is  in  common  use  in 
electric  bells  and  telegraphic  apparatus.  %  If  the 
cores  in  the  coil  were  removed  the  armature 
would  still  be  attracted,  but  very  weakly.  The 
magnetic  effects  of  currents  and  the  reactions 
between  currents  and  magnets  are  utilized  in  the 
dynamo  and  the  motor. 

Electrical  Z7m<5.— Current  is  measured  in  am- 
peres. The  ampere  (corresponding  to  gallons 
per  minute  in  hydraulics)  is  the  current  which 
flows  through  one  ohm  resistance  when  the 
pressure  is  one  volt  The  current  required  by 
ordinary  incandescent  lamps  varies  from  about 
one-half  to  one  ampere.  The  current  taken  by 
an  ordinary  street  car  averages  from  forty  to  one 
hundred  amperes,  and  is  usually  much  more  in 
starting  and  on  grades. 
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Pressure,  or  electro-motive  force,  is  measured 
in  volts.  The  volt  (corresponding  to  pounds  per 
square  inch  in  hydraulics)  is  the  electro-motive 
force  required  for  sending  one  ampere  through 
a  resistance  of  one  ohm.  The  electro-motive 
force'  of  an  ordinary  cell  of  gravity  battery  is 
about  one  volt  Incandescent  lamps  are  usually 
made  for  about  fifty  or  one  hundred  volts.  The 
ordinary  electro-motive  force  on  street-railway 
circuits  is  five  or  six  hundred  volts. 

Besistance  is  measured  in  ohms.  The  ohm  is 
the  resistance  through  which  one  volt  will  force 
one  ampere.  One  ohm  is  approximately  the 
resistance  of  one  thousand  feet  of  copper  wire 
one-tenth  of  an  inch  in  diameter  (No.  10  B.  &  S. 
gauge— weight,  thirty-one  pounds*)  or  of  one  mile 
of  copper  wire  .23  inches  in  diameter  (No.  3 
B.  &  S.  gauge— weight,  eight  hundred  and  forty 
pounds). 

Ohm's  Law.— The  current  in  a  circuit  is  found 
by  dividing  the  electro-motive  force  by  the  re- 
aistance.t 

The  Energy  of  Ele-^tric  Currents.— 'Energy  is 

•B.  lb  S.  (Brown  &  Sharpe)  gauge  represents  the  American 
tUndard  gauge. 

Electro-motive  force  E 

tCurrent  = ,  or  0=—,  or  Amperes  =. 

Resistance  'R 

Volts  Volts 

.    Also,  01ims= ,  and  Volts  =  Amperes  X  Ohms. 

Oifflw  Amperes 

Therefore,  if  it  is  required  to  find  what  resistance  will  al- 
low fifty  Tolts  to  produce  a  current  of  three  hundred  amperes, 
4jTide  the  volts  by  the  amperes. 
Volts  50         1 

0h]n8= = =  —  Ohm. 

Amperes        300        C 
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required  for  the  production  of  an  electric  cur- 
rent. In  the  battery,  chemical  energy  and  in  the 
dynamo,  mechanical  energy  are  converted  into 
electrical  energy.  The  electrical  energy  re- 
appears in  other  forms— as  heat  in  wires  and 
lamps  and  electric  heaters;  as  mechanical  energy 
in  motors,  or  as  chemical  energy  in  electro- 
plating. In  an  ordinary  electrical  power  system 
part  of  the  heat  produced  by  the  burning  of  coal 
is  wasted  and  part  makes  steam;  part  of  the 
energy  of  the  steam  is  wasted  and  part  produces 
mechanical  energy  in  the  cylinder;  part  is  lost  in 
friction  and  part  reaches  the  dynamo ;  part  is 
lost  in  heat  in  the  dynamo  and  part  is  delivered 
as  electrical  energy  to  the  circuit;  part  is  wasted 
in  heating  the  wires  and  part  reaches  the  motor ; 
part  appears  as  useless  heat  in  the  motor  and  all 
that  is  left  of  the  energy  of  the  coal  after  loss  at 


Cross  Section  of  a  BBllwa;   Motor. 

every  step  appears  as  mechanical  energy  deliv- 
ered by  the  motor  shaft.  The  energy  at  any 
point  in. the  system  is  of  course  exactly  equal  to 


ELECTRICAL   PRWCIPLEB  AND   LAWS.  17 

the  sum  of  all  the  parts  into  which  it  is  subse- 
quently divided. 

Mechanical  energy  is  measured  in  foot-pounds 
and  mechanical  power  in  foot-pounds  per  minute. 
or  in  horse-power.  Electrical  power  is  measured 
in  horse-power,  or  in  watts.  Seven  hundred  and 
forty-six  watts  equal  one  horse-power.  A  kilo- 
watt is  one  thousand  watts,  or  practically  one 
and  one-third  horse-power.  The  electric  power 
which  is  being  delivered  by  a  dynamo  depends 
upon  two  things,  the  pressure  ( electro-motive 
force)  and  the  current.  An  exact  analogue  is 
fonnd  in  a  force  pump  where  the  power  depends 
npoa  the  pressure  and  the  quantity  of  water 
pumped,  and  tie  horse-power  is  found  by  multi- 
plying the  pounds  pressure  per  square  inch  by 
the  gallons  per  ainute  and  dividing  by  seventeen 
bnndred  and  fourteen.  The  electric  horse-power 
delivered  by  a  dynamo  is  found  by  multiplying 
the  pressure  in  volts  by  the  current  in  amperes 
(giving  the  watts)  and  dividing  by  seven  hundred 
and  forty-six.  The  output 
in  kilowatts  is  found  by 
dividing  the  number  of 
watts  by  one  thousand. 
The  power  delivered  to  a 
motor  is  similarly  found 
F'lT'VifcTii^R^  V  ^^  multiplying  the 
i^RS'SS'^'OSllM'^  electro-motive  force  by 
vhflUl^XifiXklJl  *^®  amperes.  In  this  case, 
lor  however,  the  current  flows 
against  the  pressure  and 
the  power  is  delivered  to  the  machine  instead  of 
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by  it.  A  small  current  at  high  pressure  will 
deliver  the  same  power  as  a  large  current  at  a 
low  pressure.  Five  amperes  at  one  thousand 
volts  is  equivalent  in  power  to  ten  amperes 
at  five  hundred  volts,  or  fifty  amperes  at  one 
hundred  volts,  as  the  product  is  in  each  case  five 
thousand  watts,  or  six  and  two-thirds  horse- 
power. The  power  which  appears  as  heat  in 
a  wire  is  similarly  found  by  multiplying  the 
amperes  by  the  electro-motive  force  measured 
between  the  ends  of  the  wire.  The  power  is 
equal  also  to  the  square  of  the  number  of  am- 
peres multiplied  by  the  ohms  resistance,  or, 

Watts=amperes  X  volts=amperes2  x  ohms== 
CE  =  C^E* 

If  twenty  amperes  flow  througli  two  miles  of 
No.  3  B.  &  S.  copper  wire  (two  ohms)  the 

Watts  =  C2  R  =  400  X  2  =  800  =  1.07  horse- 
power. 

*C  stands  for  Current,  R  for  Resistance  and  E  for  Blectro- 
Motive  force. 


CHAPTER  III. 

ELECTKIC  MACHINES. 

How  Current  is  Produced  in  the  Dynamo.— 
There  is  a  reciprocal  relation  between  electricity 
and  magnetism.  On  the  one  hand,  a  current  of 
electricity  passed  around  an  iron  core  will  make  a 
magnet  of  the  iron;  on  the  other  hand,  if  under 
proper  conditions  a  wire  be  moved  in  a  magnetic 
field  or  near  a  magnet,  a  current  will  be  produced 
in  it.  In  an  ordinary  dynamo  the  magnetic  field  is 
produced  by  a  *  Afield"  consisting  of  a  number  of 
poles  of  magnets  of  iron,  which  are  surrounded 
by  coils  of  wire  through  which  currents  are  passed. 
The  magnets  are  joined  at  one  end  by  a  solid  and 
heavy  iron  yoke,  and  at  the  other  they  confront 
the  armature.  The  armature  contains  an  iron 
core  on  which  wires  are  placed  parallel  to  the 
armature  shaft,  and  shown  in  the  cross  section 
of  the  armature  as  black  dots  in  the  accompany- 
ing illustration.  The  move- 
ment of  a  wire  in  front  of  a 
pole  and  through  the  magnetic 
field  which  lies  between  it  and 
the  armature,  induces  in  the 
wire  a  pressure  or  electro-mo- 
tive force  which  will  produce 
a  current  if  the  ends  of  the 
wire  be  joined.  The  lines  of 
magnetic  force  pass  from  al- 
sectten  of  a  Dynamo,  tcmate  polcs  to  the  armature, 
5TkL  aSlT'SrifSS?  and  pass  from  the  armature 
2?  w^^'  7shown'"nback  to  the  field  in  th^  in- 
"tSI"' maSiieuc  iiSei  termodiatc  poles.  As  a  wire 
.hewn    by    dotted  passes  in  frout  of  a  pole,  the 
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by  it.  A  small  current  at  high  pressure  will 
deliver  the  same  power  as  a  large  current  at  a 
low  pressure.  Five  amperes  at  one  thousand 
volts  is  equivalent  in  power  to  ten  amperes 
at  five  hundred  volts,  or  fifty  amperes  at  one 
hundred  volts,  as  the  product  is  in  each  case  five 
thousand  watts,  or  six  and  two-thirds  horse- 
power. The  power  which  appears  as  heat  in 
a  wire  is  similarly  found  by  multiplying  the 
amperes  by  the  electro-motive  force  measured 
between  the  ends  of  the  wire.  The  power  is 
equal  also  to  the  square  of  the  number  of  am- 
peres multiplied  by  the  ohms  resistance,  or, 

Wattsr=ami)eres  X  volts=amperes2  X  ohms= 
CE  =  C^K* 

If  twenty  amperes  flow  through  two  miles  of 
No.  3  B.  &  S.  copper  wire  (two  ohms)  the 

Watts  =  C2  K  =  400  X  2  =  800  =  1.07  horse- 
power. 

*C  stands  for  Current,  R  for  Resistance  and  E  for  Blectro- 
Motive  force. 
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ELECTKIC  MACHINES. 

Hoiv  Current  is  Produced  in  the  Dynamo.— 
There  is  a  reciprocal  relation  between  electricity 
and  magnetism.  On  the  one  hand,  a  current  of 
electricity  passed  around  an  iron  core  will  make  a 
magnet  of  the  iron;  on  the  other  hand,  if  under 
proper  conditions  a  wire  be  moved  in  a  magnetic 
field  or  near  a  magnet,  a  current  will  be  produced 
in  it.  In  an  ordinary  dynamo  the  magnetic  field  is 
produced  by  a  ** field''  consisting  of  a  number  of 
poles  of  magnets  of  iron,  which  are  surrounded 
by  coils  of  wire  through  which  currents  are  passed. 
The  magnets  are  joined  at  one  end  by  a  solid  and 
heavy  iron  yoke,  and  at  the  other  they  confront 
the  armature.  The  armature  contains  an  iron 
core  on  which  wires  are  placed  parallel  to  the 
armature  shaft,  and  shown  in  the  cross  section 
of  the  armature  as  black  dots  in  the  accompany- 
ing illustration.  The  move- 
ment of  a  wire  in  front  of  a 
pole  and  through  the  magnetic 
field  which  lies  between  it  and 
the  armature,  induces  in  the 
wire  a  pressure  or  electro-mo- 
tive force  which  will  produce 
a  current  if  the  ends  of  the 
wire  be  joined.  The  lines  of 
magnetic  force  pass  from  al- 
section  of  a  Dynamo,  tcmate  polcs  to  the  armaturc, 
J^TkSL  aST'S;""!???!!  and  pass  from  the  armature 
Sr  wiVi?-  7shown'*rnback  to  the  field  in  th^  in- 
SST  *T?i*^,iaS^rt^c  iiSes  termediatc   poles.     As   a   wire 

^     .hewn      by      dotted  p^gg^g    j^    f^^^^^    ^f    ^    p^j^^    tJ^^ 
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course  of  the  electro-motive  force  will  be  in  one 
direction  if  the  pole  be  positive,  and  in  the  other 
direction  if  it  be  negative,  and  as  the  poles  are  of 
alternate  signs,  the  electro-motive  force  will  be 
first  in  one  direction  and  then  in  the  other,  alter- 
nating  as  each  pole  is  passed.  If  a  wife  be  laid 
on  the  armature  in  front  of  one  pole  and  is  car- 
ried back  on  the  armature  opposite  the  next  pole, 
so  that  the  two  free  ends  of  the  wire  are  at  the 
same  end  of  the  armature,  the  electro-motive 
forces  which  are  induced  by  the  two  adjacent 
poles  under  which  the  wires  simultaneously 
move  will  be  added  together  and  the  electro-]  lo- 
tive  force  on  the  turn  of  wire  will  be  the  sum  of 
that  on  each  of  the  two  parts.  If  the  wire  be 
wound  in  the  form  of  a  coil  of  several  turns,  it  is 
evident  that  the  electro-motive  force  upon  the 
coil  will  be  the  sum  of  the  electro-motive  forces 
in  the  several  turns. 

The  field  is  designed  to  have  great  magnetic 
strength  with  small  magnetizing  current  by 
making  the  magnetic  circuit  of  iron,  which  is  an 
excellent  conductor  for  the  magnetic  flux,  and 
by  making  the  air  gaps  small.  The  speed  of  the 
dynamo  is  usually  made  as  high  as  the  mechan- 
ical conditions  permit. 

The  electro-motive  force  induced  in  a  coil  of 
wire,  as  has  been  explained,  reverses  in  direc- 
tion whenever  the  coil  passes  in  front  of  a  new 
pole.  The  electro-motive  force  in  the  wire  re- 
verses in  direction,  and  the  current  which  may 
flow  in  it  is  an  alternating  current,  correspond- 
ing to  a  reciprocating  motion.    The  two  ends  of 
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the  coil  may  be  connected  to  two  separate  ringSf 
on  which  brushes  rest  for  conducting  the  cur' 
rent  to  an  external  circuit. 

A  direct  or  continuous  current  is  secured  from 
the  dynamo  by  placing  on  it  a  large  number  of 
ooils  and  connecting  them  to  a  commutator.  The 
coils  occupy  many  successive 
positions  on  the  armature  so 
that  at  all  times  there  are  some 
coils  in  which  a  high  electro- 
motive force  is  being  devel- 
oped, while  other  coils  are  in 
a  position  in  which  little  or  no  ^  ^omm5uto^r!^Sfowin1 
force  is  being  developed,  owing  fo'T'^^tucwng  °'  wTres 
to  their  intermediate  position  '^°°^  armature. 
with  respect  to  the  field  poles.  There  is  a  posi- 
tion with  respect  to  the  fields  in  which  a 
coil  produces  its  maximum  force,  and,  as  the 
armature  turns,  all  the  coils  successively  pass 
through  this  position.  The  ends  of  the  coils  are 
connected  to  bars  of  the  commutator  on  which 
rest  brushes  for  conducting  the  current  to  the 
external  circuit.  As  the  armature  turns,  the 
brushes  make  successive  contact  with  the  vari- 
ous communicator  bars,  and 
through  them,  to  the  coils  of  the 
armature .  The  brushes  are  placed 
at  the  proper  angle  for  connection 
to  the  coils  which  are  giving  an 
electro-motive  force,  and  as  the 
angular  position  of  the  brushes  is 

o-unntator.     Bhow-^^*  chauged,  they  are  continually 
lac  jegments  to  whichconnected  With  the  coils   which 

vmatvre    wires     are  .         .,  ...  .,, 

are  m   the  same    position  with 
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reference  to  the  poles,  and  are,  therefore,  giving- 
the  same  electro-motive  force.  The  current 
in  the  individual  armature  coils  is  an  alternating 
current,  but  current  in  the  external  circuit  is  a 
direct  current  flowing  constantly  in  the  same 
direction. 

Dynamos  may  be  designed  to  give  either  an 
approximately  constant  current  or  an  approxi- 
mately constant  electro-motive  force.  The  lat- 
ter, or  constant  potential  dynamo,  is  ordinarily 
run  at  constant  speed,  and  with  a  constant  field 
current.  If  this  field  current  is  derived  from  the 
dynamo  itself  the  dynamo  is  said  to  be  self- 
excited,  and  if  from  a  separate  source,  separately 
excited.  The  electric-motive  force  of  a  dynamo 
is  determined  by  the  strength  of  field,  the  speedy 
and  the  number  of  wires  which  are  in  series. 
The  latter  element  is  fixed  when  the  machine  is 
designed,  the  speed  is  fixed  by  the  driving  power^ 
and  the  method  of  adjusting  the  force  on  a  ma- 
chine in  oi)eration  is  by  variation  of  the  strength 
of  the  field  by  changing  the  current  through  the 
field.  When  a  dynamo  is  delivering  current,  the 
electro-motive  force  upon  its  terminals  decreases 
as  the  load  increases,  owing  to  the  resistance  of 
the  winding  of  the  armature  and  to  certain  mag- 
netic reactions.  The  force  at  full  load  may  be' 
made  equal  to,  or  greater  than  that  at  no  load  by 
an  increase  in  the  exciting  or  magnetizing  cur- 
rent around  the  fields.  This  is  ordinarily  ac- 
complished by  compounding  the  machine,  i.  e.» 
placing  upon  the  field  a  second  winding  through 
which  the  main  current  flows  for  the  purpose  of 
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adding  the  magnetizing 
effect  of  this  current  to  that 
of  the  regularshunt  winding. 
^Riis  is  shown  in  the  diagram 
of  a  compound  wound  dy- 
namo. The  current  from 
one  brush  which  rests  on  the 
eommntator  passes  around  a 
few  tnmsuponthe  field  poles 

before  going  out  to  the  eir-  ^nt'u  neStir'^aiuni'&ui 
cuit.   The  fine  wire  "shunt"     Tiie'h^lTy''wiQdfng''''™fffl; 

winding     of     many     turns     is        and  thefltoVe  *SarJM   alTho 

taken  in  a  "parallel"  con-     '""*  ""'^^^ 
nection  from  the  circuit  and  passes   through   an 
adjustable  resistance  or  "rheostat"  by  which  the 
field  current  may  be  varied. 

How  Motion  is  Produced  in  the  Motor. — It  is 
well  known  that  the  opposite  or  unlike  poles  of  two 
magnets  attract,  and  that  like 
poles  reijel.  The  production  of 
motion  in  the  electric  motor 
may  be  readily  understood  when 
it  is  seen  that  the  field  and  ar- 
mature are  in  reality  two  elec- 
tro-magnets, which  are  retained 
in  such  a  position  and  relation 
that  a  constant  force  exists  be- 
tween them.     In  the  accompa- 

'  nying  figure  is  shown  a  two  pole 

*>4  -)*°iiio?'^rMl'ry^  motor  in  which  the  field  currents 
M.^^t^"tS''  amitura  iQ^gnetize  the  field  poles,  mak- 
»tiit  Arrois  Show  a"  ing  the  uppcr  pole  positive  and 
kRmra  pole*,  and  tbe  tne  iower  poIe  negative.  Cur- 
««u«  r«ation.  ^  ^.^^^g  ^^^  passcd  through  the 
armatnre  wires  in  such  a  way  that  the  wires  on  the 
npper  half  of  the  armature  (shown  as  circles  in  the 
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figure)  carry  current  in  one  direction,  and  those  on 
the  lower  half  in  the  opposite  direction.  This 
magnetizes  the  armature,  giving  a  positive  pole  at 
one  side  and  a  negative  pole  at  the  other. 
The  attraction  between  unlike  poles  and  the 
repulsion  between  like  poles  will  produce  a 
tendency  to  rotation.  As  the  armature  re- 
volves the  connection  between  the  circuit 
and  the  wires  on  the  armature  is  changed 
(at  the  commutator),  so  that  the  wires 
which  are  on  the  upper  half  of  the  armature  still 
carry  current  in  the  same  direction  as  before,  and 
the  magnetic  poles  remain  fixed  in  the  same  posi- 
tion with  respect  to  the  field,  although  the  arma- 
ture itself  revolves.  In  a  multi-polar  machine 
there  are  a  number  of  magnetic  poles  formed  by 
the  armature  currents  midway  between  the  field 
poles. 

The  armature  of  a  direct  current  motor  is 
wound  similar  to  that  of  a  direct  current  dynamo 
and  the  connections  to  the  commutator  are  made 

in  the  same  way.  As  the  arma- 
ture revolves  in  front  of  the  field 
poles  of  the  motor,  an  electro- 
raotive  force  is  generated  in  its 
coils  similar  to  that  which  is  gen- 
erated in  the  coils  of  a  dynamo. 
Armature  Coils  for     If  two  machiues  bc  drivcu  at  the 

Railway  Motor.  ^^^^     gp^^j     ^^^     ^^^     CXCltcd     by 

equal  field  currents,  so  that  equal  forces  are  pro- 
duced, connections  may  be  made  between  like 
brushes  and  no  current  will  flow  between  the 
machines.  If  the  field  current  of  one  of  the 
machines  be  increased,  its  electro-motive  force 
will  be  increased  above  that  of  the  other  ma- 


ELECTRIC  MACHINES.  25 

chine,  and  it 'will  send  a  current  back  through 
the  other  machine  and  drive  it  as  a  motor.     If 
the  relative  field  strengths  of  the  machines  be 
changed,  the  second  machine  will  run  as  a  dy- 
namo, and   the  first  machine  as  a  motor.     The 
motor  fields  may  be  adapted 
for  connection  across  the  cir- 
cuit, in  which  case  they  are 
termed    "shunt    motors"  and 
are  adapted  for  running  at  con- 
stant speed.     The  fields  may 
be    connected    in    series    with 
the  armature  so  that  the  field 
TiiJ  lt\i\^nat.°'t!i         strength  varies  with  the  cur- 
«um  current"'   ""  Fcnt    flowiug,    iu    which    case 

they  are  termed  "series  motors"  and  are  adapted 
for  variable  speed  work. 

Alternating  current  motors 
are  of  three  principal  types, 
only  one  of  which  is  naturally 
adapted  to  general  railway 
worL  These  types  are— the 
commutator  motor  {series  or 
repulsion),  the  induction 
motor  and  the  synchronous 
motor. 

The  series  alternating  cur-     ma'in^curren't^u'iheo^^? 
rent  motor  has  a  commutator,     '^^l  «i™''o''rdLna^r  °con°; 

and     as      it      possesses      speed       nectmn  m  railway  motors. 

characteristics -very  similar  to  those  of  the  series 
direct  current  motor  is,  consequently,  the  one 
naturally  adapted  to  railway  work.  The  repul- 
BMi  motor  has  characteristics  not  very  ditFerent 
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from  those  of  the  series  motor  and  therefore 
probably  stands  next  on  the  scale  of  adaptability. 
The  induction  motor,  though  not  naturally  well 
adapted  to  railway  work,  may  be  made  to  give  a 
certain  measure  of  satisfaction  by  the  use  of  cer- 
tain combinations  to  be  described  later.  The  syn- 
chronous motor  is  not  at  all  well  adapted  to  rail- 
way work  owing  to  the  fact  that  it  has  a  very 
small  torque  at  any  si)eed  other  than  its  synchro- 
nous speed,  i.  e.,  a  speed  related  to  the  speed  of 
the  generator  which  supplies  current  by  the  ratio 
of  the  number  of  generator  poles  to  the  number 
of  motor  poles.  This  is,  in  fact^  the  speed  of  the 
motor  whatever  the  load  upon  it,  as  long  as  the 
load  does  not  exceed  a  certain  amount,  when  the 
motor  stops. 

TRANSMISSION. 

General  Charact eristics. — Electrical  energy  is 
transmitted  by  a  current  under  pressure,  which 
has  many  close  analogies  to  the  transmitting  of 
energy  from  a  pump  to  a  water  motor  by  the 
flow  of  water  in  a  pipe.  The  quantity  of  energy 
delivered  depends  upon  the  intensity  of  the  pres- 
sure and  the  quantity  of  the  flow.    The  pressure 

may  vary  over  a  wide 
range,  and  the  current 
required  is  inversely  pro- 
portional to  the  pressure 
for  the  delivery  of  given 
•  o  .,      1^^       amount  of  energy.     The 

Armature  of  Railway  Motor.  i      x    •                           r             -^**^ 

Shalt  with  core  or  body  of  thin  CdectnC       CUITent,       mOre- 

clrcular   Iron   discs   slotted   on  ^y^j.     jj^^j   y^    OOUtinUOUS, 

the   circumference.     Two  colls  '           •^                                w**«, 

are  partly  in  place.  Corresponding  to  the  eon- 
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Armature  with  Colls  ia 
Place.  Ends  of  wires  are  bent 
back  over  armature  ;  they  will 
be  bent  forward  and  connect- 
ed to  the  commutator. 


tinuous  flow  of  water  through  a  pipe,  or  it  may 
be  alternating,  corresponding  to  reciprocating 
motion  or  the  flow  of  water  in  a  pipe  backward 
and  forward  in  response  to  a  piston  at  the  end. 
This  alternation  of  current  may  take  place  slowly 
or  rapidly. 

The  different  pressures  which  may  be  employed 
in  a  continuous  current  system  or  in  an  alter- 
nating current  system,  the 
range  in  frequency  which 
may  be  used  with  alter- 
nating current,  together 
with  the  different  number 
of  phases  which  may  be 
employed,  evidently  give 
rise  to  a  wide  variety  of 
possible  electrical  systems.  Practice  has  adopted 
a  few  combinations,  which  may  be  regarded  a& 
standard  systems,  which  meet  most  of  the  ordi- 
nary demands. 

Electrical  energy  may  be  distributed,  either  by 
constant  potential  or  by  constant  current.    In  the 

constant  potential  method,  the 
pressure  is  kept  constant,  and 
the     demands     for     different 
amounts  of  power,  either  by 
Annature  complete.  The  the  Variation   of  the   uumbor 
S?"  st^  ^bj*  biSJr  of  of  lamps  or  motors,  or  by  the 
*~*  '"*"•  variation  of  power  demanded 

by  a  motor,  are  met  by  a  variation  of  cur- 
rent Lamps  or  motors  are  connected  in  '*  mul- 
tiple" or  ''parallel"  when  operated  on  this  sys- 
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tern.    In  the  other  system  the 

current  is  kept  constant,  and 

the    demand    for    additional 

power  is  met  by  an  increase  of 

pressure.  Lamps  or  motors  are 

connected  in  "series"  so  that 

Armature  Disc,  show-  ^^^      Same      curient      passes 

iommot^irt'iTI'^con  through  all  the  devices  when 

™™Stato"*'^"' '"  *''*  operated  on  this  system.    The 

constant  current  series  system 

finds    its    common    application    in    arc    lighting, 

where  the  current  is  maintained  constant  and 

the  pressure  of  the  circuit  is  made  proportiopial 

to  the  number  of  lamps  to  be  supplied.    Power 

can  be  supplied  from  circuits  of  this  character, 

but  this  system  is  not  in  general  use  for  power 

service  and  finds  practically  no  application  in  ' 

railway  work. 

Losses  in  Circuits.— The  passage  of  an  electric 
current  through  a  wire  is  accompanied  by  a  lo^s 
of  power  and  a  reduction 
in  preesure.    Loss  of  power 
is  objectionable,  as  it  in- 
creases   the    amount,    and,  , 
consequently,    the    cost    of 
the  power  which  must  be 
generated ;  excessive  reduc- 
tion in  pressure   is   to  be 
avoided   as   it  may   cause 

variations  in  pressure  be-       naiiw^  K„x„r.  compi«t.: 
yond  the  limits  which  are     Sf™"*""  ^Baea"'  aoZa^lt" 
admissible      for      constant     «'"""ik  "<"""■  fl«w  poies. 
potential  motors.    If  the  pressure  be  too  low  the 
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power  available  may  be  too  small,  or  tbe  speed 
may  be  too  low ;  if  the  pressure  be  too  high  the 
speed  may  be  too  great,  or  there  may  be  flashing 
at  the  commutator. 

The  loss  of  power  depends  upon  the  strength 
of  the  current  and  the  resistance  of  the  circuit. 
The  resistance  of  a  cop- 
per circuit,  in  turn,  de- 
pends upon  the  size  of 
the  wire  and  the  length 
of  the  circuit.     The  loss 
in  power  increases,  there- 
fore, as  the  strength  of 
^Hotar  ready  lor  mou^ti.s  on       ^j^^  current  increases  and 
as  the  length  of  the  circuit  increases,  and  it  is 
decreased  if  the  conducting  wire  be  made  larger. 
The  loss  does  not  vary  directly  as  the  current, 
but  it  increases  as  the  square  of  the  current; 
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rtia  rclatlTe  cross  section  at  copper  for  delivering  to  mot 
•  po*rr  DDiteT  diDercnt  coDdltiooE  ol  dletance,  loss  and  e 
Ik  (arte.  t>  indicated  b;  num^er  and  Ihlckneaa  ol  wires. 
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thus,  the  loss  of  power  in  a  given  circuit  when  the 
current  is  doubled  is  increased  four-fold. 

The  reduction  of  loss  of  pressure  in  a  circuit 
depends  directly  upon  the  current  strength  and 
upon  the  resistance  of  the  circuit.  The  loss  in 
pressure  is  illustrated  in  the  accompanying  figure 
a,  in  which  a  dynamo  delivers  current  through  a 
circuit  consisting  of  two  wires  to  a  motor.  The 
current  delivered  is  one  hundred  amperes,  and 
the  resistance  of  each  of  the  wires  is  one-fourth 
of  an  ohm.  The  pressure  required  for  sending 
one  hundred  amperes  through  one-fourth  ohm  is 
tv\'enty-five  volts.  The  pressure  required  at  the 
dynamo  is  therefore  five  hundred  and  fifty  volts 
for  delivering  five  hundred  volts  at  the  motor 
and  overcoming  the  line  resistance.  If  the 
length  of  the  circuit  be  doubled,  as  is  shown  in 
figure  h,  and  the  motor  still  receives  one  hundred 
amperes  at  five  hundred  volts,  it  is  evident  that 
the  pressure  on  the  dynamo  must  be  increased  to 
overcome  the  additional  line  resistance.  The  re- 
sistance of  each  wire  now  becomes  one-half  an 
ohm,  for  which  fifty  volts  is  required.  The  dyna- 
mo pressure  must  now  be  increased  to  six  hun- 
dred volts,  and  the  loss  in  the  wires  is  doubled. 
If  the  section  of  the  conductors  be  doubled  by 
placing  another  wire  of  the  same  size  in  multiple 
with  the  first,  then  the  pressure  required  for 
overcoming  the  line  resistance  •is  one-half  of  that 
required  in  figure  b,  and  is  but  twenty-five  volts  in 
each  side  of  the  circuit.  The  conditions  now,  as 
shown  in  figure  c,  are  similar  to  those  in  the  first 
case.    It  will  be  noted  that  the  same  pressures 
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prevail  in  figures  a  and  c,  the  difference  being 
that  when  the  distance  is  doubled,  the  section  of 
the  conductor  must  also  be  doubled,  thus  increas- 
ing the  weight  of  the  copper  four  times.  If  the 
length  of  the  circuit  be  increased  to  twice  that  in 
figure  c,  the  section  of  copper  must  again  be 
doubled  in  order  to  secure  the  same  drop  in 
pressure  between  the  dynamo  and  the  motor. 
The  weight  of  copper  is  now  (figure  d)  increased 
to  sixteen  times  that  in  the  first  case,  while  the 
distance  is  increased  but  fourfold. 

In  each  of  the  above  cases  the  motor  receives 
one  hundred  amperes  at  five  hundred  volts,  or 
fifty  kilowatts.  If  the  pressure  at  the  motor 
were  one  thousand  volts,  the  current  required 
for  the  same  power  is  fifty  amperes.  In  figure  d 
the  drop  in  pressure  is  a  total  of  fifty  volts  when 
one  hundred  amperes  pass  through  four  wires  in 
parallel.  If  one  wire  only  were  used,  the  drop 
would  be  four  times  as  great,  or  two  hundred 
volts.  The  drop  for  a  current  half  as  large,  or 
twCTty-five  amperes,  will  be  one  hundred  volts^ 
In  figure  e,  where  the  current  delivered  to  the 
motor  is  fifty  amperes  at  one  thousand  volts, 
the  use  of  a  single  conducting  wire  will  therefore 
involve  a  loss  of  one  hundred  volts,  and  will 
require  a  generator  pressure  of  eleven  hundred 
volts,  which  is  ten  per  cent,  greater  than  the 
pressure  at  the  motor,  which  is  the  same  per- 
centage as  in  figure  d.  Doubling  the  voltage, 
therefore,  enables  the  same  power  to  be  deliv- 
ered with  the  same  per  cent,  loss  in  pressure  and 
consequently  with  the  same  loss  in  power,  with 
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the  use  of  only  one-fourth  of  the  weight  of  cop- 
per. If  the  pressure  of  tlie  motor  be  increased  to 
two  thousand  volts,  the  current  required  for  the 
same  power  will  be  twenty-five  amperes.  The 
same  per  cent,  drop  will  result,  if  the  drop  in 
each  wire  be  one  hundred  volts  instead  of  fifty 
volts  as  in  figure  e.  The  section  of  wire  in  figure 
/  may,  therefore,  be  one-fourth  the  size  of  that  in 
figure  e.  The  weight  is  also  one-fourth  and  is, 
therefore,  the  same  as  that  in  figure  a.  A  com- 
parison of  the  first  and  last  figures  shows  that 
the  same  power  may  be  delivered  at  four  times 
the  distance,  with  the  same  weight  of  copper  and 
the  same  loss,  if  the  pressure  be  made  four  times 
as  great.  It  is  evident  that  an  increase  in  the 
amount  of  copper  used  under  any  conditions  will 
result  in  a  loss  of  power  in  the  conductor. 
Increased  investment  in  copper,  therefore,  leads 
to  a  less  loss  of  power  in  the  circuit.  The  best 
economic  result  is  secured  by  increasing  the  in- 
vestment in  copper  until  a  further  increase  will 
not  be  compensated  by  a  saving  in  power.  This 
condition  is  secured  when  the  interest  on  the 
investment  in  copper  equals  the  cost  of  the 
power  lost  in  circuit. 

General  Conclusions. —The  following  conclu- 
siops  may  be  drawn  from  the  illustrations  which 
have  just  been  given,  showing  the  relations 
between  pressure  and  distance,  and  pressure,  dis- 
tance, cost  and  loss  in  the  circuit  (it  is  assumed 
in  each  case  that  the  same  power  is  delivered  by 
the  circuit) : 

For  the  same  loss  and  electro-motive  force,  the 
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cost  of  copper  increases  as  the  square  of  the  dis- 
tance. Distances  should,  therefore,  be  as  short 
as  practicable.  A  station  should  be  located  at 
the  middle  of  a  territory  which  it  serves. 

For  the  same  loss  and  distance,  the  cost  of 
copper  varies  inversely  as  the  square  of  the 
electro-motive  force.  Therefore,  the  electro- 
motive force  should  be  as  high  as  practicable. 

For  the  same  loss  and  cost  of  copper,  the 
distance  varies  as  the  electro-motive  force. 
The  distance  to  which  electrical  power  can  be 
transmitted  depends,  therefore,  upon  the  electro- 
motive force  which  can  be  used  upon  the  circuit. 

The  energy  lost  in  the  line  when  one  hundred 
horse-power  is  transmitted  for  one  hour  is  twice 
as  great  as  it  is  when  fifty  horse-power  is  trans- 
mitted for  two  hours.  It  follows,  therefore,  that  a 
line  can  transmit  a  given  quantity  of  energy  most 
efficiently  when  it  is  delivered  uniformly.  Also, 
if  a  given  quantity  of  energy  is  to  be  transmitted 
with  a  given  line  eflSciency,  the  copJ)er  required  is 
less  if  it  is  delivered  uniformly. 

Contimums  or  Direct  Current.— In  a  direct  cur- 
rent the  flow  is  constantly  and  unifo/rmly  in  one 
direction,  corresponding  to  the  ordinary  flow  of 
water.  Direct  current  is  used- almost  entirely  in 
electric  railway  work.  For  constant  potential  dis- 
tribution continuous  current  is  commonly  used  at 
one  hundred  and  ten  volts,  two  hundred  and 
twenty  volts  and  five  hundred  volts.  The  princi- 
pal limitation  of  the  one  hundred  and  ten  volt  sys- 
tem is  distance,  as  the  cost  of  copper  becomes 
very  great  in  the  large  conductors  which  are  re- 
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quired  if  the  current  is  to  be  carried  to  any  con- 
siderable distance.  The  two  hundred  and  twenty 
volt  system  is  commonly  used  for  operating  lamps 
on  the  three-wire  plan,  in  which  one  hundred  and 
ten  volt  lamps  are  placed  between  the  middle  and 
each  outside  wire.  This  system  can  be  extended 
in  general  three  or  four  times  as  far  as  the  one 
hundred  and  ten  volt  system  with  the  same  cost 
of  conductors.  The  five  hundred  volt  continuous 
current  sj^stem  is  that  commonly  used  for  street 
railway  and  general  power  distribution.  This 
pressure,  which  is  often  increased  to  six  hundred 
or  even  seven  hundred  volts,  is  sufficiently  high  to 
render  the  conductors  of  moderate  cost  for  operat- 
ing over  ordinary  distances.  These  pressures  may 
be  handled  without  much  difficulty  in  the  generat- 
ors and  mortors.  The  commutator,  by  means  of 
which  the  current  is  taken  from  the  armature  of 
the  dynamo  and  introduced  into  the  armature  of 
the  motor,  is  at  best  difficult  and  costly  to  con- 
struct. It  is  the  part  most  likely  to  wear  and 
give  trouble,  and  the  difficulties  increase  very 
rapidly  if  the  pressure  is  much^  above  five  hun- 
dred volts. 

Alternating  Current.— An  alternating  current  is 
one  which  reverses  in  direction  with  a  frequency 
equal  toi  the  product  of  the  number  of  poles  in 
the  dynamo  multiplied  by  the  speed.  A  twelve- 
pole  machine  running  at  two  hundred  and  fifty 
revolutions,  produces  current  with  a  frequency  of 
twelve  times  two  hundred  and  fifty,  or  three  thou- 
sand alternations  per  minute.  The  frequencies 
in  common  use  for  power  work  range  from  three 
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thousand  to  seven  thousand  two  hundred  alterna- 
tions, and  for  lighting  work  may  be  as  high  as 
sixteen  thousand  alternations  per  minute. 

Alternating  current  possesses  a  characteristic 
which  is  of  great  utility  in  the  transmission  of 
electrical  energy  to  considerable  distances.  It  is 
impracticable  for  many  uses  to  utilize  high  pres- 
sures; for  instance,  in  incandescent  lighting  the 
lamp  cannot  be  readily  made  for  a  pressure  higher 
than  about  one  hundred  volts.    On  the  other  hand. 

the  cost  of  conductors  for  de- 
livering current  at  one  or  two 
hundred  volts  becomes  very 
large  if  the  distance  be  more 
than  a  few  thousand  feet.  The 
desirable  system  is  one  in 
which  the  energy  can  be  trans- 
mitted at  high  pressure  and 
utilized  at  low  pressure.  The 
direct  current  does  not  admit 
of  any  ready  and  convenient 
transformation.  The  alternat- 
ing current,  on  the  other  hand, 
through  the  agency  of  the 
transformer  or  converter,  en- 
ables this  to  be  accomplished. 
An  alternating  current  trans- 
former in  its  essential  elements 
consists,  of  two  windings,  each 
of  one  or  more  coils  of  coipper 
wire  wound  around  a  core  of 
iron,  usually  of  thin  plates.  If 
<Mie  of  the  windings  or  sets  of  coils  be  connected 


TIir*«  Hundred  and 
Srrentr-Five  Kilowatt 
<S00  borse-power)  Rais- 
tac  Transformer.  Wires 
from  generator  are 
couMcted  to  large  ter- 
Biaals  on  marble  block 
at  rear  end;  wires  to 
bigb  tension  line  (15,- 
fJHW  ToIt«>  are  connect- 
«l  to  terminals  at  front. 
Tke  lat  coils  are  placed 
aide  by  side  and  spread 
apart  at  tbe  ends  to  al- 
lov  efrcnlation  of  oil 
tlie  coils. 
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to  a  circuit  on  which  the  pressure  is,  say,  one 
thousand  volts,  an  alternating  magnetism  is  pro- 
duced in  the  iron,  which,  in  turn  produces  an 
electro-motive  force  in  the  other,  or  secondary 
winding.  The  electro-motive  force  produced  in 
this  winding  is  proportional  to  the  number  of 
turns  of  wire  in  it.  If  the  turns  be  one-tenth  of 
those  in  the  primary  windings,  the  electro-motive 
force  is  one-tenth  of  that  on  the  primary,  or  one 
hundred  volts.  The  current  is  increased  in  the 
same  proportion  the  pressure  is  decreased.  Thns, 
if  the  primary  current  be  five  amperes  at  one 
thousand  v^olts  the  secondary  current  will  be  fifty 
amperes  at  one  hundred  volts.  The  product  of 
the  current  and  pressure  giving  the  energy  in 
watts  is  the  same  in  the  primary  and  secondary.* 
The  transformer,  therefore,  supplies  a  means  by 
which  a  small  current  transmitted  at  a  high  pres- 
^  sure  may  be  transformed  into  a  large  current  at 
a  low  pressure.  The  transformer  has  no  moving 
nor  open  contacts,  there  is  noi  mechanical  motion, 
it  requires  no  attention,  and  is  simple  and  eflS.- 
cient  in  operation.  The  alternating  current  sys- 
tem has  given  a  wide  extension  to  incandescent 
lighting  where  the  service  is  extended  or  scat- 
tered, as  the  direct  current  low  voltage  system  is 
economical  only  over  a  short  distance.  Almost  all 
of  the  installatiops  for  delivering  power  in  large 
quantities  from  water  power  employ  alternating 

♦There  is  a  slight  reduction,  both  in  pressure  and  in  cur- 
rent, which  renders  the  number  of  watts  delivered  from  the 
secondary  slightly  less  than  those  supplied  to  the  primary. 
The  ratio  at  full  load  is  usually  from  ninety-five  to  ninety- 
eight  per  cent. 
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cuiTCTit.  The  alternating  current  transformer 
may  be  used  in  connection  with  the  generator  for 
increasing  the  pressure.    It  is  often  most  conveni- 


Fonr  Hundred  Kilowatt   (SSB  horae-powcr)   Rotary  CoDTerter.  iboW' 

ISf  null  BtBrllug  motar  ou  end  ot  Shalt  for  bringing  armature  to  nor- 
ml  ip«d ;   ooIlKtor  rlngi,  on  right  end,  for  recelTlng  altematlag  cur- 

ent  to  wind  the  generator  for  an  electro-motive 
force  of  a  few  hundred  volts  and  then  raise  the 
pressure  by  raising  transformers  to  several  thou- 
sand volts,  depending  upon  the  distance  of  trans- 
miflsion,  then  reducing  it  by  other  transformers 
for  supplying  light  or  motors. 

The  alternating  current  system  may  involve 
two  or  more  currents  differing  in  phase.  Two 
alternating  currents  are  said  to  differ  in  phase 
by  ninety  degrees  when  the  maximum  value  of 
one  occurs  at  the  time  of  the  zero  value  of  the 
other.  This  has  a  mechanical  analogy  in  two 
cranks  at  ri^t  angles.  This  system  is  also  termed 
a  two-phase  system  or  quarter-phase  system.    In 
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a  three-phase  system  there  are  three  currents  dif- 
fering equally  in  phase  and  corresponding  to  the 
cranks  on  the  shaft  of  a  three-cylinder  engine. 
The  transmission  of  power  by  direct  current  may 
be  likened  to  mechanical  transmission  by  a  belt 


■which  is  in  continuous  motion  in  the  same  direc- 
tion. Alternating  current  may  be  likened  to  a 
reciprocating  motion  acting  upon  a  crank.  A 
single-phase  system  corresponds  to  a  single  crank, 
while  a  polyphase  system  cop-responds  to  a  me- 
chanical system  in  which  two  or  more  cranks  are 
used.  The  analogy  may  be  carried  further,  as  tiie 
increased  facility  in  starting  and  the  uniformity 
of  action  which  is  found  when  several  cranks  are 
used  also  characterize  the  use  of  polyphase  cur- 
rents. Three  or  more  wires  are  required  for  car- 
rying polyphase  currents. 

Alternating  Current  and  Direct  Current.— The 
advantages  of  alternating  current  for  transmis- 
sion can  be  secured  for  the  operation  of  direct 
current  apparatus  by  the  use  of  a  machine  for 
transforming  alternating  into  direct  current.  This 
transformation  could  be  made  by  employing  an 
alternating  current  motor  which  drives  a  direct 
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Alternating   Current  System  supplying  Rotary  Converters  which 
dalivsr   direct  current  to  the  trolley   system. 

current  generator.  The  two  machines  may  be 
simpUfied  by  placing  the  two  windings  upon  one 
armature  running  in  one  field.  The  arrangement 
may  be  further  simplified  by  having  but  one  ma- 
chine with  one  winding  and  making  suitable  con- 
nections to  rings  for  supplying  the  alternating 
current  and  other  connections  to  a  commutator 
for  delivering  direct  current.  A  machine  with 
this  double  function  is  termed  a  rotary  convertor, 
or  a  synchronous  converter.  A  system  of  this 
kind  is  shown  in  the  accompanying  illustration  in 
which  an  alternating  current  generator  deliver- 
ing current  at  a  low  pressure  supplies  raising 
transformers  which  deliver  a  high  electro-motive 
force  to  a  transmission  circuit.  At  the  distant 
end  of  this  circuit  the  pressure  is  reduced  by 
lowering  transformers  and  alternating  current  is 
supplied  to  a  rotary  converter.  This  in  turn  de- 
livers direct  current,  which  may  be  used  for  oper- 
ating railway  ears  or  other  service. 


CHAPTER  IV. 

THE  LIMITATIONS  OF  ELECTEICAL  APPAEATUB. 

The  query  often  arises,  what  it  is  that  limits 
the  capacity  of  electrical  apparatus ;  why  is  it  that 
dynamos  and  motors  built  for  a  given  power  can- 
not yield  a  greater  power ;  and  why  cannot  current 
be  carried  to  any  distance  desired.  There  are 
characteristics  of  machines  and  of  circuits,  de- 
pending primarily  uptm  the  properties  and  char- 
acteristics of  the  materials  of  which  they  are  eom- 
posed  and  the  electrical  principles  upon  which 
they  are  based,  which  place  positive  limits  upon 
the  perfojrmanee  which  can  be  secured  from  them. 


:t  Railway  Oeneratore,  couaected  ti 


The  Dynamo. — The  dynamo  is  limited  in  its  out- 
put by  several  conditions.  The  output  is  equal  to 
the  electro-motive  force  multiplied  by  the  nuna- 
ber  of  amperes.  The  first  depends  upon  the  field 
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strength  and  upon  the  speed.  The  field  strength 
is  limited  by  the  magnetic  saturation  of  the  iron 
of  which  it  is  composed.  Iron  possesses  a  fairly 
definite  limiting  capacity  for  magnetic  induction 
and,  beyond  a  certain  point,  the  induction  in- 
creases in  strength  very  slowly  as  the  field  cur- 
rent is  increased.  The  strength  of  the  field  is, 
therefore,  limited  by  the  magnetic  characteristics 
of  the  iron.  The  speed  is  fixed  by  mechanical 
limits,  such  as  connection  to  the  driving  power 
and  strength  of  materials.  The  limitations  of 
the  dynamo  in  electro-motive  force  are  encoun- 
tered in  the  design  of  the  machine,  i.  e.,  by  speed 
and  by  the  properties  of  iron.  The  limitation  in 
the  current,  which  is  the  other  element  which 
determines  the  output  of  the  dynamo,  is  fixed  not 
by  the  design,  but  the  operation  of  the  machine. 
As  the  current  in  the  dynamo  increases,  the  loss 
in  the  armature  conductors  increases,  thus  raising 
the  temperature.  An  increase  of  current  beyond 
a  certain  amount  will  affect  the  commutation  of 
direct  current  machines.  It  is  essential,  therefore, 
in  operation,  not  to  load  the  dynamo  so  that  an 
nnsafe  temperature  is  reached,  or  bad  sparking  on 
the  commutator  occurs. 

The  Motor.— 'The  limitations  of  the  motor  are 
very  similar  to  those  of  the  dynamo.  In  design, 
the  permeability  of  the  iron  limits  its  capacity  as 
a  magnet,  so  that  a  certain  definite  cross  section 
and  weight  of  iron  are  required  for  developing 
the  required  electro-motive  force.  The  speed 
must  be  within  limits  which  are  readily  utilized. 
lu  operation  the  electrical  limits  are  commuta- 
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tion  and  heating.  Excessive  current  will  be  de- 
structive to  the  machine  by  Overheating  the  con- 
ductors and  burning  the  insulation,  and  by  caus- 
ing sparking  and  burning  at  the  brushes. 

Speed.— The  speed  of  trains  is  limited  by  the 
power  available  and   by   mechanical   conditions 
■which  are  largely  independent  of  the  source  of 
power  used;  for  example,  the  strength  of  mate- 
rials and  safety.     The  amount  of  power  which 
can  be  used  is  dependent  upon  the  co-eflSeient  of 
friction  and  upon  the  weight  upon  the  drivers. 
The  power  is  also  limited  by  the  capacity  of  the 
motors,  and  the  size 
of  the  motors  is  often 
limited  by  the  size  of 
the   trucks   on   which 
they  are  placed.  Speed 
also    enters    into    the 
problem  of  delivering 

street    Railway    Motor.  CUrreUt  tO  the  Car.      At 

very  high  speeds  the  mechanical  connections  for 
caiYying  current  to  the  ear  are  difficult  to  main- 
tain especially  with  the  large  currents  which  are 
required  for  heavy  work. 

The  Line.— On  a  line  the  elements  which  limit 
the  power  that  may  be  transmitted  are  loss  of 
power  and  loss  of  pressure.  The  loss  in  power 
depends  principally  upon  the  mean  load  upon  the 
station,  while  the  loss  in  pressure  is  greatest  dur- 
ing the  maximum  load.  It  may  occur  that  a 
greater  loss  of  pojwer  is  permissible  than  is  prac- 
ticable on  account  of  the  drop  in  pressure  whicb 
would  occur  during  the  maximum  load.    Trans- 
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mission  is  limited  by  the  cost  required  for  long 
distances.  The  distance  which  can  be  ectnomi- 
cally  traversed  depends  upon  the  pressure  which 
can  be  used  in  the  receiving  apparatus.  This  in 
turn  is  limited  by  the  capacity  of  the  receiving 
apparatus  in  point  of  insulation  and  safety.  An 
electric  current  can  certainly  be  conveyed  over 
any  distance  for  transmitting  any  amount  of 
power,  provided  no  limit  be  placed  upon  the  cost 
of  conductors. 


CHAPTER  V. 

ELECTRICAL  SYSTEMS  FOE  BAILWAY  SEBVICE. 

The  electrical  systems  which  are  in  use  or  are 
available  for  railway  work  are: 

The  Direct  Current  Systems,  yiz.:  direct  fed 
systems;  the  booster  system;  the  three-wire  sys- 
tem, and  storage  batteries. 

The  Alternating  Current-Direct  Current  Sys- 
tem. 

Alternating  Current  Systems,  both  single  phase 
and  polyphase. 

The  elements  and  the  characteristics  of  these 
various  systems  will  be  considered  in  regular 
order. 

Direct  Current  Systems. 

In  the  ordinary  direct  or  continuous  current 
systems  both  generators  and  motors  are  wound 
for  direct  current ;  the  motors  on  each  car  receive 
current  in  parallel  from  the  line.  Variations 
may  be  used  in  the  transmission  by  adopting  one 
of  several  arrangements. 

Direct  Feeding. —^S^e  generators  supply  cur- 
rent to  two  conductors  or  systems  of  conductors 
which  lead  directly  to  the  motors.  This  is  the 
system  used  on  short  street  railway  lines  where 
the  distance  from  power  house  to  car  is  not  over 
a  few  miles.  The  generators  in  the  station  are 
usually  connected  in  multiple  to  two  conductors 
or  bus  bars,  one  of  which  is  connected  directly  to 
the  track  and  the  other  supplies  the  trolley  line 
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through  heavy  wires  called  feeders.  The  genera- 
tors are  compounded  to  give  an  increase  in  pres- 
sure or  electro-naotive  force  on  the  bus  bars  as  the 
load  increases,  thus  compensating  for  the  drop  in 
pressure  on  the  lines  with  heavy  load  and  main- 
taining a  fairly  constant  pressure  at  the  motors. 
If  there  were  but  one  car  in  operation  it  would 
be  quite  possible  to  adjust  the  electro-motive 
force  of  the  generator  so  as  to  maintain  a  constant 
force  at  the  car,  although  the  current  varies  and 
the  distance  from  the  station  is  constantly  chang- 
ing. It  is  evidently  not  possible  if  there  be  more 
than  one  car  on  the  line  to  maintain  a  constant 
pressure  at  each,  for  if  the  pressure  at  the  station 
be  properly  adjusted  for  one  car  it  will  not  be 
correct  for  the  other  cars.  If  the  conductors  are 
single  wires,  it  is  evident  that  the  sections  near 
the  station  must  carry  current  for  all  the  ears,  and 
that  each  section  carries  current  for  the  cars 
which  are  beyond  it.  The  pressure  becomes  less 
and  less  on  the  successive  cars  as  they  are  farther 
from  the  station.  The  pressure  may  be  raised  at 
the  distant  cars  by  running  a  separate  conductor 
frwn  the  station  to  the  trolley  line  at  the  distant 
point.  If  there  be  two  cars  at  distances  of,  say 
one  and  two  miles  respectively,  it  is  evident  that 
tiie  cross  section  of  the  longer  wire  should  be 
twice  as  great  as  that  of  the  shorter  one  in  order 
that  a  uniform  electro-motive  force  of  five  hun- 
dred volts  may  result  from  a  station  electro-mo- 
tive force  of  five  hundred  and  fifty  volts.*    This 

*8ee  a  and  e  in  illustration  showing  the  relative  cross  section 
of  copper  for  delivering  to  motor  the  same  power  under  different 
conditions  of  distance. 
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uniform  drop  of  fifty  volts  occurs  only  when  the 
currents  on  the  two  feeders  are  equal  and  of  a 
definite  amount.  If  the  currents  are  less  the  drop 
is  less  than  fifty  volts,  and  a  less  station  pressure 
is  required.  If  the  motors  take  a  variable  cur- 
rent, then  it  is  impossible  to  keep  the  pressures 
constant  or  equal  unless  the  station  pressure  is 
suitably  varied  for  each  feeder.  The  ends  of  the 
feeders  may  be  connected  to  a  common  trolley  line 
or  to  separate  sections  of  trolley  wire,  as  shown 
in  the  accompanying  diagrams.  When  a  car 
passes  away  from  the  feeding  point  soi  that  the 
current  is  carried  by  the  trolley  line,  the  resist- 
ance of  the  circuit  increases  and  a  greater  drop 
results.  It  is,  therefore,  impossible  to  secure  an 
absolutely  uniform  pressure  at  a  number  of  cars 
which  are  continually  changing  in  location  and  in 

demands  for 
current.  The 
pressure  can  be 
kept,  however, 
within  practical 
limits  by  com- 
pounding the 
genera  tars  to 
give  an  in- 
creased  electro- 
motive force  as 
the  load  increas- 
es and  by  run- 
ning feeders 
each  of  proper 
size  for  the 
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average  load  it  carries  directly  to  the  different 
sections  of  the  line.  Not  only  does  the  load 
change,  due  to  the  wide  variations  in  the  current 
taken  by  individual  cars,  but  the  position  of  the 
cars  is  continually  shifting.  They  may  be  uni- 
formly distributed  at  one  time,  and  then  bunched 
together  at  one  part  of  the  line,  thus  greatly  over- 
loading the  feeders  to  that  point  while  the  other 
feeders  are  comparatively  idle.  This  system  is 
simple  and  effective;  its  limitation  is  the  short 
distance  to  which  it  can  be  economically  extended. 
It  may  be  observed  that  the  maximum  drop  or 
loss  of  pressure  allowable  in  the  conductors  can- 
not exceed  the  limits  within  which  the  motor  can 
be  satisfactorily  operated ;  for  one  motor  may  be 
at  a  point  near  the  station  where  it  receives  the 
full  pressure,  while  another  car  may  be  at  a  dis- 
tant point  where  the  maximum  reduction  of  pres- 
sure results.  A  motor  therefore,  is  liable  to  rer- 
eeive  any  pressure  between  the  maximum  supplied 
to  the  system  and  the  minimum  at  the  end  of  the 
circuit. 

The  Booster  System.— In  the  preceding  explan- 
ation of  the  direct  feeding  system,  it  is  evident 
that  the  pressure  on  each  of  the  feeders  running 
from  the  station  to  different  points  in  the  system 
should  be  increased  in  proportion  to  the  current 
flowing  in  that  feeder,  thus  compensating  for  the 
loss  in  each  feeder  and  causing  it  to  deliver  a 
constant  pressure  to  the  trolley  line,  independent 
of  the  loads  and  pressures  upon  other  feeders. 
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This  conld  be  ac- 
complished hy  sup- 
plying each  feeder 
from  a  separate 
dynamo  com- 
pound ed  to  com- 
p  e  n  s  a  t  e  for  the 
losses  in  it  This 
is,  however,  objec- 
tionable for  several 
._ reasons.    Among 

of  the  motor  1b  remoyod  in  oidet  to  Bbow        ji i t„^ 

Its  armature.  them  may  be  noted 

the  division  of  the  station  into  a  number  of  small 
units,  instead  of  a  few  large  ones,  and  the  in- 
creased generator  capacity  demanded,  as  the  dy- 
namo for  each  feeder  must  have  a  capacity  for 
the  maximum  load  upon  that  feeder.  "Hie  load  is 
not  usually  equally  distributed  throughout  the 
systems,  but  the  maximum  is  first  on  one  section 
and  then  on  another,  so  that  if  separate  dynamos 
are  provided  for  each  section  their  aggregate 
capacity  would  be  much  in  excess  of  the  average 
load  upon  the  station.  In  the  booster  system,  a 
separate  machine  is  placed  on  a  feeder  which  in- 
creases the  pressure  in  proportion  to  the  current. 
The  field  winding  and  the  armature  of  this  ma- 
chine are  connected  in  series  with  the  circuit  so 
that  an  increased  current  increases  the  field 
strength  and  consequently  also  the  electro-motive 
force  upon  the  armature.  The  proportions  are 
made  such  that  the  increase  in  pressnre  is  just 
sufficient  to  overcome  the  losses  in  the  circuit,  so 
that  a  ccmstant  pressure  is  maintained  at  the  end 
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of  the  feeder.  Power  sufficient  for  the  motors  is 
generated  la  the  main  machines  in  the  station, 
whidi  may  be  similar  to  those  in  a  station  in 
whidi  no  boosters  are  nsed,  while  power  equival- 
ent to  that  lost  in  each  feeder  is  supplied  by  the 
booster  in  that  feeder.  The  booster  system 
makes  practical  the  use  of  much  greater  loss  in 
conductors  than  is  otherwise  permissible.  It  has 
been  explained  that  in  the  direct  fed  system  the 
drop  in  pressure  cannot  exceed  the  allowable 
variation  of  pressure  upon  the  motors.  In  the 
booster  system  the  pressure  upon  the  bus  bars  in 
the  station  is  kept  practically  constant,  also  the 
pressure  upon  the  trolley  line.  The  booster  ma- 
diine  may  introduce  an  electro-motive  force  equal 
to  fifty  cwr  one  hundred  per  cent,  of  that  on  the 
bos  bars,  and  if  this  pressure  is  lost  in  the  con- 
ducting system,  the  pressure  at  the  motors  does 
not  vary  beyond  narrow  limits.  If  the  range  of 
voltage  allowed  upon  a  motor  is,  say,  between 
five  and  six  hundred  volts,  then  the  maximum 
drop  allowable  is  one  hundred  volts  in  the  direct 
fed  systenL  If  a  booster  be  used,  the  drop  on  a 
long  circuit  may  be  two  or  three  hundred  volts, 
in  which  case  the  pressure  at  the  station  would  be 
raised  to,  say,  seven  or  eight  hundred  volts,  in 
order  to  give  five  hundred  at  the  motor.  The  size 
o!f  the  feeder  could  be  reduced  to  one-half  or  one- 
third  of  that  which  would  be  required  for  one 
hundred  volts  drop.  The  best  relation  is  that  in 
which  the  saving  in  the  cost  of  feeders  is  just 
balanced  by  the  cost  of  installation  and  operation 
of  the  boosters.    These  elements  involve  a  number 
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of  conditions,  such  as  distance,  quantity  of  power, 
cost  of  copper,  cost  of  apparatus,  fuel  and  attend- 
ance, which  vary  in  different  cases.  In  general, 
however,  the  booster  system  is  more  economical 
than  the  direct  fed  system  when  the  distance  is 
more  than  five  to  ten  miles.  The  booster  may  be 
driven  from  the  same  source  of  power  that  oper- 
ates the  main  dynamos,  or  it  may  be  driven  by  a 
motor  which  is  supplied  with  current  from  the 
main  generators.  The  load  upon  the  booster 
varies  approximately  as  the  square  of  the  current 
strength  in  a  feeder  with  usually  sudden  fluctua- 
tions. Its  mean  load  is  generally  small,  say, 
twenty  to  fifty  per  cent,  of  its  maximum  load. 
These  characteristics  make  it  usually  inefficient  to 
operate  a  booster  from  a  separate  engine  on  ac- 
count of  the  low  efficiency  and  the  poor  speed 
regulation  of  the  engine  under  this  service.  It  is 
best,  therefore,  to  make  the  booster  load  part  of 
the  load  upon  the  main  engines,  either  by  supply- 
ing the  power  directly  from  them  or  by  receiving 
it  through-  the  main  generator  and  a  motor.  A 
booster  motor  and  dynamo  may  be  direct  coupled 
and  placed  upon  one  bed  plate,  thus  making  a 
simple  and  compact  arrangement. 

Storage  Batteries.— The  storage  battery  in  an 
electrical  system  is  similar  to  a  reservoir  in  a  gas 
plant.  Each  may  be  used  while  production  and 
consumption  are  both  in  progress  for  maintain- 
ing a  constant  supply  to  the  service  during  vari- 
ations in  output  of  generating  plant,  and  each 
may  supply  a  varying  service  from  a  generating 
plant  of  constant  output.     On  the  other  hand, 
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each  may  receive  its  charge  at  one  time  and  supply 
the  service  when  the  generator  is  not  in  operation. 
In  an  electrical  system  the  storage  battery  may 
be  placed  in  the  central  station,  or  at  sub-stations, 
or  on  the  cars.    Its  function  in  the  main  station 
is  to  provide  for  wide  fluctuations  in  load  with 
a  power  plant  having  a  capacity  equal  to  the  aver- 
age instead  of  the  maximum  demand  of  the  sys- 
tem, and  also  for  supplying  current  in  case  of 
accident  to  the  generating  apparatus.    In  the  sub- 
station its  function  is  similar  to  that  in  the  main 
station,  the  transmission  line  being  considered  as 
a  part  of  the  generating  apparatus.    It  is  evident 
that  when  a  battery  is  used  the  circuits  may  be 
installed  for  conveying  the  average  load  contin- 
uously.   A  line  which  is  to  deliver  a  certain  num- 
ber of  horse-power  hours  continuously  and  uni- 
formly is  much  smaller  than  one  which  delivers 
the  same   aggregate   energy  but  in  fluctuating 
amount.    If  one  hundred  horse-power  is  delivered 
continuously  for  twenty-four  hours,  the  siz^  of 
conductor  for  the  same  loss  is  only  about  one- 
fourth  as  large  as  would  be  required  for  deliver- 
ing an  average  of  two  hundred  horse-power  for 
twelve  hours  if  the  load  is  varying  during  that 
time  between  naught  and  four  or  five  hundred 
horse-power.    The  storage  battery  on  a  car  effects 
similar    advantages    in    generating   station    and 
transmission  circuits,  and  also  enables  the  car  to 
be  self  dependent  in  case  of  accident  to  generating 
station  or  transmission   lines,  also  for  short  dis- 
tances where  the  trolley  wire  cannot  be  run.    The 
theoretical  advantages  of  the  storage  battery  are 
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very  considerable  as  an  auxiliary  in  a  railway 
system.  The  cost  for  installation,  attendance  and 
repairs,  and  the  weight,  are  the  main  points  which 
have  prevented  its  wide  nse  in  railway  plants. 

Alternating  Current-Direct  Current  System. 

This  system  finds  its  field  where  distances  are 
greater  than  can  be  economically  covered  by  sim- 
ple direct-cnrrent  systems.  An  alternating  cur- 
rent generator  supplies  a  current  which  may  be 
transmitted  *  at  high  pressure,  reduced  to  low 
pressure  and  transformed  by  rotary  converters  in 
sub-stations  into  direct  current,  which  is  then 
supplied  to  the  motors  precisely  as  it  would  be  if 
the  direct  current  had  been  produced  by  an  ordi- 
nary direct-current  generator.  Thus,  the  energy 
for  the  various  sub-stations  is  supplied  from  one 
central  station  in  preference  to  generating  it  in 
several  stations. 

This  system  possesses  great  advantages  over 
the  simple  direct  current  system,  where  the  instal- 
lation is  large  and  the  distances  great.  In  these 
cases  it  insures  a  much  better  supply  of  current 
at  proper  voltage  at  the  various  parts  of  the  line* 
A  smaller  amount  of  copper  may  be  used  for  the 
transmission  lines  owing  to  the  high  voltage 
which  it  is  possible  to  use,  and  the  loss  due  to  line 
resistance  may  be  much  reduced.  The  system 
comprises  the  following  elements : 

An  alternating  current  generator  supplies  cur- 
rent to  high  tension  lines,  either  directly  or 
through  raising  transformers ;  this  current  is  car- 
ried to  sub-stations  where  it  is  changed  by  trans- 
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formers  to  a  low  voltage  and  by  means  of  rotary 
converters  to  direct  current ;  the  direct  current  is 
then  supplied  to  the  motors  through  the  trolley 
line  just  as  it  would  be  if  it  had  been  produced  by 
an  ordinary  direct  current  generator.  The  energy 
for  the  various  sub-stations  is  thus  supplied  from 
a  single  power  station  in  preference  to  generating 
it  in  several  stations. 

It  is  very  often  found  cheaper  to  build  a  large 
central  power  station  with  large,  and  consequently 
efficient  engines  and  alternating  current  units, 
supplying  current  at  a  high  tension,  either  directly 
or  by  means  of  raising  transformers,  to  sub-sta- 
tions for  conversion  to  direct  current  located  at 
convenient  points  on  the  system  than  to  have  a 
number  of  isolated  power  stations  at  different 
pwnts.  In  the  former  method,  as  a  rule,  fewer 
attendants  are  required,  less  ground  is  covered 
by  the  buildings  and  the  cost  of  feeders  is  of  course 
greatly  reduced,  due  to  the  high  voltage  used. 
Here  may  also  be  additional  points  in  favor  of 
the  alternating  current-direct  current  method, 
such  as  the  existence  of  available  water  power 
within  reasonable  distance,  or  convenient  location 
with  respect  to  a  cheap  and  plentiful  coal  supply. 
Large  central  power  stations  may  be  installed  in 
<»al  fields,  to  supply  comparatively  large  districts, 
and,  in  this  case,  the  alternating  current  transmis- 
sion is  essential. 

Alternating  Current  Systems. 

Alternating  current  distribution  systems  as 
mentioned  above,  are  admirably  adapted  to  many 
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of  the  problems  whict  confront  the  electrical  en- 
gineer. Hitherto,  on  account  of  the  want  of  a 
suitaWe  alternating  current  railway  motor,  it  has 
been  general  practice  in  extensive  railway  sys- 
tems to  transform  the  alternating  current  to  di- 
rect current  by  means  of  rotary  converter  sub- 
stations. Quite  recently,  however,  alternating  cur- 
rent motors  have  been  presented  which  have  char- 
acteristics suitable  for  railway  work,  even  sur- 
passing in  some  respects  the  direct  current  series 
motor.      The  first   alternating    current    railway 


Alternating  Current  System  supplying  polyphase  current  by  two  trolleys^ 
and  rail  return  to  alternating  current  motors  on  the  cars. 

motors  applied  to  railway  work  were  of  the  poly- 
phase induction  type,  a  few  railways  using  these 
motors  having  been  working  for  several  years. 
This  system,  however,  was  not  found  satisfactory 
in  a  number  of  particulars.  It  is  evident  thaty 
given  a  suitable  motor  a  railway  system  operated 
entirely  by  alternating  current  has  many  points 
of  advantage  over  the  alternating  current-direct 
current  system  hitherto  in  vogue.  Both  in  single- 
phase  and  polyphase  systems  a  high  trolley  volt- 
age may  be  used,  sometimes  the  same  as  the  trans- 


SYSTEMS.  55 

mission  voltage.  The  trolley  voltage  may,  if  de- 
sired, be  transformed  to  a  lower  voltage  by  trans- 
formers on  the  car,  and  a  variable  voltage  may  be 
supplied  to  the  motors.  Polyphase  generators  are 
generally  nsed  in  the  power  station  ev6n  though 
the  motors  be  single-phase.  In  the  ease  of  single- 
phase  motors  independent  circuits  are  run  from 
the  power  house  to  the  various  parts  of  the  line, 
each  of  which  is  a  single-phase  circuit.  The  prin- 
cipal reason  for  the  use  of  polyphase  generators 
is  that  they  are  much  cheaper  for  a  given  output 
than  single-phase  generators. 

Single-Phase  Systems.— The  alternating  cur- 
rent series  motor  has  characteristics  closely  re- 
sembling those  of  the  direct  current  series  motor, 
and  is  therefore  well  suited  for  traction  purposes. 
The  motor  may  have  either  of  several  forms  which 
differ  in  the  method  of  connecting  the  windings. 
The  general  o(perating  characteristics  are,  how- 
ever, essentially  similar. 

Polyphase  System.—The  earliest  and  the  prin- 
cipal development  of  the  polyphase  system  is 
found  in  Europe.  In  this  system  the  distribution 
is  usually  at  high  tension,  two  trolley  wires  being 
used  with  the  rail  as  a  third  conductor. 

The  induction  motor  is  unique  in  its  construc- 
tion in  that  it  has  no  commutator  and  that  the 
current  from  the  supply  circuit  flows  through  but 
one  of  its  windings.  There  are  windings  on  both 
the  stationary  and  revolving  elements.  The  cur- 
rent is  supplied  to  one  of  these— the  primary.  The 
current  in  the  other  element  (the  secondary)  is 
induced  in  the  same  way  that  the  current  is  in- 
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duced  in  the  secondary  of  a  transformer.  In 
some  motors  the  ends  of  the  secondary  windings 
are  short  circuited;  in  others,  including  those 
which  are  used  for  railway  service,  the  secondary 
current  is  led  from  the  motor  to  a  switch  or  con- 
troller by  means  of  which  it  is  made  to  pass 
through  an  adjustable  resistance. 

The  motors  are  operated  in  pairs  with  electrical 
connections  such  that  they  can  be  rim  either  in 
parallel,  with  their  secondaries  across  rheostats 
while  starting,  or  short  circuited  while  running  or 
in  ''tandem,''  the  secondary  of  the  first  motor 
supplying  current  to  the  primary  of  the  second 
motor,  the  secondary  of  which  delivers  current  to 
a  rheostat  in  starting.  The  rheostat  is  cut  out  as 
the  car  accelerates.  When  the  tandem  connection 
is  used  the  motors  tend  to  run  at  half  speed  with 
an  eflSciency  of  the  same  order  as  at  full  speed* 
Speeds  below  half  speed  are  obtained  by  inserting 
resistance  in  the  winding  of  the  second  motor.  A 
great  deterrent  to  the  use  of  this  system  is  the 
fact  that  two  overhead  wires  have  to  be  used,  this 
leading  to  complications  particularly  at  crossings* 
The  fact  that  the  motors  do  not  run  efficiently 
except  at  certain  definite  speeds  greatly  limits  the 
application  of  the  motor  to  railway  service. 


CHAPTER  VI. 


COMPABISON  OF  SYSTEMS. 


The  reasons  influencing  the  choice  of  a  system 
for  operating  a  given  railroad  cannot  be  fully 
stated  here,  as  there  are  so  many  local  conditions 
which  affect  in  different  degrees  the  cost  of  the 
various  systems.  For  example,  if  a  railroad  is  to 
be  installed  in  a  part  of  the  country  where  coal 
is  dear,  but  is  the  only  source  of  power  available, 
it  is  evident  that  high  price  of  fuel  makes  it  neces- 
sary to  take  care  that  the  losses  shall  be  as  small 
as  possible,  as  these  losses  simply  represent  lost 
coal  Consequently  it  may  be  found  economical  to 
make  a  heavy  capital  outlay  in  order  toi  increase 
the  efficiency  of  the  system  by  securing  the  most 
efficient  types  of  apparatus  and  installing  con- 
ductors which  will  reduce  the  losses  in  the  circuits 
to  a  minimum. 

The  following  general  statements  are  made  as 
being  helpful  in  forming  a  general  idea  of  the 
fields  covered  by  the  different  systems  of  distribu- 
tion, with  a  full  appreciation  of  the  variations 
which  different  lojcal  conditions  may  demand.  The 
direct  fed  direct  current  system  is  adapted  for  dis- 
tances from  the  power  house  not  exceeding  five  to 
eight  miles.  The  booster  system,  where  coal  is 
cheap  or  water  power  available,  may  be  used  for 
distances  from  the  power  house  of  five  to  ten 
milea  with  heavy  service  and  for  distances  of  fiif- 
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teen  to  twenty  miles  where  the  sers^ice  is  light 
and  intermittent.  The  high  tension  alternating 
current  transmission,  with  rotary  converter  sub- 
stations and  direct  current  distribution,  where 
coal  is  dear,  may  take  the  place  of  the  booster 
system  with  cheap  coal  or  water  power.  This  sys- 
tem is  much  used  for  long  interurban  roads  and 
for  the  railway  systems  in  large  cities.  In  cases 
where  the  distances  are  too  great  for  direct  feed- 
ing and  especially  where  heavy  trains  are  to  be 
run  at  high  speeds  for  long  distances  a  system 
employing  alternating  current  throughout  has 
many  advantages.  While  the  alternating  current 
is  especially  suited  for  long  distances  it  has  many 
elements  of  merit  for  short  distance  work  also. 

For  long  distances  and  heavy  service  the  cost 
of  the  systems  using  high  tensioffi  alternating  cur- 
rent, is  almost  always  found  less  than  that  in- 
volved in  operation  with  two  or  more  stations  by 
the  direct  fed  or  booster  direct  current  system. 

The  items  of  cost  between  the  dynamo  and  the 
car  in  the  several  systems  are  as  follows : 

Direct  Current-Direct  Fed  System.-^lnteTest 
and  depreciation  on  copper  conductors,  and  cost 
of  power  lost  in  conductors. 

Booster  System.— Interest  ^ind  depreciation  on 
booster  dynamos  and  copper  conductors,  and  cost 
of  power  lost  in  conductors  and  booster  dynamos. 

Alternating  Current-Direct  Current  System. — 
Interest  and  depreciation  on  raising  transformers, 
high  tension  line,  rotary  converters  and  sub-sta- 
tion buildings,  and  conductors  for  supplying  direct 
current  to  trolley,  together  with  cost  of  power  lost 
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in  conductors,  raising  and  lowering  transformers 
and  rotary  converters  and  the  cost  of  attendance 
at  the  sub-stations. 

Alternating  Current  System.— Interest  and  de- 
preciation on  raising  transformers  (unless  the 
generator  be  wound  for  high  tension),  high  tension 
line  and  lowering  transformers,  and  conductors  in 
the  trolley  system,  together  with  the  cost  of  power 
lost  in  the  transmission  system. 

Where  a  high  tension  trolley  equipment  is  used, 
as  is  sometimes  done,  it  is  not  necessary  to  use 
lowering  transformers  along  the  line  provided  the 
distance  is  not  too  great  for  the  voltage  which  is 
permissible  for  the  trolley  line. 

The  choice  of  the  particular  system  and  the  ar- 
rangement best  adapted  for  any  particular  case 
is  apt  to  involve  so  many  elements  that  it  becomes 
an  engineering  problem  the  general  solution  of 
which  cannot  be  attempted  here.  All  that  is  at- 
tempted is  simply  to  indicate  the  apparatus  and 
systems  which  are  available  and  to  describe  their 
principal  characteristics.  The  choice  of  systems 
and  apparatus  depends  upon  many  conditions, 
amwig  which  are  the  exact  and  definite  schedule 
of  service,  present  and  future,  and  the  cost  of 
materials  and  construction  and  of  power. 
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CHAPTER  VII. 

THE  ELEMENTS  OF  AN  ELECTBIC  EAILWAY. 

A  consideration  of  the  elements  in  an  engineer- 
ing plant  should  logically  deal  primarily  with 
the  established  best  practice.  But  in  electric,  rail- 
way service  the  practice  of  the  present  is  new,  the 
conditions,  the  methods,  and  much  of  the  appara- 
tus, have  been  evolved  within  the  past  few  years. 
Not  only  have  the  new  electric  elements  under- 
gone rapid  development,  but  even  the  steam  en- 
gine, the  oldest  and  best-established  part  of  the 
system,  has  been  greatly  modified  in  design  to 
meet  the  new  requirements  of  higher  speed,  closer 
regulation  and  increased  economy  over  wide 
ranges  of  load.  The  application  of  electricity  to 
railway  work  will  be  set  forth  by  considering  in 
detail  the  various  elements  of  the  system  in  order, 
depending  largely  upon  the  present  practice  in 
large  stations,  and  in  other  cases  stating  the  en- 
gineering conditions  and  requirements. 

The  direct  current  system  will  be  considered 
first,  and  then  the  modifications  which  result  it 
alternating  current  is  used  in  part  or  in  whole. 

The  Power  Station. 

Location,  Etc.— The  number  and  location  of 
power  stations  depend  upon  the  source  of  iK)wer 
and  local  conditions.  If  water  power  is  available, 
the  position  is  fixed ;  if  steam  is  used,  the  number 

60  ■ 


ELEMENTS,  61 

of  stations  which  will  secure  the  cheapest  opera- 
tion is  to  be  determined  from  the  length  of  the 
line,  the  amount  of  traffic,  the  location  of  grades 
and  other  conditions  which  influence  the  cost  of 
transmission  circuits.  The  exact  location  of  a  sta- 
tion, which  electrical  considerations  would  place 
at  the  middle  of  the  line  to  be  operated,  may  be 
determined  by  convenience  of  obtaining  fuel  and 
water  for  both  steam  and  condensing  purposes. 

The  Size  of  Unit  to  be  used  in  the  station  is  a 
mechanical  rather  than  an  electrical  question. 
The  cost  is  in  general  less  per  horse-power  the 
larger  the  size  of  engine  and  dynamo;  the  oper- 
ating expense  is  also  less,  and  the  efficiency 
greater.  It  is  usual  to  have  at  least  three  or  four 
units,  one  of  which  may  be  held  as  a  reserve.  The 
dynamo  can  be  made  for  any  output  at  any  speed 
within  very  wide-  limits,  the  cost  per  horse-power 
decreasing  as  the  output  is  larger  or  the  speed  is 
greater.  The  dynamo  is  not  generally  the  element 
which  is  first  fixed,  but  its  size  and  speed  are 
adapted  on  one  hand  to  the  requirements  upon  the 
station,  and  on  the  other  hand  to  the  speed  and 
capacity  of  the  power  by  which  it  is  to  be  driven, 
(lose  speed  regulation  of  a  railway  generator  is 
very  important  for  good  service.  The  speed  gov- 
ernor should  act  quickly  during  the  continual 
fluctuations  of  load,  and  must  protect  against  ex- 
cessive speed  even  when  an  overload  is  thrown  off 
instantly.  The  wide  variations  in  load  make  good 
efficiency  over  a  wide  range  of  more  importance 
than  high  efficiency  simply,  at  full  load.  The  sud- 
den fluctuations  in  load  necessitate  a  heavy  fly- 
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wheel,  which  should  preferably  be  located  near  the 
dynamo  or  be  a  part  of  it.  The  five  thousand 
horse-power  dynamos  of  the  Niagara  Falls  Power 
Company  have  a  revolving  element  of  eighty  thou- 
sand pounds,  nearly  twelve  feet  in  diameter,  which 
makes  two  hundred  and  fifty  revolutions  per  min- 
ute. A  sudden  load  acts  directly  upon  this  great 
fly-wheel.  If , the  fly-wheel  were  placed  elsewhere 
enormous  strains  would  be  brought  upon  the 
shaft.  Likewise  the  generators  of  the  Manhattan 
Kail  way  Co.  in  New  York  are  made  with  revolv- 
ing posts  so  heavy  that  they  serve  as  fly  wheels. 

In  the  alternating  current— direct  current  sys- 
tem which  has  been  so  extensively  used  in  the  last 
few  years,  for  large  installations,  a  principal  ad- 
vantage is  that  it  alloiws  the  power  station  with  its 
alternating  current  generators  to  be  located  at  a 
considerable  distance  from  the  road  to  be  operated 
when  water-power,  cheap  fuel  or  other  advantages 
make  such  a  location  desirable.  The  size  of  en- 
gines and  dynamos  used  depends  on  various  con- 
ditions, a  larger  engine  having  the  advantage  of  a 
higher  efficiency  and  lower  first  cost  per  horse- 
power. On  the  other  hand  it  is  a  very  serioiis 
matter  if  a  large  unit  breaks  down  and  throws  its 
load  on  the  others,  so  that  a  large  spare  engine  may 
have  to  be  kept.  It  is  thus  more  or  less  a  matter 
of  compromise  to  fix  the  size  of  the  generating 
units.  Until  a  very  recent  date  the  tendency  was 
to  use  larger  and  larger  generator  units  with  slow 
speed  engines,  requiring  a  very  large  power  house. 
Within  the  last  few  years,  however,  the  steam  tur- 
bine has  come  to  the  front  and  threatens  to  displace 
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the  slow  speed  reciprocating  engine  in  a  very  short 
time.  The  size  of  a  steam  turbine  and  of  a  turbo- 
generator on  account  of  their  very  great  speed,  is 
very  small  for  a  given  power,  and  consequently 
these  machines  require  very  little  floor  or  head 
space.  As  the  torque  is  absolutely  steady  through- 
out a  revolution,  such  machines  are  also  admirably 
suited  for  driving  alternators  in  parallel  and  have 
the  additional  advantage  that  a  much  less  expen- 
sive foundation  is  required  for  them  than  for 
reciprocating  engines.  As  it  is  very  important 
that  the  steam  should  be  dry  during  its  passage 
through  the  turbine,  a  large  superheat  is  generally 
used,  but  the  additional  machinery  necessitated  by 
this  is  a  very  small  part  of  the  tptal  plant. 

The  Generator. 

Types.— The  dynamo  may  be  connected  with  the 
engine  by  belt  or  rope,  or  it  may  be  direct  coupled, 
either  by  a  flexible  or  fixed  coupling  between  the 
dynamo  shaft  and  the  driving  shaft,  each  shaft 
having  its  own  bearings,  or  the  dynamo  armature 
may  be  moipnted  directly  upon  the  extended  end 
of  the  driving  shaft  with  or  without  additional 
bearings.  Until  within  a  few  years  almost  all 
dynamos  for  railway  work  were  belt-driven,  run- 
ning at  a  speed  higher  than  the  driving  shaft. 
Frequently  several  dynamos  were  run  from  one 
main  or  jack  shaft.  At  the  present  time  it  is  the 
almoet  universal  practice  to  employ  direct  con- 
nected machines. 

Engine  Type.— The  armature  of  the  modem  en- 
gine-type  direct    current    railway    generator   is 
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mounted  directly  up 
on  the  engine  shaft 
The  machine  has  i 
diameter  which  ii 
large  in  proportion  U 
its  length,  so  tha 
(fflly  a  short  exten 
sion  of  iJie  shaft  ii 
necessary.  The  pole: 
vary  from  four  or  si: 
'  iu  small  sizes  t( 
twelve  or  more  ii 
large  sizes,  and  an 

Four  Hundred   Kilowatt  Generator  Dl-  USUally    of    CaSt   Stecl 
red  CoDQBOtWl  to  Vertical  Eaglne.      (joHed     OT     Cast     int< 

the  yoke,  or  of  sheet  steel  plates  riveted  togethei 
into  compact  pole  pieces  and  cast  into  the  yoke 
The  field  is  split  vertically  into  halves,  whiel 
may  be  removed  from  the  armature  by  slidinj 
them  directly  back  from  it.  The  armature  is 
built  on  a  substantial  open  cast  hub,  which  is 
keyed  securely  to  the  engine  shaft  and  carries  or 
its  outer  circumference  laminated  iron  plates 
placed  in  planes  at  right  angles  to  the  shaft 
These  laminated  plates  are  dove-tailed  or  other- 
wise fastened  to  the  iron  hub.  They  are  providec 
with  longitudinal  slots,  or  deep  grooves  at  tht 
circumference,  in  which  the  copper  conductors: 
either  of  wire  or  copper  strap  of  suitable  form, 
are  placed.  The  coils  are  insulated  separately 
by  a  covering  of  insulating  material  before  thej 
are  placed  in  the  slots.  The  conductors'  are  con- 
nected to  the  commutator,  which  may  be  buill 
on  a  separate  bush  and  forced  on  to  an  exten- 
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sion  of  the  hub  or  spider  forming  the  central  part 
of  the  armature.     Around  the  commutator  are 
placed  brush-holders  equal  to  the  number  of  field 
poles.     Each  brush-holder  carries  a  number  of 
brushes,    usually  of  carbon,   ■which  rest  with  a 
moderate  tension  against  the  commutator.    Alter- 
nate bruah-holders  are  connected  to  the  positive 
lead  and  the  remaining  ones  to  the  negative  lead. 
The  brush-holders  are  supported  from  a  common 
ring,  which  may  be  rotated  slightly,  thus  adjust- 
ing  the    angular    position    of   all    the    brushes 
simultaneously.     The  mechanical  elements  of  a 
large  generator  are  extremely  simple  compared 
with    the    elements 
of  other  apparatus, 
such  as  an  engine. 
The  construction  is 
of  iron  and  copper, 
with  insulating 
material  which  has 
been    developed    to 
a  degree  of  perfec- 
tion that  renders  it 
ample  for  standing 
very   severe   condi- 

Amatnre    or    Engine    Type    Railway      tlODS,       There    Is     UO 
Gnenicr,    sbofflng    wind  Jog    connected 

lo  conunauior.  moviDg  part  except 

the  rotating  armature  and  nothing  to  wear  ex- 
cept the  brushes  and  commutator.  The  brushes 
are  readily  adjusted  and  replaced  when  worn, 
and  a  commutator  which  receives  proper  treat- 
ment should  run  for  a  long  time  without  becom- 
ing worn  or  uneven.  AVhen  necessary  it  may  bo 
tnmed  off  and  given  a  new  and  perfect  surface. 
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When  the  alternating  current  system  is  ein 
ployed  the  operation  of  the  generators  is  mucl 
simpler  as  there  are  no  commutators  with  briish 
es  requiring  adjustment  and  which  are  especiall; 
liable  to  injury  in  ease  of  overload.  Alternator 
are  made  for  larger  outputs  than  those  for  whicl 
direct  current  generators  have  been  constructed 
The  largest  direct  current  generators  are  ap 
proximately  4,000  H.  P.,  whereas  alternators  ari 
made  of  10,000  H.  P.  or  more. 

Electrical   Characteristics.— The    requirementi 

npon  an  electric  generator  are  severe,  as  it  i; 

subjet  to  a  fluctuating  load.    The  cars  operate* 

by  a   generator  are   individually  fluctuating   ii 

their  requirements  for  power.    When  the  occa 

sion    comes    that    many    ears    require    a    larg 

amount  of  power  simultaneously,  the  load  upoi 

the  station  will  increase  greatly  above  -the  mean 

The  generator  must,  therefore,  be  able  to  stan( 

for  a  short  time,  without  overheating  of  armatur 

or  commutator  or  brushes,  a  load  much  greate 

than  the  average  load,  and  in  ease  of  overload  o 

short  circuit  must  be  able  to  have  the  total  load 

which  may  be  double  the  normal  load,  thrown  ot 

instantly  without  injury  to  the  machine.     Thi 

requires    exceptional 

ly  good  commutatior 

as  there  is  a  teudene; 

to  spark  at  no-loai 

when  the  brushes  ar 

adjusted  properly  fo 

carrying  an  overload 

Eight   HuDdred  Kilowatt    (1070    and  it  also  require 

'.™r""   """"  °""""  '■    excellent  speed  regv, 


lation  of  the  power  generating  apparatus.  The 
mechanical  strains  produced  by  the  sudden 
throwing  on  of  a  very  heavy  load  are  provided 
for  by  large  fly-wheel  capacity  and  the  use  of 
hea\7  shafts. 

The  speeds  of  engine-type  railway  generators 
are  made  to  conform  to  the  requirements  of  the 
ragine.  As  a  higher  speed  allows  the  use  of  a 
smaller  generator  for  a  given  output,  the  speed 
is  usually  made  as  high  as  that  at  which  the 
*ng^e  can  be  safely  run.  Railway  generators  are 
compound-wound,  so  that  the  main  current  pass- 
ing around  the  field  strengthens  it,  thus  increas- 
ing the  magnetization,  and  consequently  the  eleo- 


BUIwif  siatlos    SwItcbbOBrd    lor   THree   Generators    and  Eight  Feeders. 

tro-motive  force  as  the  load  increases.  This  also 
compensates  for  fall  in  engine  speed  as  the 
load  increases.  The  efficiency  of  engine-type 
generators  varies  from  ninety-one  or  ninety- 
two  per  cent,  to  ninety-five  per  cent,  at  full  load. 
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depending  upon  the  size  of  the  machine.  The 
efficiency  at  half  load  is  within  a  few  per  cent, 
of  the  eflSciency  at  full  load. 

The  Switchboard. — The  switchboard  is  provided 
with  apparatus  for  connecting  dynamos  to  cir- 
cuits for  adjusting  the  pressure,  for  indicating 
the  pressure  and  the  current,  and  for  automat- 
ically opening  the  circuit  in  case  of  heavy  over- 
load. Usually  a  separate  panel  of  the  switchboard 
is  provided  for  each  generator,  for  the  total  load 
and  for  each  feeder  circuit.  A  generator  panel  is 
supplied  with  a  rheostat — an  adjustable  resist- 
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ance  in  series  with  the  field  winding  by  which 
the  strength  of  the  field  current  and  conse- 
quently the  electro-motive  force  of  the  machine 
may  he  varied ;  a  main  switch  for  connecting  the 
wires  from  the  dynamo  to  the  bus  bars  to  which 
all  the  dynamos  may  be  connected;  a  circuit 
breaker  for  opening  the  circuit,  either  automat- 
ically in  case  of  too  great  an  overload,  or  by  hand 
at  other  times;  an  ammeter  for  indicating  the 
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current,  and  a  voltmeter  for  indicating  the  elec- 
tro-motive force.  One  voltmeter  is  usually  sup- 
plied for  several  dynamos,  and  is  provided  with  a 
switch  by  which  it  may  be  connected  to  any  one 
of  them.  When  a  machine  is  to  be  connected  to 
the  bus  bars,  it  must  be  at  the  pressure  which  is 
indicated  by  a  second  voltmeter.  The  load  panel 
is  equipped  with  an  ammeter  for  measuring  the 
total  output  of  the  station,  and  often  with  a 
recording  wattmeter  which  registers  the  total 
kilowatt-hours,  or  the  output  in  energy.  Each 
feeder  panel  is  supplied  with  a  switch,  an  auto- 
matic circuit  breaker  and  an  ammeter.  Such  a 
switch-board  enables  any  or  all  of  the  dynamos  to 
supply  any  or  all  of  the  feeders,  and  the  distribu- 
tion of  the  load  may  be  read  instantly  on  the 
ammeters. 

The  Road  Equipment. 
The  Track.—Jn  an  electric  railway  the  road- 
bed and  tracks  are  determined  by  th^  weight  and 
nature  of  the  rolling  stock  and  the  location  of 
the  line.  In  general  the  requirements  are  the 
same  as  for  steam  railways.  Inter-urban  and 
some  suburban  roads,  therefore,  employ  T-raiJs 
of  the  standard  weight  and  form,  while  in  city 
streets  a  suitable  girder  rail  is  used,  such  as  will 
permit  of  paving  between  tracks  and  not  inter- 
fere with  regular  street  traflSc.  It  may  be  ob- 
served that  in  street  railway  construction  the 
rail  has  increased  steadily  year  by  year  from  the 
old-time  strap  rail  used  for  horse  cars  to  a  weight 
and  strength  rivaling  the  best  steam  railway 
practice. 
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The  conductors  which  carry  the  current  from 
the  power  station  to  the  cars  form  an  important 
part  of  the  line  construction.  The  essential  re- 
quirements of  these  conductors  or  feeders  are  low 
electrical  resistance  to  secure  ample  carrying 
capacity,  and  insulation  from  other  conducting 
bodies.  It  is,  therefore,  customary  to  use  copper 
wires  or  cables,  secured  to  glass  or  porcelain  insu- 
lators mounted  on  poles.  Where  over-head  wires 
are  prohibited  the  feeders  are  usually  of  insulated 
cables  laid  in  an  under-ground  conduit  beneath 
or  along  the  track.  The  rails  of  the  track  are 
equivalent  to  a  copper  conductor  of  a  section 
about  one-sixth  that  of  the  iron,  and  are  com- 
monly used  for  returning  the  current  to  the 
power  station.  The  high  resistance  of  the  rail 
joints  is  eliminated  by  bonding  the  rails  with 
heavy  copper  wire  or  connectors  riveted  or  oth- 
erwise connected  to  the  rails  near  the  joints  in 
such  a  way  as  to  conduct  the  current  from  rail 
to  rail  around  the  high  resistance  joints.  Devices 
for  transmitting  the  current  from  the  feeders  tc^ 
the  car  are  of  three  general  types— overhead,  sur- 
face and  underground. 

The  Overhead  System.-— This  system  commonly 
known  as  the  trolley,  is  now  used  more  than  any 
other.  A  single  bare  copper  wire  suspended*  over 
each  track  is  connected  at  frequent  intervals  with 
the  feeder.  A  grooved  wheel  on  the  end  of  the 
trolley  pole  carried  by  the  car  makes  contact 
with  the  under  side  of  the  wire,  conducting  the 
current  to  the  car.  This  trolley  has  been  almost 
universally  adopted  by  street  railways  when  over- 
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head  wires  are  not  prohibited,  and  has  an  advan- 
tage over  all  its  competitors  in  its  low  cost.  It  is 
limited,  however,  to  moderate  speeds  and  low 
current  capacity.  When  the  speed  exceeds  fifty 
to  sixty  miles  per  hour  the  tendency  of  the  trol- 
ley wheel  is  to  leave  the  wire,  thereby  damaging 
the  over-head  construction  and  interrupting  the 
service.  Heavy  trains  require  more  current  than 
can  be  collected  by  a  single  wheel.  This  necessi- 
tates mounting  two  or  more  trolleys  on  each 
motor  car,  which  is  objectionable.  The  necessity 
of  turning  the  trolley  around  whenever  the  direc- 
tion of  the  car  is  reversed  is  a  serious  inconven- 
ience in  switching  and  yard  work.  Poles  placed 
between  tracks  for  supporting  the  wires  become 
dangerous  to  the  employes  of  railroad  yards  and 
sidings.  When  a  suitable  over-head  structure  is 
already  provided,  some  form  of  rail  may  be  sub- 
stituted for  the  wire,  whereby  amply  carrying 
capacity  may  be  secured  and  the  objections  to 
high  speed  eliminated. 

Surface  Conductors  for  collecting  current,  of 
which  the  ^^ third  rail"  is  the  most  common 
example,  have  some  very  marked  advantages. 
Substantial  construction  is  secured  by  placing  the 
rail  on  strong  insulating  blocks  secured  directly  to 
the  ties  on  which  the  track  rails  are  laid.  This  per- 
mits of  any  speed  for  which  the  track  may  be  con- 
structed. The  cost  of  repairs  is  low.  Accessibility 
for  inspection,  repairs  and  adjustment  is  an  im- 
portant factor  in  securing  reliable  service.  Ample 
and  reliable  contact  between  the  shoe  and  the  rail 
permits  an  uninterrupted  supply  of  current  re- 
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quired  to  operate  heavy  trains.    Any  number  < 

shoes  may  be  added  and  an  unlimited  capacity  si 

cured  without  complication  or  inconvenience.    Th 

shoes  work  equally  well  running  in  either  direi 

tion  and  require  no  special  thought  or  attentioi 

There  are,  however,  certain  objections  to  this  sy; 

tem  which  in  some  eases  may  be  sufficient  to  e: 

dude  its  use.    "Live  rails"  are  inadmissible  i 

city  streets,  therefore,  this  system  cannot  be  use 

for  street  railways.     They  may  also  become  ol 

jectionable  in  yards  where  many  tracks  interset 

in  a  complicated  manner,  as  they  thus  become  dai 

gerous    to    yardmen    an 

trainmen.     The  third  ra 

must  be  omitted  at  all  grati 

street    crossings.       Th: 

cuts  off  the  source  of  pow( 

and    the   lights   from    th 

train  whenever  a  crossin 

is  passed  unless  the  ret 

8ho«  for  Third  Rail  Between  CaT    IS    alSO    provided    wit 

Main  Rails.     Cast  iron,  Bva  by  shOCS       aud        COnneCte 

twelve    Inches :    wefght,    twenty  .,,         ,,                    ,                           , 

ponnda.    Nantaaket  Beach  Bail-  Wltn     ine     mOtOr     Car      O 

"*''■  a  sectional  cable  ruunin 

through  the  whdle  length  of  the  train.  The  thir 
rail  may  be  placed  between  the  track  rails  or  o 
either  side  of  the  track,  as  may  be  desired.  ] 
must  always  be  raised  several  inches  above  th 
track  rails  so  the  shoe  will  clear  at  switches  an 
crossings.  The  shoe  is  usually  of  cast  iron,  simp! 
in  form  and  of  low  cost.  It  is  suspended  from  th 
truck  in  such  manner  as  to  reduce  shocks  and  1: 
easily  adjusted  or  renewed. 
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Underground   Systems   for   collecting   current 
are  of  two  general  types,  the  open  conduit  and 
the  closed  conduit.    The  open  conduit  system  em- 
ploys some  form  of  trolley  wire  or  rail  laid  in  a 
conduit  having  a  slot  or  groove  in  the  upper  por- 
tion through  which  a  suitable  bar  is  drawn  by  each 
car,  making  contact  with  the  wire  or  rail  and  con- 
ducting the  current  to  the  car.       Foreign  sub- 
stances, such  as  water,  snow,  ice,  dirt,  etc.,  getting 
into  these  conduits .  impair  the  insulation  of  the 
conductors  and  clog  the  conduit,  making  its  opera- 
tion under  some  conditions  unreliable  and  unsatis- 
factory.    In  the  closed  conduit  system  the  con- 
doctors  are  completely  inclosed  in  water-tight  con- 
duits. Connection  is  made  to  sectional  rails  or  con- 
tact blocks  laid  along  the  track,  through  switches 
which  are  closed  by  electro-magnets  operated  from 
the  car.      Hence  the  contact  rails  or  blocks  are 
charged  only  while  the  car  is  passing  over  them. 
This  system  possesses  many  advantages,   espe- 
cially for  yards  and  sidings  where  nearly  all  other 
systems  are  excluded. 

The  Electric  Motor  Car  or  Locomotive. 

The  development  of  the  electric  motor  car  has 
been  a  continuous  evolution.  The  first  form  was 
that  of  the  old  horse  car  with  motors  mounted 
on  the  trucks.  This  soon  proved  inadequate  and 
heavier  and  stronger  cars  were  constructed,  re- 
quiring larger  motors.  Double  truck  cars  of  still 
i?reater  weight  and  power  were  next  adopted  for 
suburban  and  inter-urban  service.  Some  of  these 
<^rs  are  now  constructed  of  thirty  to  forty  tons 
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weight  and  are  equipped  with  a  motor  capacity 
from  two  hundred  to  four  hundred  horse-power 
The  Frame.— The  chief  requirements  of  ■ 
frame  are  stiffness  and  strength  for  resist! 
shocks  and  drawing  trains.  The  frame  of  a  dou 
truck  ear  is  relied  upon  to  tie  the  trucks  togetl 
and  transmit  their  combined  effort  to  the  dr 
bar.  It  is  therefore  customary,  for  heavy  servi 
to  Construct  the  frame  of  iron  or  steel  beams,  sui 


Truck  wltb  Motors  and 


bly  braced  and  stiffened  with  plates  and  rods 
acordanee  wfth  good  engineering  principles.  1 
superstructure  may  be  adapted  to  any  serv; 
whatever.  For  passenger  service  only  the  mi 
body  of  the  car  is  designed  to  carry  passenger  a 
the  controlling  devices  are  mounted  on  either  ei 
Combination  passenger  and  baggage  cars  ha 
one  end  partitioned  off  for  carrying  baggaj 
while  for  express  and  freight  work  the  greater  pj 
of  the  motor  car  is  reserved  for  baggage  a 
freight.  The  latter  class  of  motor  cars,  as  well 
those  provided  with  a  cab  for  the  motorman  on 
are  termed  locomotives,  since  their  chief  functi 
is  to  pull  the  train. 
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The  Truck.— The  axles  of  the  ordinary  car  truck 
are  not  driven  but  are  drawn  by  the  locomotive. 
When,  however,  these  axles  are  driven  by  motors 
the  stress  on  the  transom  of  the  truck  becomes 
qnite  different,  requiring  a  stronger  and  more 
rigid  construction.  The  boxes  and  journals  must 
also  be  of  proper  form  and  size 
to  give  adequate  wearing  surface, 
and  must  be  so  fitted  as  to  resist 
shocks  transmitted  to  them  vdth- 
Tigvk  for   motor  car-,   outbelngthrownoutof  line.  The 

lor  snbiifbaii    railroada.     ^^xloS    aud    whcels     shouM     pOS- 

sess  the  qualities  of  durability,  stiffness  and 
■  strength.  When  but  two  motors  are  mounted  on 
a  double  truck,  there  may  often  be  an  advantage 
in  using  maximum  traction  trucks.  These  trucks 
are  constructed  with  one  pair  of  heavy  driving 
wheels  and  one  pair  of  small  wheels.     The  truck 


Hallway    Motor,    spring    mounted. 

frames  are  so  proportioned  that  the  greater  part 
of  the  weight  on  each  truck  is  borne  by  the  heavy 
axle  and  wheels,  to  which  the  motors  are  con- 
nected, and  a  high  tractive  effort  is  obtained 
without  slipping  the  wheels. 
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The  Motor. 

Mechanical  Reqmrements.—Since  the  service 
required  of  railway  motors  is  especially  severe, 
particular  attention  must  be  paid  to  certain  me- 
chanical points: 

(1)  Weight. —The  motor  should  be  as  light  as 
possible,  to  lessen  wear  and  tear  on  track;  to 
avoid  carrying  the  extra  weight;,  to  facilitate 
handling.  The  armature,  especially,  should  be 
light. 

(2)  Size.— The  external  dimensions  are  fixed 
by  the  truck,  the  wheel  base,  the  gauge  and  the 
diameter  of  wheel.  Motors  of  special  shapes  are 
frequently  required  for  certain  classes  of  work. 
For  example,  motors  of  large  powers  to  be 
mounted  on  trucks  with  very  short  wheel  base 
must  be  rectangular  in  form  in  order  to  be  sus- 
pended between  the  axles  and  bolster  of  the  truck. 
These  mechaiiical  limitations  often  determine  the 
electrical  design  and  type  of  motor. 

(3)  Strength.— The  entire  motor  should  be  able 
to  stand  the  tremendous  strains  and  shocks,  as 
well  as  the  continued  vibration  which  are  im- 
avoidable  in  railway  service.  Steel  motors  com- 
bine strength  and  light  weight  so  advantageously 
that  they  are  now  generally  used  for  heavy  rail- 
way work. 

(4)  Suspension.— The  motor  should  be  sus- 
pended as  much  as  possible  by  springs,  which 
will  prevent  sudden  shoteks  and  shield  the  car 
axles  from  undue  strains.  In  the  case  of 
geared  motors  the  weight  of  the  motor  is  divided 


between  the  frame  of  the  truck  and  the  axle. 
Single  reduction  gearing  has  superseded  the  older 
double  reduction  type  and  admits  of  a  simple 
and  effective  spring  suspension  for  the  motor. 
Gearless  motors,  which  must  be  constructed  to 
nin  at  a  low  armature  speed,  are  more  diflSeult 
to  suspend  properly  because  of  the  greater  weight 
and  size  for  a  given  output,  and  bfecause  the  en- 
tire weight  of  the  motor  is  centered  at  the  axle. 
Shocks  on  axles  and  wear  and  tear  on  track  are, 
therefore,  greatly  increased  unless  a  hollow  sleeve 


TtlrtT-llTe  Hone-Poirer  Railway  Motor,  with  Ge&r  Case  aod  Car  Aile, 

snapenaion  with  flexible  spring  connections  is 
used.  The  armature  must  be  mounted  on  the  axle 
before  one  of  the  wheels  is  pressed  on,  and  can- 
not be  removed  for  repairs  except  with  consid- 
erable difficulty  and  expense.  The  gearless  mo- 
tqr,  on  account  of  its  lower  speed  and  larger  size, 
has  a  greater  first  cost  than  the  single  reduction 
motor  of  the  same  power.  Gieared  motors  should 
be  suspended  between  the  axle  and  the  bolster. 
If  the  motors  are  mounted  on  the  side  of  the 
axles  opposite  the  bolster,  shocks  and  vibrations 
are  increased;  the  inertia  effect  on  short  curves 
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at  high  speeds  is  also  objectionable  and  may  ofte 
be  dangerous. 

(5)  Protection  from  Weather.— Motors  shou] 
be  enclosed  so  as  to  be  practically  water-proc 
np  to  the  axle  and  entirely  dust  and  oil-proof. 

(6)  Accessibility.— The  motor  should  be  s 
arranged  as  to  atford  easy  access  to  nil  part 
The  upper  and  lower  halves  of  the  field  shoul 
be  hinged,  to  allow  thran  to  be  swung  open  fc 
inspection  or  removal  of  damaged  armature  c 
field  coils,  bearings,  etc.  A  covered  openin 
should  always  be  made  in  the  upper  field  fc 
easy  access  to  brushes  and  commutator, 

(7)  Simplicity.  — The  motor  should  involve  tt 
smallest  possible  number  of  parts  and  especial] 
few  wearing  surfaces.  This  is  necessary  to  n 
duce  liability  to  get  out  of  order,  to  permit  eas 
of  replacing  and  to  reduce  the  number  of  repai 
parts  which  must  be  kept  in  stock.  Motors  wit 
very  small  clearance  between  field  and  armatui 

require  more  frequent  renewi 

of  bearings ,  because  of  the  sma 

amount  of  wear  in   bearings 

before  causing  the  armature  t 

rub    against    the    field    polei 

The   electrical  parts,    such    e 

Field  coil  ror  Kan-    field  coUs  and  armature,  shou] 

Tb/raJgh"   f^Te™'L'l    be  so  simple  that  any  ordinal 

wtts  iDBuifltiDg  tape.       mechanic  can  repair  them. 

The  evolution  of  the  railway  motor  has  reache 
the  point  where  nearly  all  manufacturers  ha^ 
settled  down  to  praetieally  one  type,  a  four-pol 
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or  six-pole  field  and  slotted  dnim  armature  with 
machine-wound  coils.     The  differences  appear  in 
the   number  of  field  coils,   the  material  in  the 
field  and  the  many  necessary  details  that  go  to 
make  up  a  complete  motor.    The  four-pole  motor 
for   ordinary  sizes  and  the   six-pole  motor  for 
large  sizes  are  adopted  chiefly  because  they  fulfill 
the    conditions    of    lightness,    compactness    and 
strength.       They  are  easily  made  '4ron-clad,'^ 
water  and  dust-proof.     This  type  facilitates  the 
use  of  machine-wound  armature  coils  and  pro- 
vides for  better  ventilation  of  field  winding;  it 
also  possesses  electrical  advlantages.     When  the 
space  is  limited  and  circular  motors  of  large  size 
cannot  be  used,  the  form  of  four-pole  motor  fields 
is  changed  by  being  made  narrower  in  one  direc- 
ticm.    This  is  done  by  making  two  opposite  field 
poles  short  and  putting  no  field  coils  on  them. 
Such  a  motor  is  called  a  ^^ consequent  pole*'  mo- 
tor. 

Electrical  Characteristics.— -The  service  re- 
qtdred  of  the  railway  motor  is  different  from  that 
of  almost  any  other  motor.  The  average  work  of 
the  motor  is  small,  while  the  maximum  may  be 
several  times  greater.  For  this  reason  the  motor 
is  designed  and  rated  differently  from  stationary 
motors.  The  motor  usually  receives  a  rating 
which  corresponds  closely  to  the  average  power 
developed  by  the  motor  while  running.  If  rated 
in  horse-power,  the  drawbar  pull  is  fixed  by  the 
speed  for  which  the  motor  is  geared.  If  rated  in 
drawbar  pull,  it  must  be  at  a  definite  speed  in 
(Hxier  to  fix  the  capacity  of  the  motor  in  horse- 
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at  high  speeds  is  also  objectionable  and  may  ofte 
be  daogerons. 

(5)  Proteotion  from  Weather.— Motors  shoul 
be  enclosed  so  as  to  be  practically  water-prot 
Tip  to  the  axle  and  entirely  dust  and  oil-proof. 

(6)  Accessibility.— The  motor  should  be  s 
arranged  as  to  afford  easy  access  to  ill  part; 
The  upper  and  lower  halves  of  the  field  shoul 
be  hinged,  to  allow  them  to  be  swung  open  fc 
inspection  or  removal  of  damaged  armature  c 
field  coils,  bearings,  etc.  A  covered  openiD 
should  always  be  made  in  the  upper  field  fc 
easy  access  to  brushes  and  commutator. 

(7)  Simplicity.— The  motor  should  invoJve  ti 
smallest  possible  number  of  parts  and  especial! 
few  wearing  surfaces.  This  is  necessary  to  n 
duee  liability  to  get  out  of  order,  to  permit  eas 
of  replacing  and  to  reduce  the  number  of  repa; 
parts  which  must  be  kept  in  stock.  Motors  wit 
very  small  clearance  between  field  and  arraatui 

require  more  frequent  renew; 

of  bearings,  becauseof  the  sma 

amount  of  wear  in  bearing; 

before  causing  the  armature  1 

rub    against   the    field    polei 

The  electrical  parts,   such   i 

Field  coll  ror  Kali-    fi^ld  coils  and  armature,  shoul 

a^J^im    I^y^rVi    be  so  simple  that  any  ordinal 

with  iDBuiatiDg  tape.       mechanic  can  repair  them. 

The  evolution  of  the  railway  motor  has  readie 
the  point  where  nearly  all  manufacturers  ha\ 
settled  down  to  praetieally  one  type,  a  four-po! 
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or  six-pole  field  and  slotted  drum  armature  with 
machine-wound  coils.  The  differences  appear  in 
the  number  of  field  coils,  the  material  in  the 
field  and  the  many  necessary  details  that  go  to 
make  up  a  complete  motor.  The  four-pole  motor 
for  ordinary  sizes  and  the  six-pole  motor  for 
large  sizes  are  adopted  chiefly  because  they  fulfill 
the  conditions  of  lightness,  compactness  and 
strength.  They  are  easily  made  ''iron-clad,'^ 
water  and  dust-proof.  This  type  facilitates  the 
use  of  machine-wound  armature  coils  and  pro- 
vides for  better  ventilation  of  field  winding;  it 
also  possesses  electrical  advlantages.  When  the 
space  is  limited  and  circular  motors  of  large  size 
cannot  be  used,  the  form  of  four-pole  motor  fields 
is  changed  by  being  made  narrower  in  one  direc- 
tion. This  is  done  by  making  two  opposite  field 
poles  short  and  putting  no  field  coils  on  them. 
Such  a  motor  is  called  a  ^^ consequent  pole"  mo- 
tor. 

Electrical  Characteristics.— -The  service  re- 
quired of  the  railway  motor  is  different  from  that 
of  almost  any  other  motor.  The  average  work  of 
the  motor  is  small,  while  the  maximum  may  be 
several  times  greater.  For  this  reason  the  motor 
is  designed  and  rated  differently  from  stationary 
motors.  The  motor  usually  receives  a  rating 
which  corresponds  closely  to  the  average  power 
developed  by  the  motor  while  running.  If  rated 
in  horse-power,  the  drawbar  pull  is  fixed  by  the 
speed  for  which  the  motor  is  geared.  If  rated  in 
drawbar  pull,  it  must  be  at  a  definite  speed  in 
order  to  fix  the  capacity  of  the  motor  in  horse- 
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at  high  speeds  is  also  objectionable  and  may  ofte 
be  dangerous. 

(5)  Protection  from  Weather.— Motors  shoul 
be  enclosed  so  as  to  be  practically  water-prot 
up  to  the  axle  and  entirely  dust  and  oil-proof. 

(6)  Accessibility.— The  motor  should  be  s 
arranged  as  to  afford  easy  access  to  ill  part; 
The  upper  and  lower  halves  of  the  field  shoul 
be  hinged,  to  allow  them  to  be  swung  open  fc 
inspection  or  removal  of  damaged  armature  c 
field  coils,  bearings,  etc.  ,  A  covered  openin 
should  always  be  made  in  the  upper  field  fc 
easy  access  to  brushes  and  commutator, 

(7)  Simplicity. — The  motor  should  invoJve  tl 
smallest  possible  number  of  parts  and  especiall 
few  wearing  surfaces.  This  is  necessary  to  n 
duee  liability  to  get  out  of  order,  to  permit  eas 
of  replacing  and  to  reduce  the  number  of  repai 
parts  which  must  be  kept  in  stock.  Motors  wit 
very  small  clearance  between  field  and  armatui 

require  more  frequent  renew; 
of  bearings ,  because  of  the  sma 
amount  of  wear  in  bearingi 
before  causing  the  armature  1 
rub  against  the  field  polei 
The  electrical  parts,  such  i 
field  coils  and  armatiire,  shoul 


The  evolution  of  the  railway  motor  has  reache 
the  point  where  nearly  all  manufacturers  hav 
settled  down  to  practically  one  type,  a  four-pol 
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or  six-pole  field  and  slotted  drum  armature  with 
machine-wound  coils.  The  differences  appear  in 
the  number  of  field  coils,  the  material  in  the 
field  and  the  many  necessary  details  that  go  to 
make  up  a  complete  motor.  The  four-pole  motor 
for  ordinary  sizes  and  the  six-pole  motor  for 
large  sizes  are  adopted  chiefly  because  they  fulfill 
the  conditions  of  lightness,  compactness  and 
strength.  They  are  easily  made  '  4ron-clad, '  ^ 
water  and  dust-proof.  This  type  facilitates  the 
use  of  machine-wound  armature  coils  and  pro- 
vides for  better  ventilation  of  field  winding;  it 
also  possesses  electrical  advlantages.  Wlien  the 
space  is  limited  and  circular  motors  of  large  size 
cannot  be  used,  the  form  of  four-pole  motor  fields 
is  changed  by  being  made  narrower  in  one  direc- 
tion. This  is  done  by  making  two  opposite  field 
poles  short  and  putting  no  field  coils  on  them. 
Such  a  motor  is  called  a  ^^ consequent  pole*'  mo- 
tor. 

Electrical  Characteristics.— The  service  re- 
qtdred  of  the  railway  motor  is  different  from  that 
of  almost  any  other  motor.  The  average  work  of 
the  motor  is  small,  while  the  maximum  may  be 
several  times  greater.  For  this  reason  the  motor 
is  designed  and  rated  differently  from  stationary 
motors.  The  motor  usually  receives  a  rating 
which  corresponds  closely  to  the  average  power 
developed  by  the  motor  while  running.  If  rated 
in  horse-power,  the  drawbar  pull  is  fixed  by  the 
speed  for  which  the  motor  is  geared.  If  rated  in 
drawbar  pull,  it  must  be  at  a  definite  speed  in 
order  to  fix  the  capacity  of  the  motor  in  horse- 
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power.  With  any  two  of  three  terms— horse- 
power, speed,  or  drawbar  pull— given,  the  third 
is  fixed,  so  it  matters  little  whether  the  motor  is 
rated  in  horse-power  or  in  drawbar  pull.  The 
railway  motor  must  run  without  sparking,  other- 
wise it  will  give  trouble  at  the  commutator  from 
blackening,  cutting,  burning,  or  flashing,  and  the 
commutator  will  heat  and  wear  rapidly.  The 
motor  must  have  the  field  coils  and  the  armature 
so  insulated  as  to  protect  them  not  only  from  the 
line  voltage  and  the  momentary  voltages  produced 
by  opening  the  circuit,  but  from  lightning  dis- 
charges. The  efficiency  will  not  be  as  high  as  in 
a  stationary  motor,  owing  to  the  gear  and  extra 
friction  losses,  but  in  the  best  motors  all  losses 
are  reduced  to  a  minimum,  and  the  maximum 
efficiency  is  obtained  at  about  the  average  run- 
ning load,  which  gives  the  best  all-day  efficiency. 
The  same  motor  may  be  used  for  high  speed  and 
light  load  and  for  low  speed  and  heavy  load  by 
simply  using  gears  with  a  different  ratio.* 

The  Series  Motor  operated  on  a  constant  po- 
tential circuit  is  now  almost  universally  used 
for  traction  purposes.  In  this  motor  the  field 
winding  is  placed  in  series  with  the  armature. 
A  variation  in  current,  therefore,  affects  both 

♦This  is  made  clear  by  the  following  relation:  Horse- 
power =  Drawbar  pull  X  Miles  per  hour  x  .00267.  By  chang- 
ing the  gear  ratio  a  motor  (itself  exerting  the  same  torque 
and  revolving  at  the  same  speed)  may  be  used  for  exerting 
twice  the  drawbar  pull  at  half  the  speed.  If  the  drawbar  pull 
required  be  five  thousand  pounds  and  the  speed  be  thirty 
miles  per  hour  the  horse-power  required  is  5000  x  30  X  .00267 
=  400  horse-power,  or  100  horse-power  each  for  four  motors. 
The  same  motor  will  give  a  drawbar  pull  of  ten  thousand 
pounds  at  fifteen  miles  per  hour  if  properly  geared. 


elanents,  field  and  armature.  This  relation  has 
its  strong  practical  advantage  in  securing  a 
heavy  torque  at  low  speeds  and  in  giving  good 
miming  conditions  over  a  wide  range  of  speed. 
The  torque  of  a  given  motor  depends  upon 
the  field  strength  (or  field  current)  and  upon 
the  current  in  the  armature.  The  torque  is 
always  the  same  for  a  given  current,  independent 
of  the  speed.  The  electro-motive  force  at  the 
terminals  of  the  motor  depends  principally  upon 
the  field  strength  and  the  speed.  The  speed  de- 
pends principally  upon  the  electro-motive  force 
aod  is  (hroadly  speaking)  independent  of  the  cur- 
rent   The  current  flowing  depends  upon  the  dif  ■ 


Motor  with  Upper  Fteld  ralBed,  ehow- 
iDg  Armature  aod  Upper  Fteld  Folej 
wltb  tbe  colla  BUrroundlDB  tbero, 

ferenee  between  the  electro-motive  force  on  the 
circuit  and  in  the  motor,  and  also  upon  the  re- 
sistance in  the  circuit. 

More  precisely,  the  motor  armature  revolving 
in  a  magnetic  field  has  an  electro-motive  force 
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induced  in  it.  When  a  motor  is  connected  be 
tween  the  trolley  and  the  rail  there  is  a  eircui 
in  which  the  electro-motive  force  of  the  troUej 
say  five  hundred  volte,  is  opposed  by  the  eounte 
electro-motive  force  of  the  motor,  say  four  hui 
dred  and  fifty  volts,  giving  fifty  volts  differenc 
as  the  effective  pressure  for  sending  eurren 
through  the  resistance  of  the  circuit.       If  th 


j^ 


iP"n 


resistance  of  the  circuit  be  one-half  ohm  th 
current  will  be  one  hundred  amperes;  if  the  re 
sistance  be  increased  to  one  ohm,  the  current  wil 
decrease;  but  a  decrease  in  current  means  a  de 
crease  in  torque.    If  the  motor  is  propelling  j 
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car,  the  speed  will  necessarily  become  slower. 
The  reduced  current  and  the  decreased  speed  both 
tend  to  reduce  the  electro-motive  force  produced 
in  a  motor,  and  the  lowering  of  this  counter  elec- 
tro-motive force,  gives  a  greater  effective  force 
for  sending  current  through  the  circuit.  When, 
therefore,  the  resistance  is  increased  the  speed 
will  become  less  and  less,  the  counter  electro-mo- 
tive force  will  become  less  and  less  until  the  ef- 
fective electro-motive  force  is  just  sufficient  to 
cause  enough  current  to  flow  to  maintain  the  car 
at  a  constant  speed. 

Motor  Curves.— The  relations  between  the 
speed,  torque,  current  and  electro-motive  force 
under  various  conditions  may  be  determined  by 
braketests  upon  the  motor  before  it  is  mounted 
on  the  car.  When  certain  of  these  elements  as 
speed  and  current,  are  given,  the  others  may  be 
determined  from  characteristic  curves  plotted 
from  the  preliminary  tests.  The  accompanying 
diagrams  show  the  characteristic  curves  for  one 
hundred  horse-power  motor.  These  diagrams 
show  the  electrical  horse-power  (the  horse-power 
received  by  the  motor) ,  the  mechanical  horse-pow- 
er (the  power  delivered  by  the  motor),  thq  torque, 
the  efficiency  and  the  speed  for  different  cur- 
rents for  pressures  of  five  hundred,  and  two  hun- 
dred and  fifty  volts  on  the  terminals  of  the  mo- 
tor. By  examining  the  diagram  which  gives  the 
relations  when  the  electro-motive  force  is  five 
hundred  volts,  the  conditions  when  one  hundred 
amperes  are  flowing  may  be  found  on  the  vertical 
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line  corresponding  to  one  hundred.  The  speed 
ia  ten  hundred  and  seventy-five,  the  output  is 
fifty-eight  horse-power,  and  the  torque  is  three 
hundred  pounds.  If  increased  torque  is  required, 
say,  a  grade  is  reached  requiring  three  times  the 
draw-bar  pull,  then  a  current  corresponding  to 
nine  hundred  pounds  torque  is  required,  which 
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Horse-power,  torque,  speed  and  effi- 
ciency diagram,  at  250  Volts  for  100- 
horse-power  motor. 


is  two  hundred  and  ten  amperes,  the  speed  falls 
to  seven  hundred  and  ten,  and  the  output  in- 
creases to  one  hundred  and  twenty-three  horse- 
power. The  efficiency  falls  from  about  eighty- 
nine  to  eighty-six  per  cent.  The  curve,  when  the 
electro-motive   force   is   two   hundred   and  fifty 
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volts,  shows  the  same  torque  for  the  same  cur- 
rent, but  at  a  decreased  speed.  The  speed  corre- 
sponding to  one  hundred  amperes  has  decreased 
to  five  hundred  and  thirty-five,  or  one-half,  and 
the  output  has,  of  coiurse,  fallen  in  the  same  ratio. 
A  further  reduction  of  electro-motive  force  would 
cause  a  corresponding  reduction  in  speed. 

A  reduction  of  the  voltage  on  a  motor  operated 
on  a  five  hundred  volt  circuit  may  be  effected  in 
either  of  two  ways.     Motors  may  be  connected 
in  series   (two  motors  in  series  would  give  two 
hundred  and  fifty  volts  on  each  motor)    or  a 
resistance  may  be  placed  in  series  with  a  motor. 
When  a  motor  is  to  be  started  a  resistance  is 
placed  in  series  with  it  and  is  reduced  as  the 
speed  increases.     Within  wide  limits  the  vari- 
ation of  resistance  enables  a  motor  to  be  run  with 
any  torque  at  any  speed.    The  advantage  of  con- 
necting motors  in  series  may  be  appreciated  by 
noting  the  current  which  will  be  required  for 
producing  a  torque  of  three  hundred  pounds  on 
each  of  two  motors  at  a  speed  of  four  hundred 
and  thirty-five  revolutions  when  the  motors  are 
in  separate  circuits,  each  in  series  with  a  resist- 
ance, and  when  they  are  in  series  in  one  circuit. 
In  the  first  case  each  motor  requires  one  hundred 
amperes,  and  two  hundred  amperes  are  taken  from 
the  trolley  line.    The  two  hundred  amperes  pass 
through  resistances  which  reduce  the  pressure  to 
one-half,  thereby  wasting  one-half  the  energy  re- 
ecived  from  the  circuit  before  the  motors  are 
reached.    In  the  second  case,  the  motors  being  in 
series,  only  one  hundred  amperes  are  taken  from 
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the  trolley,  and  no  power  is  lost  outside  of  the 
motors.  In  running  below  half  speed,  motors 
are  commonly  connected  in  series  and  the  pres- 
sure is  still  further  reduced  at  starting  by  a 
resistance  in  series  with  both  motors.  If  four 
motors  are  mounted  on  a  car  it  is  similarly  ad- 
vantageous to  connect  all  four  in  series  for  start- 
ing, then  pairs  in  series  between  quarter  and  half 
speed,  and  then  all  in  parallel  for  full  speed  run- 
ning. 

The  use  of  the  diagram  is  further  illustrated 
by  determining  the  requirements  if  a  train  weigh- 
ing two  hundred  and  fifty  tons  is  to  be  hauled  up 
a  one  per  cent,  grade  at  a  speed  of  twenty  miles 
per  hour.  If  friction  be  seven  pounds  per  ton 
the  pull  required  to  haul  two  hundred  and  fifty 
tons  on  a  level  is  seventeen  hundred  and  fifty- 
pounds.  The  resistance  per  ton  due  to  a  grade 
of  one  per  cent,  is  twenty  pounds ;  the  resistance 
for  two  hundred  and  fifty  tons  is  five  thousand 
pounds.  The  total  resistance  is  sixty-seven  hun- 
dred and  fifty  pounds.  Now,  twenty  miles  per 
hour  is  seventeen  hundred  and  sixty  feet  per 
minute ;  sixty-seven  hundred  and  fifty  pounds  pull 
through  seventeen  hundred  and  sixty  feet  per 
minute  is  eleven  million,  eight  hundred  and 
eighty  thousand  foot-pounds;  this  when  divided 
by  thirty-three  thousand,  gives  three  hundred  and 
sixty,  the  horse-power.  If  the  efficiency  of  gears 
be  ninety  per  cent,  the  power  required  from  the 
motors  is  four  hundred  horse-power,  or  one  hun- 
dred horse-power  from  each  of  four  motors.  The 
diagram  for  five  hundred  volts  shows  that  the 
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one  hundred  horse-power  motor,  when  developing 
one  hundred  horse-power,  requires  one  hundred 
and  sixty-five  amperes  and  runs  at  a  speed  of 
eight  hundred  revolutions.  If  the  diameter  of 
the  driving  wheel  be  a  little  over  thirty-six  inches 
the  circumference  is  ten  feet,  and  the  number  of 
revolutions  required  tO'  travel  seventeen  hundred 
and  sixty  feet  per  minute  is  one  hundred  and 
seventy-six.  The  gear  ratio  required  is,  therefore, 
eight  hundred  to  one  hundred  and  seventy-six,  or 
about  seventy-seven  to  seventeen.  The  series 
motor  possesses  a  high  efficiency  over  a  wide 
range  of  load.  In  fact,  the  efficiency  is  always 
high  so  far  as  the  motor  itself  is  concerned. 
The  low  efficiency  at  starting  is  due  to  resistances 
in  circuit  for  supplying  the  motor  with  reduced 
voltage. 

Car  Tests  on  Electric  Railways.— A  knowledge 
of  the  power  consumed  by  a  car  or  locomotive 
is  fundamental  to  an  intelligent  understanding  of 
its  operation,  especially  in  connection  with  the 
system  of  which  it  is  a  part.  The  measurement 
of  the  power  developed  by  a  steam  locomotive  is 
not  readily  measureable  either  by  indicator  dia- 
g^rams  from  the  cylinders  or  dynamometer  de- 
termination of  the  drawbar  pull.  The  measure- 
ment of  electric  power,  however,  is  a  very  simple 
matter,  as  indicating  instruments  may  readily  be 
inserted  in  the  circuits  from  which  the  power 
requirements  from  moment  to  moment  may  be 
read. 

The  accompanying  diagrams  show  the  results 
of  readings  taken  in  a  test  of  the  performance  of 
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a  car  operated  by  the  Unioai  Traction  Company 
of  Indiana,  on  their  line  between  Muncie  and  In- 

Wt.  of  Caff  }i.55  tons  empty.     B<iuipmeiit,  1*150  H.  I*.  Motors.    Ge^r 
Ratio  io:(i  Diametflr  Motoir  tmck  #liee(t  J4H    Rao  -  Indianapolis  <u 
INDIANAPOLIS     Muncie,  56.3$  miles.    Averafc  Pastenfer  Load  Approx.-4S  (1  tontj. 

TERMINUS 


Performance  Curve  for  Motor  Car. 

The   upper   portion,   covering   from   4 :15   P.    M.   to   4 :20    P.   M.,    shows 

the    slow    speed    and    the    current   fluctuations    in    the    city.        The 

middle  portion  from  4  :35  P.  M.  shows  a  higher  speed  in  the 

outskirts   of   the   city.      The   lower   portion    from   4 :57    P. 

M.     shows    the     conditions    out    of    the    city     where 

speeds    are    higher. 

dianapolis.    Full  tests  were  made  over  the  com- 
plete  run,   and   the   diagrams   shown   represent 
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small  parts  of  these.  During  the  test,  readings 
were  taken  of  the  speed  of  the  car,  line  voltage, 
motor  voltage  and  power  consumption.  These 
readings  were  taken  at  intervals  of  from  2 14  to 
20  seconds.  When  the  car  was  starting  and  con- 
ditions were  rapidly  changing,  the  time  interval 
was  from  2%  to  5  seconds,  but  later  when  the 
car  had  come  to  speed,  changes  were  not  so  rapid 
and  intervals  of  10,  15  or  20  seconds  were  con- 
sidered short  enough  to  give  fairly  accurate  re- 
sults. The  car  speed  was  measured  by  belting  a 
small  magneto  generator  to  a  wooden  pulley  on 
the  car  axle  and  then  reading  the  voltage  across 
its  terminals.  The  magneto  having  been  cali- 
brated to  find  its  voltage  for  different  speeds,  the 
oar  speed  could  be  found  by  reading  a  voltmeter 
across  the  terminals  of  the  magneto.  The  initial 
acceleration  varied  from  0.4  to  1.1  miles  per  hour 
per  second.  The  maximum  speed  attained  during 
the  run  was  65  miles  per  hour,  down  a  slight 
grade.  In  the  diagrams  the  profile  or  grading 
of  the  road  and  its  alignment  or  deviations  from 
straightness  are  indicated  in  an  obvious  manner. 
In  starting  the  car  the  motors  are  first  put  in 
series  with  an  additional  resistance  included  in 
the  circuit.  This  resistance  is  reduced  by  the 
motorman  as  the  train  speed  increases.  The  cur- 
rent, and  consequently  the  tractive  effort  are  high 
at  first,  but  fall  to  a  low  value  when  the  car 
reaches  the  maximum  speed  at  which  it  can  run 
when  the  motors  are  connected  in  series.  In 
order  to  further  increase  the  speed  the  motors 
are  put  in  parallel,  with  a  resistance  in  series 
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with  them.  "  This  resistance  is  cut  out  as  i 
speed  increases,  and,  finally,  when  there  is 
resistance  in  series  with  the  motors,  they  res 
their  maximum  speed.  In  the  parallel  connectii 
the  current  taken  by  the  two  motors  is  doul 
what  it  is  in  series,  for  the  same  tractive  effo 
but  the  motor  rotates  at  double  speed. 

The  Controller.— The  controller  is  to  the  el 
trie  motor  car  what  the  throttle  and  reversi 
gear  are  to  the  steam  locomotive.  Through 
tbe  motive  power  of  the  car  is  made  obedient 


power  MotorB :  opea,  ebowlDg 
Interior.  Tbe  small  haodle  on 
top    iB  tbe   reverslDB   switch. 

the  will  of  tbe  operator.  The  current  is  admitf 
to  the  motors  at  a  low  pressure,  reduced  throu 
a  resistance.  As  the  torque  developed  by  1 
.  motors  depends  upon  the  current  flowing  throu 
them,  the  torque  in  starting  may  be  increased 
decreased  at  will  by  suitably  varying  the  amoi 
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of  resistance  in  the  circuit.    This  is  done  in  the 
controller.      The  resistance   is   usually  made    of 
wire  or  strips  of  metal  wound  in  coils.     This  is 
divided  into  a  number  of  sections  which  are  con- 
nected to  the  controller,  which  is  a  form  of  switch 
for  varying  the  quantity  of  the  resistance  between 
the  trolley  and  the  motors,  and  for  cutting  out 
the  resistance  entirely  when  the  controller  han- 
dle is   moved    to    the    full    speed 
position.    The  controller  is  divided 
mto  two  parts ;  the  first  consists  of 
the  switches   for  changing  the  re- 
sistance,   and  the  second    of   the 
switches    for  making    the  changes 
in   the    motor    connections,      "nie 
latter  determines  the  direction   of 
motion   of    the  ear — forward   or 
backward — and    also    connects  the 
motors  in  series  or  in  multiple,  as 
desired,   whence  the  term  "series- 
multiple"  or  "series-parallel"  con-       controller  ror 
trailer.    It  is  convenient  and  more    ^^b  "  cu"?^„"°L 
economical    in   space   to  place  the    ^^^*\  "  „  m"*o  r 
switches  of  the  controller  on  a  drum,    swiwt   and   not 

I  11  I  -,.  ~,  'on     the      central 

BO  that  as  the  drum  revolves  different  "■■unL 
eomhinations  are  made.  Each  controller  is  provided 
with  cut-out  switches,  by  which  any  or  all  the  mo- 
tors may  be  thrown  out  of  service.  It  is  essential 
that  controllers  be  constructed  so  as  to  open  the 
drcnit  when  heavy  currents  are  flowing  without 
the  serious  arcing  or  flashing  which  is  liable  to  oc- 
cur when  a  current  is  broken.  If  arcing  is  permit- 
ted the  switches  and  contacts  soon  become  burned 
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and  destroyed,  so  that  the  controller  is  rendered 
inoperative.  Arcing  is  reduced  either  by  insert- 
ing in  the  circuit  a  high  resistance,  thereby  re- 
ducing the  current  before  finally  breaking  it,  or 
by  the  ^  ^  magnetic  blow-out. ' '  This  is  a  device  by 
which  the  circuit  is  opened  in  a  strong  magnetic 
field,  the  action  of  which  is  to  dissipate  and  blow 
out  the  arc  which  would  otherwise  establish  itself. 

Multiple  Unit  Control.— A  method  of  control  is 
now  almost  invariably  used  for  equipments  in 
which  several  motor  cars  are  to  be  operated  in 
one  train.  In  this  system  two  or  more  of  the 
cars  composing  a  train  are  equipped  with  motors 
and  controllers  making  them  complete  motor  cars. 
The  several  controllers  are  operated  by  a  master 
controller  on  the  front  of  the  leading  car.  The 
motorman  operates  a  single  master  controller  or 
switch  and  causes  all  of  the  motor  cars  of  the 
train  to  act  simultaneously.  The  system  has  many 
advantages  over  the  use  of  a  single  large  electric 
locomotive  on  each  train.  Among  these  advan- 
tages may  be  mentioned,  greater  possible  accel- 
eration, whatever  the  condition  of  the  rails; 
short  trains  can  be  used  at  times  when  there  is 
very  little  ytraflSc  and  longer  ones  when  the  traflBc 
is  great;  less  liability  to  the  trains  being  totally 
disabled  through  break  down  of  a  motor;  switch- 
ing operations  may  be  much  more  quickly  per- 
formed ;  there  will  be  much  less  slip  between  the 
driving  wheels  and  rails  with  the  same  total  trac- 
tive effort. 

Two  multiple  control  systems  are  in  common 
use.    The  general  functions  are  the  same  in  both. 
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though  the  specific  methods  are  different.  In  one 
there  are  a  number  of  switches  under  each  car 
which  are  operated  by  solenoids  in  auxiliary  elec- 
tric circuits  from  the  master  controller  which  is 
operated  by  the  motorman.  As  the  master  con- 
troller is  operated  the  switches  under  each  motor 
car  are  operated  simultaneously  in  order  to  give 
rmiform  action  throughout  the  train. 

The  second  multiple  control  system  is  electro- 
pneumatic.     In  this  system  the  control  may  be 
actuated  from  any  of  the  cars  by  means  of  a 
small  hand  controller  or  master  switch  of  the 
drum  type.     This  master  switch  actuates  valves 
on  the  controllers  by  means  of  electro-magnets. 
The  current  supplying  these  electro-magnets  is 
taken  from  a  small  storage  battery.     The  con- 
tacts on  the  controllers  are  operated  by  means  of 
air  cylinders  supplied  with  compressed  air  either 
from  electrically  operated  pumps  and  reservoir^ 
or  from  a  large  auxiliary  reservoir  in  the  air 
brake  system.     If  the  master  switch  handle  is 
moved  one  step  the  motors  are  put  in  series  with 
all  the  resistances  in  circuit.  If  the  master  switch 
handle  is  moved  further,  the  resistances  are  suc- 
cessively cut  out  automatically  till  the  motors  are 
in  full  series  position.     If  the  master  switch  is 
moved  further  the  motors  are  put  in  parallel  but 
^th  resistance  in  circuit  and  then  the  resistance 
is  automatically  cut  ofut  leaving  the  motors  in 
full  parallel.     The  time  taken  to  perform  these 
operations  is  controlled  by  a  solenoid  in  the  main 
circuit  which  actuates  a   switch  in  the  battery 
circuit.    If  at  any  time  the  current  in  the  motor 
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circuits  exceeds  a  certain  predetennined  value  tl 
battery  circuit  is  at  once  broken  stopping  the  a 
tion  of  the  ccsitroller  untU  the  current  droj 
again.  Very  little  energy  is  required  to  opera' 
the  magnets  so  that  the  cable  connections  betwet 
ears  may  be  very  light.  Each  car,  of  cours 
carries  its  own  collector  shoe  or  trolley  whe 
to  collect  current  from  the  line  and  is  practical 
an  independent  unit. 

Adjuncts. 

Brakes. — Motor  cars  for  heavy  service  ai 
equipped  with  air  brakes  similar  to  those  used  : 
ordinary  railroad  service.  The  air  compressor 
driven  by  an  electric  motor.  In  the  usual  tyj 
the  air  pump  is  direct  connected  to  a  series  moto 
The  motor  is  provided  with  an  automatic  go- 
emor,  which  cuts  off  the  current  and  stops  tl 
motor  when  the  pressure  reaches  the  maximu: 
limit  and  starts  it  again  when  the  pressure  fall 
Electric  emergency  brakes  have  been  devise 
whereby  a  car  may  be  stopped  electrically  eve 
when  the  external  source  of  power  is  cut  off.  Tl 
current  for  operating  the  electric  brake  attac] 
ment  is  obtained  from  the  motors  working  i 
generators,  deriving  their  energy  from  the  mo^ 
ing  ear.  The  brake  is  a  friction  brake  operate 
by  a  powerful  electro-magnet. 

Light  and  Heat.— Motor  cars  are  lighted  b 
electricity,  usually  in  groups  of  five,  one  hundre 
volt  lamps  connected  in  series  across  the  circui 
Cars  may  be  electrically  heated.  The  quantity  c 
coal  which  must  be  burned  in  the  power  static 
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to  produce  a  given  amount  of  heat  in  the  car  is 
probably  twenty  times  as  great  as  would  be  re- 
quired in  a  stove  in  tbe  car.  The  electric  heater 
furnishes  the  ideal  method  of  heating  in  conveni- 
ence, cleanliness,  safety,  the  uniform  distribution 
of  heat  and  in  its  perfect  control. 


Controller  tor  Electi 
open,  Bhowtng  Drum  and 
Ucts.  MotloD  of  bHndre 
Increases  speed,   aad   < 


D  tbe  Electric  Brake. 


Alternating  Current  Modifications.— When  al- 
ternating current  is  used,  either  in  part  or  in 
whole,  some  of  the  foregoing  elements  are  modi- 
fied to  conform  to  the  new  conditions.  These  will 
be  considered  separately  under  the  two  general 
systems  which  involve  the  use  of  alternating  cur- 
rent 


CHAPTER  VIII. 


In  this  system  the  power  station  may  be  locate 
at  a  considerable  distance  from  the  road  to  l 
operated  when  water  power,  cheap  fuel,  or  othe 
advantage  make  such  a  location  desirable.  Th 
arrangement  and  selection  of  units,  and  othe 
<|nestions  of  design  and  operation  of  the  statio 
do  not  differ  greatly  from  those  in  direct  currec 
stations. 


Truck  with  mofora  geared  to  axlas;  cleelrlc  brakes 
-fastened  on  the  armature  at  the  end  apposite  the  gea 
against  affixed  ptate  by  an  electro- magnet    The  preisu 


In  this  system  the  alternating  current  is  eithf 
generated  at  a  high  voltage,  or  the  low  tensio 
current  from  the  generators  is  raised  to  a  hig 
pressure  by  step-up  transformers,  and  the  eu: 
rent  is  transmitted  over  a  line  of  comparative! 
small  wires  to  several  sub-stations  located  i 
convenient  points  along  the  railroad.  At  thes 
sub-stations   step-down  transformers   and  altei 
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Dating  current-direct  current  rotary  converters 
are  installed  for  the  purpose  of  converting  the 
high  tension  alternating  current  into  direct  cur- 
rent for  the  ordinary  railway  system.  From  this 
point  the  feeders,  trolley  line  and  motor  ear 
eqnipment  conform  with  the  standard  direct  cur- 


rent practice  already  described,  the  rotary  con- 
verter taking  the  place  of  the  dynamo  for  supply- 
ing current."  It  is  the  introductiop  of  this  sys- 
tem which  has  made  possible  the  development  of 
intemrban  service  on  so  large  a  scale. 

•This  Bystem  is  shown  in  diagram  already  given  showing 
AltematiDg  Current  System  supplying  rotary  convertera- 
■hieli  deliver  direct  current  to  the  trolley  aytitem. 


CHAPTER  IX. 

ALTERNATING    CURRENT    SYSTEMS. 

As  mentioned  before  there  are  Wo  different 
kinds  of  alternating  current  systems  of  railway 
operation,  single-phase  and  polyphase.  Which- 
ever system  is  used  the  power  station  and-  the 
high  tension  transmission  line  remain  essentially 
similar  to  those  used  in  the  alternating  current- 
direct  current  system.  The  step-down  transform- 
er sub-stations,  however,  simply  transform  the 
voltage  and  require  no  rotating  machinery  for 
converting  to  direct  current.  If  polyphase  motors 
are  used  the  system  is  generally  completely  three- 
phase.  With  single-phase  motors  a  single  trolley 
wire  is  required,  just  as  with  direct  current,  the 
rails  being  used  as  a  return.  With  polyphase 
motors  two  trolley  wires  are  required  the  rails 
being  used  as  a  third  conductor. 

The  Single-Phase  System,— The  importance 
which  attaches  to  the  introduction  of  the  single^ 
phase  system  is  so  considerable  in  its  bearing 
upon  heavy  and  long  distance  operation  by  elec- 
tricity that  a  fairly  extended  description  of  the 
elements  which  enter  into  its  operation  will  be 
given.  This  description  cannot  be  a  description 
of  things  done  as  the  commercial  applications  of 
this  the  single-phase  railway  system  are  in  their 
incipiency.  It  will  be  noted,  however,  that  the 
various  elements  from  engine  shaft  to  car  axle 

98 


ALTERKATINO  CURRENT.  99 

are,  io  general,  combiDations  and  adaptations  of 
machinery  and  methods  which  are  already  well 
established. 

The  single-phase  apparatus  presented  by  sev- 
eral companies  in  America  and  Europe  differ  in 
various  particulars  although  the  same  general 
elements  are  common  to  all.     Tiie  account  here 


100  H.  p.  single  Pbaie  AltemallDC  Current  Motor. 

given  applies  to  the  apparatus  for  the  first 
American  single-phase  railways. 

Generators— Two-phase  generators  are  general- 
ly preferable  to  single-phase  on  account  of  the 
increased  output  for  a  g^ven  size  of  generator. 
The  two  phases  are  kept  separate  and  supply 
different  parts  of  the  road. 

Three-phase  machines  can  be  utilized  by  carry- 
ing off  three  separate  single-phase  circuits,  and 
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dividing  the  line  into  three  sections  instead  ■ 
two. 

The  standard  frequency  of  three  thousand  i 
temations,  or  25  cycles,  has  been  adopted  f' 
single-phase  railway  work. 

Transmission  Voltage— The  voltage  of  tl 
transmission  line  which  supplies  the  high  tensi( 
side  of  the  transformer  stations,  may  be  chosi 
in  the  same  manner  as  the  voltage  of  any  hij 


Armature  oF  100  H.  P.  Single  Fbaee  Motor,  Complete  Wltb  Com- 
mutator and  Stialt. 

tension  transmission  line,  with  reference  to  tl 
distance  of  transmission  and  the  general  loc 
conditions. 

Transformer  stations— Power  is  supplied  1 
the  trolley  through  transformer  stations  locate 
along  the  line.  Each  station  need  contain  only 
single  transformer  unit,  since  the  stations  ma 
be  placed  so  close  together  that  in  ease  of  aec 
dent  to  one  of  them  the  adjacent  ones  can  snppl 
sufficient  power  to  enable  the  cars  to  still  operal 
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over  the  portion  of  the  line  ordinarily  fed  by  the 
damaged  transformer  station. 

In  general,  with  a  trolley  voltage  of  1,000,  a 
car  equipment  not  larger  than  four  100  H.  P. 
motors  and  with  a  schedule  such  that  no  more 
than  two  cars  will  at  any  one  time  be  located  be- 
tween two  adjacent  transformer  stations,  the 
transformer  stations  may  be  placed  from  about 
six  to  eight  miles  apart  without  requiring  any 
1,000  volt  conductors  other  than  the  trolley  wire 
and  the  track  rails.  If  the  trolley  voltage  be 
higher,  say  3,000  volts,  the  transformer  stations 
may  be  considered  further  apart. 
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Single  Phase  Alternating  Current  Railway.     Connections  of  Apparatus 

in   Transformer    Station. 


There  will  be  no  moving  machinery  in  these 
transformer  stations  and  therefore  constant  at- 
tendance will  be  unnecessary.  As  transformers 
require  only  a  comparatively  small  space  the 
transformer-station  buildings  may  be  small  and 
comparatively  cheap. 
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The  acompanying  figure  gives  a  general  id 
of  the  connections  of  the  apparatus  in  a  trai 
former  station  containing  the  following  appai 
tus :  Oil-insulated  self-cooling  transformer ;  hi, 
tension  circuit  breaker;  lightning  arrester  i 
protecting  the  high  tension  transmission  lie 
choke  eoils  for  use  with  lightning  arrester;  aul 
matic  circuit  breaker  in  the  low  tension  eirci 
between  the  transformer  and  the  trolley,  so  i 
ranged  as  to  open  only  on  a  continued  short  c: 
cult;  switches  to  disconnect  the  circuit  break 
from  the  trolley,  to  enable  inspection  or  repai 
to  be  made ;  low-tension  lightning  arrester. 


High  Tendon  U 


Lint  Qrcuh  Breaker 


Trolley  Voltage— The  voltage  which  may 
used  on  the  trolley  is  limited  in  general  by  t 
insulating  material  which  is  available.    A  troll 
having  a  voltage  higher  than  about  1,000  vol 
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requires  different  line  material  from  the  stand- 
ards for  ordinary  direct  current  service. 

An  equipment  can  readily  be  arranged  to  oper- 
ate at  two  different  trolley  voltages  so  that,  for 
instance,  a  high  voltage  trolley  may  be  used  in 
open  country  and  a  lower  voltage  trolley  in  towns 
or  cities.  This  arrangement  can  be  provided  for 
by  means  of  a  low  voltage  tap  on  the  high  ten- 
sion side  of  the  main  auto-transformer  on  the 
car,  and  a  double-throw  switch  so  that  the  wire 
from  the  trolley  can  be  connected  to  either  one 
of  the  two  taps  on  the  main  auto-transformer. 

Line  Circuit  Breaker 
500  Volts         ,     'OOP  Volt  Trolley 


Insulated  Feeder 


Q  Auto-Transiormer 
O 


^      To  Track 


Single    Phase    Railway.      Connections    for    Reducing   from    one    trolley 
voltage    to    another   voltage    by    auto-transformer. 

The  foregoing  figures  show  how  low  voltage 
sections  of  trolley  may  be  supplied.  If  the  low 
voltage  section  is  adjacent  to  a  transformer  sta- 
tion fed  by  the  high  tension  transmission  line,  an 
extra  tap  from  the  low  tension  side  of  the  trans- 
former will  suffice. 

Where  it  is  necessary  to  pass  over  tracks  al- 
ready occupied  by  cars  using  direct  current,  an 
additional  trolley  wire  may  be  placed  alongside  of 
the  direct  current  trolley  wire  to  carry  the  alter- 
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nating  current.  The  voltage  of  this  altematin: 
current  trolley  may  then  be  made  approximatel; 
the  same  as  that  of  the  direct  current  trolley. 
Car  Equipments— The  essential  details  of  ca 
equipments  are  shown  in  the  following  figures 
Starting  from  the  trolley  these  include  the  circui 
breaker,  main  auto-transformer,  induction  reguU 
tor  (or  hand  controller),  reverse  switch,  moto 
cut-out  switch  and  motors.  Lightning  transfbrn: 
er,  lightning  arrester,  lamp  sockets,  wiring,  etc 
are  also  included. 


Induction  Regular  Control— An  equipment  fo 
use  on  cars  where  compressed  air  is  available  ( 
e.  cars  with  air  brakes)  can  be  supplied  with  jr 
duction  regulator  control  to  be  operated  by  eon 
pressed  air.     When  this  is  used,  the  regulate: 


ALTERNATING  CURRENT. 


105 


reverse  switch  and  drcuit  breaker  will  be  oper- 
ated by  compressed  air  from  the  brake  system 
of  the  car,  and  controlled  by  means  of  a  master 
switch  through  electro-magnetic  valves.  These 
valves  will  be  similar  in  general,  to  those  used 
on  direct  current  unit  switch  control  and  on  the 
signaUng  systems  of  various  railroads. 

The  action  of  the  induction  regulator  may  be 
easily  understood  by  reference  to  the  following 
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Stogie    Phase    Railway — Connections    of    apparatus    on    a    car — Small 

Equipment. 

figures.  The  regulator  is  essentially  a  transform- 
er with  the  primary  core  and  winding  movable 
with  respect  to  the  secondary. 

With  the  primary  as  in  the  first  figure  the 
maximum  voltage  is  generated  in  the  secondary 
of  the  regulator,  and  it  opposes  the  voltage  of  the 
auto-transformer. 
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The  car  is  started  with  the  voltage  of  the  rej 
later  at  maximum,  and  opposing  that  of  the  au 
transformer.  The  regulator  is  then  moved  gn 
uflUy  nntil  the  position  is  reached  where  its  vc 
age  is  at  mg-giTniim  and  aids  that  of  the  au 
transformer,    lliis  is  then  the  full  speed  positii 

The  induction  regulator  control  can  be  read 
adapted  for  multiple-unit  train  operation,   w: 


slight  additions  in  the  way  of  apparatus  and  w 
ing. 

Hand  Control— For  small  equifanents  ha: 
control  may  be  used.  This  consists  of  platfoi 
controllers  similar  in  general  to  the  ordinary  < 
rect  current  controllers. 

With  the  hand  control  the  motors  are  connect 
successively  to  different  taps  on  the  main  aut 
transformer,  as  shown  in  diagram  "Conneetio 
of  Apparatus  on  a  Car— Small  Equipment'*  T 
voltage  applied  to  the  motor  thus  depends  up 
the  position  of  the  contact  point.  This  control  w 
have  a  definite  number  of  steps  similar  to  i 
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direct  current  control,  but  the  motors  can  be  run 
continuously  on  any  step,  and  there  will  be  no 
rfaeostatic  losses. 

Motor  Voltage— As  may  be  seen  from  the  fig- 
ures, the  motor  voltage  is  entirely  independent  of 
the  trolley  voltage.  A  standard  motor  voltage  of 
250  has  been  adopted  for  single-phase  series  rail- 
way motors,  regardless  of  the  trolley  voltage 
used. 

Lights  and  Air  Compressors— In  general,  the 
lights  in  the  car  will  be  supplied  by  a  small 
auxiliary  transformer  reducing  the  pressure  to 


c 


m 


Single    Phase    Railway.       Diagram    showing    induction    regulator     with 

elements    in    neutral    relation. 

approximately  50  volts.  If  electric  heaters  are 
desired,  these  may  be  operated  from  the  main 
auto-transformer.  The  air  compressor  for  sup- 
pljring  brakes  and  operating  the  induction  regula- 
tor is  operated  by  a  series  alternating  current 
motor  taking  current  from  the  lighting  trans- 
former. 

Arrangement  of  Motors— As  a  rule  the  motors 
will  be  connected  permanently  in  parallel,  both 
in  two  and  four  motor  equipments.  The  use  of 
voltage  control  makes  series-parallel  connections- 
unnecessary  and  inadvisable. 
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The  fields  of  all  of  the  motors  will  also 
connected  permanently  in  parallel,  thus  allowi 
a  simple  reverse  switch.  S'ueh  an  arrangemi 
is  permissible  with  alternating  current  althou 
not  with  direct  current  since  with  the  former  1 
currents  automatically  adjust  themselves  to  gi 
equal  field  strength  in  each  motor. 

Motors— In  general,  the  external  appearance 
the  motors  is  similar  to  that  of  direct  cum 
motors.  The  construction,  however,  is  sligh 
different.  The  entire  magnetic  part  of  the  fii 
is  laminated,  the  field  being  built  up  of  annu 
punchings  with  poles  projecting  radially  inwa 
The  punchings  are  held  together  in  a  steel  frar 
The  motor  is  of  the  box  type,  the  armature  bei 
put  in  or  taken  out  through  the  ends.  The  fit 
coils  are  of  copper  strap  of  large  cross  sectii 
and  there  are  but  few  turns  per  coil.  The  am 
ture  is  in  general  similar  in  all  essentials  to  1 
armatures  of  direct  current  railway  motors. 

The  illustrations  and  curves  of  the  railw 
motor  herewith  given  represent  the  first  comm 
cial  design  of  the  series  single-phase  motors. 

Polyphase  Systems— The  alternating  cum 
motor  which  has  been  most  widely  used  for  g» 
eral  power  purposes  is  the  polyphase  mot 
which  requires  three  or  more  wires  from  the  g< 
erator.  The  most  common  form  of  polyphi 
motor  is  the  induction  motor.  This  motor  1 
been  applied  to  railway  service  in  several  n 
ways  in  Europe,  though  its  applications 
America  have  been  entirely  insignificant 

The  Inductor  Motor— The  induotion  motor 
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extremely  simple  in  its  mechanical  construction. 
It  consists  of  two  elements,  one  of  which  is  con- 
nected to  the  supply  circuit  and  receives  current 
in  its  windings.    The  current  in  the  winding  of 
the  other  element  is  induced  from  the  current  in 
the  primary  in  the  same  way  as  currents  are  in- 
duced in  the  secondary  coil  of  a  transformer. 
When  the  machine  is  running  the  coils  on  the 
secondary    element    are    completely   closed   and 
there    is    no    electrical     connection    with     the 
supply   circuit.    The    primary   winding   is    usu- 
ally on  the  outside  and  stationary,  w^hile  the  sec- 
ondary element  revolves.    The  speed  of  a  motor 
of  the  type  used  for  traction  is  varied  by  means 
of  variable  resistances  in  the  secondary  circuits. 
These  resistances  are  placed  outside  of  the  motor 
and  the  leads  from  the  motor  to  the  resistances 
taken  off  by  means  of  slip  rings  and  brushes,  the 
slip  rings  being  connected  to  the  windings.    The 
induction   motor   therefore  has    a   very   simple 
construction  which  is  quite  desirable  in  railway 
operation.    The  great  difficulty  in  the  application 
of  the  induction  motor  to  traction  purposes  is  that 
it  is  inherently  a  constant  speed  motor,  tending 
to  run  at  a  certain  definite  speed,  depending  on 
the  frequency  of  the  supply  current  and  on  the 
number  of  poles  on  the  motor.    At  no  load  the 
si)eed  of  the  motor  is  practically  this  '  *  synchron- 
ous'' speed.    As  the  motor  is  loaded  the  speed 
falls  oflf  more  or  less  rapidly,  depending  on  the 
design  of  the  motor.    The  amount  of  this  slow- 
ing down,  or  the  *'slip"  of  the  motor,  depends 
chiefly  on  the  resistance  of  the  secondary,  so  that 
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a  variable  speed  induction  motor  may  be  made  ,1 
inserting  resistance  in  the  secondary  circni 
The  maximum  possible  efBcieney  of  the  motor 
any  speed  is  the  ratio  of  actual  speed  to  sy 
chronous  speed,  so  that  at  low  speeds  the  e\ 
eiency  of  an  induction  motor  must  be  very  lo 
At  two  thirds  speed  for  instance,  the  effieien 
cannot  esceed  sixty-six  per  cent.  Moreover,  t 
current  and  electro-motive-force  are  not  in  pha: 
(that  is,  their  maximum  values  do  not  occur 
the  same  instant,)  but  the  current  lags  behind  t 
eleetro-motive-force,  and  the  true  energy  deli 
ered  to  the  motor  is  less  than  the  product 
amperes  and  volts.  This  renders  the  appare 
efficiency  less  than  the  true  efficiency  and  caus 
a  greater  current  and  heavier  losses  in  the  li 
for  a  given'  output  than  would  be  indicated  by  t 
true  efficiency.  It  is  therefore  obvious  that  t 
motor  is  not  as  it  stands  adapted  to  running 
low  speeds  as  is  required  if  it  is  to  be  frequent 
started. 

In  order  to  partially  overcome  these  difficult] 
an  arrangement  of  induction  motors  is  employ 
in  which  two  motors  are  used  and  the  control 
connections  are  arranged  so  that, 

(1)  The  secondary ,  circuit  of  one  motor  st 
plies  current  to  the  primary  circuit  of  the  oth 
the  secondary  circuit  of  the  second  motor  bei 
placed  across  resistances. 

(2)  The  resistances  in  the  secondary  of  t 
second  motor  are  then  cut  out  by  short  circniti 
the  wires  from  the  motor. 

(3)  The  two  motors   are   then   connected 
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parallel  on  the  line  or  one  motor  is  on  the  line 
and  the  other  is  idle,  and  resistance  is  placed  in 
the  secondary  circuit. 

(4)  The  secondary  resistance  is  then  cut  out. 

The  peculiarity  about  the  series  or  tandem 
connection  is  that  the  synchronous  speed  of  the 
combined  set  is  reduced  to  one  half  without  ma- 
terial change  in  the  motor  efficiency.  This  gives 
very  similar  conditions  to  the  ' '  series-paralleP  * 
control  of  direct  current  series  motors,  the  tan- 
dem connection  being  analogous  to  the  series  con- 
nection of  direct  current  motors.  Speeds  lower 
than  half  speed  are  given  by  inserting  resistance 
in  the  primary  of  the  second  motor  on  tandem 
connection,  and  speeds  between  half  speed  and 
full  speed  are  given  by  inserting  resistance  in  the 
secondaries  of  the  two  motors  connected  in  paral- 
lel. In  many  cases  instead  of  throwing  the  two 
motors  in  parallel  for  high  speed,  it  is  found 
much  simpler  to  throw  one  motor  out  of  action 
and  use  the  other  alone.  In  this  case  one  of  the 
pair  of  motors  is  wound  for,  say  3,000  volts  on 
the  primary  and  350  volts  on  the  secondary  and 
the  other  for  350  volts  on  both  primary  and 
secondary.  This  enables  one  rheostat  to  be  used 
Cor  insertion  in  the  secondary  of  either  the  first 
or  the  second  motor  and  matters  are  very  much 
simplified. 

The  generation  and  distribution  are  carried 
out  in  much  the  same  way  as  with  single-phase 
systems,  two  trolley  wires  being  used  instead  of 
one  and  the  rail  being  used  as  the  third  con- 
ductor. 


CHAPTER  X. 

PRACTICAL  EXAMPLES. 

The  range  of  -work  which  is  being  done  by  1 
electric  motor  in  street  railway  service  and  1 
yond  the  limits  of  ordinary  street  railway  traf 
is  very  great,  as  is  also  the  variety  of  eonditic 
which  present  themselves.  At  first,  two  fifte 
horse-power  motors  constitnted  the  standa 
equipment  of  an  electric  car.  Motor  equipmei 
of  ten  to  twenty  times  that  capacity  have  sii 
been  used. 

The  extent  of  the  development  which  has  tali 
place  is  illustrated  by  statistics  of  electric  ri 
ways  in  the  United  States  taken  from  a  oens 
bulletin.  Table  1  is  of  particular  interest  in  sho 
ing  the  decrease  and  practical  disappearance 
other  kinds  of  motive  power,  although  the  to 
mileage  and  the  length  of  individual  roads  1: 
enonnously  increased. 

Table  I. — Number  op  Coupanies  and  Mit:E8  of  Single  Tsi 
Obouped  Accobdinq  to  Motive  Poweb,  1890  asd  1902. 


Per  Cento 


Cliaraotarof 


if    'h  11    4i 

li     Hi  ■  it    iil 


United    States....   849    '22,589.47  701     8,123.02       11.6  11 

Electric    747    '21,920.07  120     1,201.97     492.9  1,65 

Animal   67          259.10  506     5.601.44      '80.8  *i 

Cable    26         240.69  55       488.31     '52.7  'E 

Steam    9         169.61  74       711.30     '87.8  "t 

'Includes  12.48  miles  of  track  duplicated  In  reports  Of  • 
ferent  companies. 

'Includes  6.00  miles  operated  by  compreseed  air. 

'Decrease. 
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fable  IL — Single  Track  Mileage  and  Per  Cent  Which  Each 

0 

Class  is  op  Total,  1902. 

Single-track  Per  cent 

Class  of  Track                                              mileage  of  total 

Total ^22,589.47  100.0 

First  main  track 16,651.58  Ts!? 

Second  main  track : 5,030.36  22.3 

Sidings  and  turnouts 907.53  4.0 

Overhead  trolley   21,302.57  94.3 

Other  electric  power 611.44  2.7 

Compressed  air  6.06  (*) 

Animal    259.10  1.1 

Cable  240.69  1.1 

Steam   169.61  .8 

Located  within  city  limits »13,208.24  65.8 

Located  outside  city  limits "6,855.58  34.2 

^Includes  12.48  miles  of  track  duplicated  in  reports  of  dif- 
ferent companies. 

^i€88  than  one-tenth  of  one  per  cent. 
'Exclusive  of  the  mileage  of  Massachusetts. 


Table  III. — Companies  Grouped  According  to  Length  op  Lins:. 

> 1902 » 1890 • 

Number  of        Length     Number  of      Lenf^h 
companies        of  Line      companies      of  Line 

Total    '817         16,651.58        ^691       »5,119.53 

Tnder  10  miles 394  1,957.16  557  2,804.49 

lO.to  20  miles 219  3,148.94  99  1,353.42 

Orer  20  to  30  miles 76  1,878.54  16  400.39 

Orer  30  to  40  miles 34  1,197.83  7  251.74 

Orer  40  to  50  miles 25  1,117.05  4  178.04 

Over  50  to  60  miles 16  892.86  2  101.57 

Orer  60  to  70  miles 12  785.22  2  130.33 

Orer  70  to  80  miles 7  532.46  1  76.48 

0?er  80  to  90  miles 6  515.30  1  84.42 

Over  90  to  100  miles 3  277.12                           

Orer  100  miles 25  4.349.10  2  238.65 

H)perating  companies. 

delusive  of  15  lessor  companies. 

'Ezdosiye  of  663.94  miles  estimated  in  1890. 


*  ' ' 


'      II  I 
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Table  No.  1  is  significant  in  several  particulars. 
In  the  12  years  from  1890  to  1902  the  miles  of 
single  track  in  street  and  electric  railways  in- 
creased nearly  three-fold.  The  miles  of  track 
nnder  electric  power  increased  over  sixteen-fold. 
while  the  mileage  under  animal  power  decreased 
to  about  l/20th  of  what  it  was  in  1890.  The  con- 
trast would  have  been  much  more  marked  had  the 
comparison  covered  15  instead  of  12  years  as  the 
use  of  electric  power  in  1887  was  practically  nil. 
The  cable  roads  show  a  diminution  of  about  50% 
between  1890  and  1902,  while  those  operated  by 
steam  decreased  considerably  more.  The  term 
** street  and  electric  railways"  as  here  used  in- 
cludes all  electric  railways  irrespective  of  their 
length  or  location,  and  all  street  railways  irre- 
spective of  their  motive  power.  The  table  shows 
that  the  number  of  companies  operating  is  but 
slightly  greater  in  1902  than  it  was  in  1890. 
Although  many  new  companies  have  been  formed 
there  have  been  consolidations  of  smaller  com- 
panies into  large  ones.  In  street  railway  lines 
electric  traction  has  made  advantageous  the  op- 
eration of  larger  systems  in  a  way  which  was  not 
practicable  with  animal  power. 

Table  No.  2  is  of  particular  interest  as  show- 
ing the  percentage  of  the  total  mileage  operated 
by  different  kinds  of  power.  The  overhead  trol- 
ley represents  over  94%  and  other  electric  power 
including  underground  conduits  and  thu-d  rail 
conductors  adds  nearly  3%  more  making  a  grand 
total  of  97%.  Animal,  cable  and  steam  are  now 
reduced  to  about  1%  each.     Relatively  little  of 
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the  traction  of  this  class  was  outside  of  city  limits 
in  1890  whereas  over  a  third  is  outside  of  the 
dty  limits  in  1902  which  indicates  the  large  ex- 
tent of  suburban  and  interurban  development 
brought  about  by  the  electric  motor. 

Table  No.  3  is  significant  in  indicating  the  great 
increase  in  the  length  of  track  operated  by  in- 
dividual companies.  In  1890  about  80%  of  the 
railway  companies  operating  lines  were  less  than 
10  miles  in  length.  In  1902  less  than  half  oper- 
ated lines  under  10  miles  in  length.  At  the 
earlier  date  there  were  but  8  companies  oper- 
ating more  than  50  miles  of  track  whereas  in 
1902  there  were  69  companies  operating  roads 
greater  than  50  miles  in  length. 

Brief  reference  will  be  made  to  a  few  roads 
which  illustrate  different  classes  of  electrical 
service. 

Aurora,    Elgin    and    Chicago    Railway— T^is 
road,  which  was  built  essentially  for  high  speed 
suburban  service,  is  a  noteworthy  one.       It  is 
built  on  a  private  right-of-way,  so  as  to  be  avail- 
able for  very  rapid  service.    The  main  generating 
station,,  which  is  at  Elgin  generates  current  at 
2,300  volts,  raises  this  by  means  of  transformers 
to  26,000  volts  for  transmission,  and  feeds  six 
sub-stations  along  the  line.    At  each  of  these  sub- 
stations  are  lowering  transformers   and   rotary 
converters  to  obtain  a  voltage  of  500  volts  for 
the  motors.     The  distribution  is  by  means  of  a 
third  rail  placed  alongside  the  track,  current  be- 
ing collected  by  means  of  cast-iron  shoes  sliding 
on  it.    The  length  of  the  line  is  about  82  miles. 
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nearly  one  half  of  which  is  do-uble  track.  T\n 
main  line  runs  from  Chicago  to  Aurora  and  then 
are  two  branches,  one  to  Elgin  and  the  other  tc 
Batavia.  The  cars  weigh  abont  37  tons,  are 
about  47  feet  long.  They  are  equipped  witi 
four  125  H.  P.  motors  and  are  operated  by  a 
multiple  control  system.  The  third  rail  is  oi 
standard  T-shape,  100  pounds  per  yard,  in  33 
foot  lengths.  The  running  rails  are  standard  T. 
80  pounds  per  yard.  The  third  rail  supports  are 
of  east  iron  in  two  parts,  with  a  ring  of  insulating 
material  between  them.  At  crossings  where  the 
third  rail  is  interrupted,  a  short  length  of  trolley 
wire  is  put  up  from  which  current  for  the  ear 
lights  is  collected  by  means  of  small  trolley 
wheels.  The  ear  is  carried  over  these  gaps  in 
the  third  rail  by  its  own  momentum.  AAHiere  the 
high  tension  line  is  carried  nnder  telephone  wires 
guard  wires  are  placed  over  it  to  prevent  trouble 
from  the  telephone  wires  falling  on  the  trans- 
mission wires. 

This  line  is  an  excellent  example  of  the  appli- 
cation of  electricity  to  the  operation  of  suburban 
service,  as  it  connects  a  number  of  minor  towns 
to  the  great  city  to  whicli  they  are  tributary.  A 
frequent  service  on  a  regular  schedule  with  nu- 
merous flag  stations  facilitates  increase  of  travel. 
The  multiple  unit  system  of  train  operation  by 
means  of  which  each  car  may  carr>'  its  own  mo- 
tive power,  enables  the  motor  capacity  to  be 
proportioned  to  the  length  of  train  and  permits 
the  breaking  up  of  trains  at  branch  points  as 
each  car  or  section  of  the  train  has  its  own  motor 
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equipment  it  may  readily  proceed  to  its  proper 
destination.  These  conditions,  so  desirable  in 
suburban  service,  are  obviously  not  attainable 
by  the  steam  locomotive. 

Union  Traction  Company  of  Indiana— This 
Company  operates  an  interurban  system  connect- 
ing tiie  cities  of  Indianapolis,  Anderson,  Muncie, 
Elwood,  Alexandria  and  Marion,  making  in  all 
97  miles  of  track.  Besides  this  the  Company  op- 
erates a  system  of  lines  in  the  various  cities  and 
towns  with  56  miles  of  track.  The  maximum 
speed  made  by  the  cars  is  about  60  miles  per 
hour  and  speeds  of  40  and  50  miles  an  hour 
between  stations  are  common.  The  cars  used  are 
52  feet  6  inches  long,  over  all,  and  weigh  with 
motors  about  32  tons.  There  are  two  150  H.  P. 
motors  on  the  front  truck  of  each  car. 

The  tension  of  the  alternating  current  trans- 
mission lines  is  16,000  volts,   generated  in  the 
main  power  station  at  Anderson.    The  voltage  of 
the  generators  in  the  power  station  is  400,  this 
being  raised  by  means  of  transformers  to  about 
16,000  volts  for  transmission.     There  are  eight 
rotary  converter  sub-stations  along  the  line  sup- 
plying direct  current  at  550  volts  to  the  trolley 
wire.    Three  of  these  have  two  250  K.  W.  rotary 
(converters  and  a  16  K.  W.  differentially  wound 
battery  booster.    The  five  other  sub-stations  have 
one  rotary  converter  each  and  a  small  booster. 
For  use  in  case  of  breakdowns  in  the  sub-stations, 
a  portable  sub-station  is  kept  consisting  of  step- 
down  transformers  and  a  250  K.  W.  converter 
momited  in  a  box  car.    In  each  of  the  sub-stations 


118  BLECTBIC  RAILWAYS. 

there  is  a  track  in  one  end  of  the  converter  roor 
into  which  this  car  can  be  run.  This  sub-statio 
outfit  takes  the  place  of  spare  converter  sets  1 
all  of  the  sub-stations,  as  it  can  be  used  in  an 
of  them.  The  cars  are  operated  at  intervals  o 
one  hour,  and  ruake  regular  stops  at  the  varion 
towns  along  the  line,  as  well  as  at  certain  fla, 
stops.  The  ran  of  56  miles  from  Muncie  to  Ir 
dianapolis  is  made  in  two  and  one  half  hours  b; 
the  ordinary  trains,  but  express  trains  are  als 
run  which  make  only  one  stop  and  complete  th 
run  in  two  hours. 

This  electric  railway  system  is  typical  of  tb 
net  work  of  electric  railways  which  are  rapid! 
spreading  over  the  more  prosperous  and  th 
more  populous  sections  of  the  country.  The  coe 
venience  of  frequent  service  and  the  economy  1; 
operation  of  individual  cars  or  short  trains  ar 
the  underlying  elements  which  are  producing  tb 
development  of  this  new  field  in  passenger  trans 
portation.  The  cross-country  electric  railway 
enable  one  to  travel  between  distant  cities  witl 
but  few  changes  and  in  some  cases  through  set 
vice  with  sleeping  cars  has  been  established. 

The  Manhattan  Elevated  Railway — This  rail 
way  is  at  present  the  largest  and  busiest  of  it 
kind,  and  has  many  noteworthy  eharacteristicE 
Foremost  among  these  is  the  fact  that  the  elec 
trical  system  was  installed  to  replace  a  most  sue 
cessful  and  prosperous  steam  service.  The  chang 
was  made  with  a  view  to  elimination  of  sucl 
troubles  as  dirt,  steam,  smoke,  etc.,  and  also  t 
make  a  quicker  service  possible  by  the  use  of  : 


PRACTICAL  EXAMPLES.  119 

more  rapid  acceleration  and  more  powerful  brak- 
ing.   The  distribution  system  used  is  alternating 
current-direct  current,  with  the  power  station  on 
the  East  "River,  at  about  the  center  of  the  system. 
There  are  eight  sub-stations  located-  at  various 
points  in  the  system.    Eight  5,000  K.  W.  three- 
phase  alternators  built  by  the  Westinghouse  Elee- 
iric  &  Mfg.  Company  are  driven  by  AUis  com- 
bmed  vertical  and  horizontal  cross  compound  en- 
gines at  a  speed  of  75  revolutions  per  minute. 
The  immense  size  of  these  units  may  be  grasped 
if  it  is  noted  that  the  diameter  of  the  rotating 
field  of  the  alternators  is  32  feet  and  their  total 
height  42  feet.    The  voltage  of  the  generators  is 
11,000  and  current  is  distributed  to  the  sub-sta- 
tions at  this  voltage.       At  the  sub-stations  the 
voltage  is  reduced  by  means  of  transformers  and 
supplied   to   the   converters.      These    converters 
which  have  each  a  capacity  of  1,500  K.  W.  con- 
tinuous load,  deliver  direct-current  to  the  system 
at  550  volts.     Current  is  collected  by  the  cars 
from  a   third  rail  placed   outside  the   running 
rails,  which  latter  are  used  as  a  return.     The 
collecting  shoes  on  the  cars  are  of  cast  iron, 
sliding  on  the  third  rail.    The  standard  length  of 
train  used  is  six  cars,  and,  of  these,  four  are  pro- 
vided with  motors.     The  cars  are  47  feet  long, 
and  the  weight  of  the  motor  car  with  complete 
equipment  is  about  52,000  lbs.     There  are  two 
125  H.  P.  motors  on  each  car,  both  mounted  on 
the  same  truck.    The  trailer  cars  are  of  the  same 
size,  but  are,  of  course,  much  lighter.    The  total 
power  of  a  train  is  thus  1,000  H.  P.  and  this 
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allows  of  very  rapid  acceleration  to  a  high  speed, 
as  is  necessary  on  a  line  where  the  stations  are 
close  together  and  the  traffic  is  very  large.  A 
mnltiple  control  system  is  used  which  gives  ad- 
mirable control  of  the  motion  of  the  train.  The 
electrical  operation  of  this  line  has  been  very 
Buceessful,  fulfilling  all  expectations. 

Valtellina  Three-Phase  Railway— Th\&  railway 
in  Northern  Italy  is  one  which  was  formerly 
operated  by  steam  and  is  kaown  as  the  Leceo- 
Sondrio  and  Chiavenna  line.  It  is  notable  in 
being  the  most  extensive  application  of  alternat- 
ing current  induction  motors  to  railway  service. 
"Hie  large  number  of  tunnels,  the  high  winds  and 
floods  in  the  early  part  of  the  year  and  the 
length  of  line  which  is  about  72  miles  introduced 
special  or  unusual  conditions.  Water  power  is 
used,  the  power  house  being  at  Morbegno,  not  far 
from  the  center  of  the  system.  There  are  2,000 
H.  P.  alternators,  supplying  three-phase  currents 
at  20,000  volts,  direct  connected  to  turbines  work- 
ing under  a  head  of  about  90  feet.  There  are  nine 
transformer  suVstations  equipped  with  the  nec- 
essary lowering  transformers,  switching  devices, 
lightning  arresters,  transformer  cooling  air  fans, 
etc  These  sub-stations  furnish  three-phase  cur- 
rents at  3,000  volts  to  the  various  sections  of  the 
trolley  line.  There  are  two  overhead  trolley- 
wires  8  millimeters  in  diameter,  with  the  track  as 
the  third  conductor.  The  high  tension  line  wire 
which  is  of  copper  is  7  millimeters  in  diameter. 
Where  tunnels  intervene  the  high  tension  line  is 
carried  over  the  hillside.    Passenger  and  freight 
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traffic  are  operated  independently.  The  passenger 
locomotives  which  are  motor  cars,  are  equipped 
with  main  motors  operated  in  parallel,  repre- 
senting, in  all,  about  300  H.  P.  Each  motor  car 
is  provided  with  a  double  trolley.  In  connection 
with  each  of  these  main  motors  is  an  auxiliary 
motor,  having  both  primary  and  secondary  wound 
for  300  volts.  This  motor  is  in  use  only  when 
the  train  is  running  under  half  speed,  correspond- 
ing to  the  series  position  in  the  series  parallel 
<?ontrol  of  direct  current  motors.  For  starting 
and  for  running  at  speeds  below  half  speed,  the 
secondary  of  a  main  motor  is  connected  to  the 
windings  of  the  rotating  part  of  the  auxiliary  mo- 
tor, and  the  stationary  circuits  of  this  latter  are 
completed  through  a  water  resistance.  At  the 
full  ** tandem"  position  the  water  resistance  is 
all  cut  out,  short  circuiting  the  stationary  wind- 
ings of  the  auxiliary  motor.  Between  half  speed 
and  full  speed  the  auxiliary  motors  are  inopera- 
tive, the  secondary  circuits  of ,  the  main  motors 
being  completed  through  water  resistances.  At 
the  full  speed  position,  the  water  resistances  are 
again  all  cut  out,  short  circuiting  the  secondary 
windings  of  the  main  motors.  To  assist  in  brak- 
ing from  full  speed  to  half  speed,  the  motors 
are  connected  in  tandem.  When  this  is  done,  the 
motors  as  they  are  running  at  a  speed  higher  than 
that  of  synchronism,  act  as  generators  and  return 
power  to  the  line.  Air  brakes  are  used  for  brak- 
ing from  half  speed  to  a  stop,  these  being  sup- 
plied with  compressed  air  from  a  small  pump 
driven  by  an  induction  motor.     This  motor  is 


122  ELECTRIC  RAILWAYS. 

driven  by  current  froiji  a  small  step-down  three- 
phase  transformer,  stepping  down  to  100  volts. 
This  transformer  also  operates  the  car  lamps, 
which  are  three-phase,  i.  e.,  have  a  filament  con- 
sisting of  three  arms  connected  in  star.  These 
lamps  are  necessary  to  reduce  the  fluctuation  in 
brightness  due  to  the  low  frequency  of  the  cur- 
rent. Compressed  air  is  also  used  for  the  high 
tension  switches  and  for  lowering  the  trolley 
poles.  The  high  tension  line  switches  on  the  car 
are  in  locked  east  iron  pillars,  and,  as  a  safety 
device,  the  keys  of  these  pillars  are  attached  to 
the  trolley  poles  in  such  a  way  that  they  cannot 
he  detached  without  lowering  the  poles. 

The  electrical  operation  of  the  passenger  and 
freight  service  of  a  standard  railway  which  had 
a  previons  record  of  operation  by  ordinary  loco- 
motives gives  an  exceptional  opportunity  for  se- 
curing comparative  data.  The  economies  which 
are  reported  to  have  been  effected  by  the  new 
Methods  constitute  an  important  object  lesson  to 
railway  managers. 


CHAPTER  XI. 

ELECTKIC    TRACTION    FOR   GENERAL   RAILWAY 

PURPOSES. 

The  application  of  electricity  to  general  service 
under  existing  conditions  gives  rise  to  a  number 
of  important  inquiries.  Is  it  practicable?  If  it 
is  practicable,  what  are  the  advantages  that  make 
it  desirable  f  What  the  requirements  and '  forms 
of  apparatus  and  methods  of  operation  ?  If  it  is 
feasible,  is  it  economical? 

There  is  no  question  as  to  the  possibility  of 
generating  electric  energy  in  any  quantity,  of 
transmitting  it  and  supplying  it  to  electric  motors 
in  capacities  much  greater  than  those  for  which 
steam  locomotives  have  ever  been  built.  There 
is  no  doubt  as  to  the  ability  of  an  electric  system 
to  perform  the  duties  of  a  steam  locomotive,  and 
there  are  numerous  points  of  advantage  possessed 
by  the  electrical  system.  The  steam  locomotive 
performs  several  fairly  distinct  classes  of  service : 
namely,  passenger.  trafl5c,  both  suburban  and 
through,  and  freight  traffic.  There  are  also 
special  and  peculiar  conditions  to  be  met,  such 
as  those  in  tunnels,  cities  and  on  heavy  grades. 
Hie  application  of  electricity  to  these  different 
requirements  may  be  separately  considered. 

Local  Passenger  Service.—ljocal  or  suburban 
passenger  trains  in  general  run  for  comparatively 
short  distances,  the  trains  are  small  and  the 
schedule  provides  trains  at  frequent   intervals, 
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allows  of  very  rapid  acceleration  to  a  high  speed 
as  is  necessary  on  a  line  where  the  stations  art 
close  together  and  the  traffic  is  verj-  large.  A 
multiple  cO'ntrol  system  is  used  which  gives  ad- 
mirable control  of  the  motion  of  the  train.  Th( 
electrical  operation  of  this  line  has  been  verj 
successful,  fulfilling  all  expectations. 

ValtelUna  Three-Phase  Railivay—This  railwaj 
in  Northern  Italy  is  one  which  was  formerlj 
operated  by  steam  and  is  known  as  the  Lecco- 
Sondrio  and  Chiavenna  line.  It  is  notable  ii 
being  the  most  extensive  application  of  alternat 
ing  current  induction  motors  to  railway  service 
The  large  number  of  tunnels,  the  high  winds  anc 
floods  in  the  early  part  of  the  year  and  th( 
length  of  line  which  is  about  72  miles  introdueec 
special  or  unusual  conditions.  Water  power  is 
used,. the  power  house  being  at  Morbegno,  not  fai 
from  the  center  of  the  system.  There  are  2,00( 
H.  P.  alternators,  supplying  three-phase  currents 
at  20,000  volts,  direct  connected  to  turbines  work- 
ing under  a  head  of  about  90  feet.  There  are  nin* 
transformer  sub-stations  equipped  with  the  nee 
essary  lowering  transformers,  switching  devices 
lightning  arresters,  transformer  cooling  air  fans, 
etc.  These  sub-statjons  furnish  three-phase  cur- 
rents at  3,000  volts  to  the  various  sections  of  the 
trolley  line.  There  are  two  overhead  trolley 
wires  8  millimeters  in  diameter,  with  the  track  aE 
the  third  conductor.  The  high  tension  line  wire 
which  is  of  copper  is  7  millimeters  in  diameter. 
AVhere  tunnels  intervene  the  high  tension  line  ig 
carried  over  the  hillside.    Passenger  and  freighl 
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traffic  are  operated  independently.  The  passenger 
locomotives  which  are  motor  cars,  are  equipped 
with  main  motors  operated  in  parallel,  repre- 
senting, in  all,  about  300  H.  P.  Each  motor  car 
is  provided  with  a  double  trolley.  In  connection 
with  each  of  these  main  motors  is  an  auxiliary 
motor,  having  both  primary  and  secondary  wound 
for  300  volts.  This  motor  is  in  use  only  when 
the  train  is  running  under  half  speed,  correspond- 
ing to  the  series  position  in  the  series  parallel 
control  of  direct  current  motors.  For  starting 
and  for  running  at  speeds  below  half  speed,  the 
secondary  of  a  main  motor  is  connected  to  the 
windings  of  the  rotating  part  of  the  auxiliary  mo- 
tor, and  the  stationary  circuits  of  this  latter  are 
completed  through  a  water  resistance.  At  the 
full  ** tandem"  position  the  water  resistance  is 
all  cut  out,  short  circuiting  the  stationary  wind- 
ings of  the  auLxiliary  motor.  Between  half  speed 
and  full  speed  the  auxiliary  motors  are  inopera- 
tive, the  secondary  circuits  of. the  main  motors 
being  completed  through  water  resistances.  At 
the  full  speed  position,  the  water  resistances  are 
again  all  cut  out,  short  circuiting  the  secondary 
windings  of  the  main  motors.  To  assist  in  brak- 
ing from  full  speed  to  half  speed,  the  motors 
are  connected  in  tandem.  When  this  is  done,  the 
motors  as  they  are  running  at  a  speed  higher  than 
that  of  synchronism,  act  as  generators  and  return 
power  to  the  line.  Air  brakes  are  used  for  brak- 
ing from  half  speed  to  a  stop,  these  being  sup- 
plied with  compressed  air  from  a  small  pump 
driven  by  an  induction  motor.     This  motor  is 
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for  heavy  service  it  is  a  problem  to  what  ext< 
power  will  be  snpplied  to  trains  as  at  present,  i. 
by  locomotives  at  the  head  of  the  train,  and  h 
far  the  method  of  placing  motors  on  the  diffen 
cars  of  the  train  will  be  found  advisable.  E 
many  reasons  it  would  be  preferable  to  adopt  1 
second  plan,  following  the  practice  in  most  c 
vated,  underground  and  interurban  railwE 
which  operate  trains  of  heavy  cars. 


Truck,  Baltimore  &  Oblo  R.  R. 

The  advantages  of  electric  traction  for  expr< 
service  aside  from  the  question  of  cost  are  i 
radical.  There  is  an  absence  of  dirt  and  smoi 
which  are  especially  objectionable  in  cities  a 
tunnels  and  are  great  annoyances  in  the  sumn 
season.  The  changes  in  the  present  method 
operating  steam  roads,  which  would  be  most  fi 
orable  for  electrical  operation,  are  those  whi 
tend  to  preserve  a  uniform  load  distributed  alo 
the  line,  thus  placing  a  uniform  average  lo 
upon  the  power  station.  Another  change  fn 
present  methods  of  running  steam  roads  wh! 
may  give  electricity  an  advantage  is  in  hi 
speed.  The  absence  of  reciprocating  parts  in  1 
electric  motor,  the  uniformity  of  its  torque  a 
the  large  horse-power  for  which  it  is  capable 
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being  built  may  give  the  electric  locomotive  a 
marked  advantage  over  the  steam  locomotive  for 
special  high-speed  service. 

It  may  be  noted  that  in  street  railways  the 
adoption  of  electricity  on  car  lines  was  begun  by 
using  as  much  of  the  old  material  as  could  be 
utilized  without  the  modifications  necessary  for 
the  new  conditions  which  the  electric  motor 
brought  with  it.  The  electric  car  and  electric 
railway  track  have  been  evolved  by  many  succes- 
sive steps  from  the  old  street  railway  apparatus. 
In  the  steam  railway  this  experience  will  not,  it 
is  probable,  be  lost  sight  of.  The  ordinary  ten- 
dency is  to  make  the  fewest  changes  possible  in 
methods,  material  and  equipment,  although  the  re- 
sult may  be  unsuitable  under  the  new  conditions. 

Freight  Service.— The  requirements  for  freight 
service  involve  most  of  the  elements  found  in 
through  passeAger  service  which  are  unfavorable 
for  electric  traction.  The  tendency  in  railway 
operation  is  toward  heavier  trains,  even  when 
this  involves  the  necessity  of  heavier  track, 
stronger  bridges  and  more  expensive  rolling 
stock.  The  frequent  trains  which,  to  a  certain 
extent,  are  desirable  in  passenger  service  and 
more  favorable  to  electric  traction  and  very  high 
speeds,  which  may  make  electric  traction  advan- 
tageous, are  not  generally  required  in  the  freight 
service. 

Special  Conditions.— 'Electricity  offers  many 
advantages  for  the  operation  of  railroads  under 
special  conditions,  such  as  in  tunnels,  in  cities 
and  towns   where   smoke  is  to  be   avoided,   on 
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CHAPTER  Xin. 

PRESENT    AND    FUTURE    OF    EI*ECTRIC    TRACTION. 

History.— The  history  of  practical  electric  trac- 
tion is  short.  The  idea  of  operating  moving  cars 
by  electricity  dates  back  a  number  of  years.  The 
electric  motor  may  probably  be  dated  from  the 
invention  of  the  Barlow  wheel  in  1826.  Within 
the  next  ten  or  fifteen  years  several  inventors 
worked  on  the  application  of  the  motor  to  the 
movement  of  a  car,  notably  among  them  being 
Thomas  Davenport,  of  Brandon,  Vermont,  who 
constructed  a  small  car  which  carried  batteries 
for  operating  the  little  motor  which  drove  the 
car  around  a  circular  electric  road.  Cars  which 
would  carry  passengers  were  constructed  later, 
driven  by  batteries.  It  was  soon  found  that; 
however  possible  it  might  be  to  construct  motors, 
the  cost  of  batteries  for  operating  them  pro- 
hibited any  commercial  application.  A  new 
impetus  was  given  to  electrical  apparatus  upon 
the  invention  and  development  of  the  dynamo. 
Electric  lights,  both  arc  and  incandescent,  were 
well  known  in  principle  many  years  ago,  but 
awaited  practical  development  and  useful  appli- 
cation until  the  dynamo,  a  cheap  source  of  elec- 
tric energy,  became  available.  The  first  electric 
railway  was  operated  by  Siemens  and  Halske,  at 
the  Industrial  Exposition  in  Berlin,  in  1879.    A 
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minals  in  New  York  City  of  the  Pennsylvan 
and  the  New  York  Central  systems. 

The  Pennsylvania  Railroad  is  construeting 
tunnel  from  New  Jersey  under  the  Hudson  Rivt 
Manhattan  Island  and  the  East  Biver  to  Loi 
Island.  The  terminal  station  in  New  York  Ci 
will  receive  the  trains  from  the  west  and  t 
trains  of  the  Long  Island  Railroad  from  tl 
east,  a  heavy  service  which  woul^  be  out  of  tl 
question  with  steam  locomotives.  The  disagre 
able  and  dangerous  smoke-laden  tunnel  of  t 
New  York  Central  Railroad  extending  nor 
from  its  Grand  Central  Station  in  New  Yo: 
City  is  to  be  replaced  by  new  tunnels  with  elt 
trie  locomotives.  A  station  for  steam  locom 
tives  must,  perforce,  be  free  and  open  for  ven 
lation.  The  tracks  for  an  electric  road  may  1 
well  beneath  the  surface  and  it  is  even  pr 
posed  in  the  new  Grand  Central  Station  to  ha' 
all  tracks  beneath  the  surface  and  the  suburb: 
terminal  tracks  underneath  those  for  throuj 
service.  The  electric  locomotive  therefore  affon 
the  means  of  a  most  elegant  solution  of  the  te 
minal  problem— a  problem  which  in  some  cas 
is  well  nigh  insoluble  with  the  smoke  of  tl 
steam  locomotive. 

High  Speed  Tests  in  Germany. — In  the  pa 
few  years  some  very  remarkable  experimen 
have  been  conducted  in  Germany  with  speei 
electric  ears.  The  principal  object  of  these  tea 
was  to  find  how  high  a  speed  it  was  possible 
obtain  with  safety.  Cars  were  designed  and  bu: 
by  two  large  electrical  manufacturing  compa 
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ies  in   Germany.     The   tests  were   aided  finan* 
dally  by  the  German  Government,  which  also 
allowed  free  use  of  a  length  of  railroad  extending 
from  Marienf  elde  to  Zossen,  near  Berlin.    In  most 
of  the  tests  a  tension  of  10,000  volts  was  used 
(Ml  the  trolley,  being  transformed  to  a  lower  value 
by  means  of  transformers  on  the  ears.     Three 
trolley  wires  were  used,  suspended  at  the  side  of 
the  track,  one  above  another.    The  three  trolley 
arms    swung    on    vertical    axes,    were    pressed 
against  the  trolley  wires  by  means  of  springs. 
The  motors  used  were  three-phase  induction  mo- 
tors controlled  by  means  of  rheostats  in  their 
secondary  circuits.    Four  motors  were  generally 
used  on  each  car,  each  having  a  capacity  of  250 
BLP.    Inside  the  car  were  the  controlling  and 
braking  mechanisms  and  tables  with  the  various 
instruments  used  in  the  tests.    There  was  a  very 
complete  set  of  instruments,  including  those  for 
ineasuring  the  motor  input,  the  motor  torque, 
the  train  acceleration,  the  train  speed,  the  wind 
resistance,  etc.    In  the  early  experiments  it  was 
found  that  a  speed  of  about  93  miles  per  hour 
was  the  maximum  that  could  be  reached  with  the 
existing  rails  and  road-bed.     These  rails  had  a 
weight  of  about  66  lbs.  per  yard.    As  this  diffi- 
culty with  the  road-bed  was  the  only  one  which 
prevented  a  higher  speed  being  reached,  new  rails 
weighing  about  82  lbs.  per  yard  were  laid.    The 
ties  were  spaced  at  distances  of  29^/2  inches.    As 
an  additional  safeguard  the  old  rails  were  laid 
on  their  sides,  on  cast  iron  chairs,  inside  the  new 
rails,  with  their  bases  next  them,  allowing  suffi- 
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dent  clearance  for  the  wheel  flanges.  The  wl 
length  of  the  road  was  carefnily  ballasted  v 
small  broken  basalt.  With  this  improved  ro 
bed  it  was  found  that  the  speeds  could  be  con: 
erably  increased  and  a  speed  >  of  131  miles 
hour  was  reached  with  less  vibration  and  ] 
strain  on  the  road-bed  than  was  experienced 
a  speed  of  93  miles  an  hour  on  the  old  road-l 

In  addition  to  the  results  obtained  as  rega 
high  speed  very  valuable  information  was 
tained  as  regards  friction  and  wind  pressure 
different  speeds. 

The  methods  adopted  in  these  tests,  may 
apply  directly  to.  commercial  work,  especially 
accoimt  of  the  high  cost.  The  tests  themgeh 
however,  throw  much  light  on  the  electric  r 
road  problem  and  have  an  important  bear 
upon  the  increased  speed  which  may  be  pra 
cable  with  electric  power. 


CHAPTER  XII. 

RELATIVE  (X)ST  OF  OPEKATION  BY  STEAM  LOCOMOTIVES 

AND  BY  ELECTBICITY. 

The  cost  of  operating  a  railroad  by  steam  loco- 
motives and  electricity  is  practically  the  same  in 
almost  all  items  except  those  belonging  distinctly 
to  the  generation  and  application  of  power.  For 
example,  the  cost  of  road-bed  and  track,  stations, 
terminal  facilities  and  cars  is  practically  the 
same,  while  the  charges  for  maintenance  and 
operating  expenses  are  practically  identical  ex- 
cept in  relation  to  the  power  equipment.  The 
principal  elements  in  which  there  is  a  difference 
between  the  cost  of  electric  traction  and  steam 
traction  may  be  stated  in  brief,  as  follows: 

ELECTRICITY.  STEAM. 

CONSTRUCTION. 

Power      Houses.  —  Building,  Round     Houses. — ^Water     sta- 

power  apparatus,  including  tions,  coaling  stations,  etc. 
dynamos  and  switchboards, 
car  bams. 

Lines. — Overhead  or  third 
rail,  feeder  system,  track 
bonding,  etc. 

Uxxmiotive. — ^Motors,   control-      Locomotive,  tender, 
lers,  ^tc. 

MAINTENANCE. 

Power  plant,  line,  motors,  etc.      Locomotives,  tenders,  etc. 

Greater   wear    on    track   and 
rolling  stock. 

OPERATING  EXPENSES. 

Wages.  —  Train    attendants.      Wages.  —  Train    attendants, 
power     house      attendants,         round  house  men,  water, 
linemen,  etc. 

Coal  or  water  power.  Coal. 

A  comparison  between  the  cost  of  electric  and 
rteam  traction  indicates  very  clearly  their  respec- 
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smali  electric  locomotive  pulled  a  platform 
which  would  carry  eighteen  or  twenty  pers 
at  a  speed  of  about  eight  miles  an  hour.  Dur 
the  succeeding  years  experiments  were  carried 
both  in  Europe  and  America.  The  first  eleei 
system  to  be  actually  operated  in  competit 
with  horses  on  street  railway  lines  was  by  Bt 
ley  &  Knight,  in  July,  1884,  in  Cleveland,  01 
The  road  was  about  two  miles  long.*  In  1^ 
the  Union  Passenger  Railway,  of  Richmond,  A 
ginia,  began  operation  with  electric  motors.  T 
was  the  first  large  road  to  adopt  electricity, 
served  to  overcome  much  of  the  ignorance  i 
prejudice  against  electric  traction,  and  since  t 
time  the  progress  of  the  electric  motor  has  b 
so  great  that  it  is  reasonable  to  suppose  elect 
ity  will  soon  entirely  supersede  old  forms 
street  railways.  The  electric  roads  far  surp 
the  old  horse-ear  roads  in  cities,  and  have,  mc 
over,  extended  their  limits  to  suburbs  and  c 
lying  districts  and  towns  impossible  under 
conditions. 

The  electric  railway  occupies  a  new  field 
tween  that  occupied  by  the  horse  railway  and 
steam  railway.  It  has  grown  into  this  field 
development.  The  steam  railways  which 
adopting  electrical  apparatus  are  doing  so  in 
parts  of  their  traffic  which  come  nearest  the  i 

•In  1S87  a  catalogue  was  Issued,  entitled.  "The  Van  Dei 
System  of  Electric  Rallwaya."  which- gave  a  list  of  Van  Dei 
roads,  sis  In  all,  operating  a  total  of  fourteen  and  tbree-i; 
ters  miles,  and  adds,  "As  the  matter  now  stands  we  have  i 
miles  of  electric  railways  now  In  successful  operation 
all  the  other  electric  railways  In  the  world  combined." 
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field  which  electric  traction  has  made  its  own. 
The  rapid  extension  of  the  motor  in  practical 
lines  is  accompanied  orpreceded  by  rapid  advance 
in  other  lines.  The  dynamo  and  motor  of  early 
days  are  entirely  inadequate  to-day.  The  electric 
systems  used,  the  types  of  apparatus,  the  devel- 
opment and  perfection,  theoretically  and  prac- 
tically, mechanically  and  electrically,  of  the 
dynamo,   the  motor  and  the  controlling  appar- 
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atus,  together  with  improvements  in  boilers  and 
engines  and  track  and  line  construction,  testify 
to  the  amount,  variety  and  excellence  of  the 
engineering  work  which  has  been  put  forth  with 
such  marvelous  results. 

Electrical  Progress. — Electricity  does  not  work 
by  magic ;  it  is  not  ready  at  a  motion  of  a  wiz- 
ard's hand  to  appear  in  new  forms,  to  change 
wild  fancies  and  visionary  schemes  into  actual 
Bsefn!   realities.     Development   has   been   made 
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small  electric  locomotive  pulled  a  platform  ■ 
which  would  carry  eighteen  or  twenty  persi 
at  a  speed  of  about  eight  miles  an  hour.  Dur 
the  succeeding  years  experiments  were  carried 
both  in  Europe  and  America.  The  first  eleei 
system  to  be  actually  operated  in  competit 
with  horses  on  street  railway  lines  was  by  Be 
ley  &  Knight,  in  July,  1884,  in  Cleveland,  01 
The  road  was  about  two  miles  long."  In  1? 
the  Union  Passenger  Railway,  of  Richmond,  \ 
ginia,  began  operation  with  electric  motors.  T 
was  the  first  large  road  to  adopt  electricity, 
served  to  overcome  much  of  the  ignorance  i 
prejudice  against  electric  traction,  and  since  t 
time  the  progress  of  the  electric  motor  has  bi 
so  great  that  it  is  reasonable  to  suppose  electi 
ity  will  soon  entirely  supersede  old  forms 
street  railways.  The  electric  roads  far  surp. 
the  old  horse-car  roads  in  cities,  and  have,  mo 
over,  extended  their  limits  to  suburbs  and  o 
lying  districts  and  towns  impossible  under 
conditions. 

The  electric  railway  occupies  a  new  field 
tween  that  occupied  by  the  horse  railway  and 
steam  railway.  It  has  grown  into  this  field 
development.  The  steam  railways  which  ; 
adopting  electrical  apparatus  are  doing  so  in 
parts  of  their  traffic  which  come  nearest  the  r 

*In  ISST  a  catalogue  was  Issued,  entitled,  "Tbe  Van  Dep 
System  at  Electric  Railways,"  wtilcli'  gave  a  list  of  Van  Dep 
roads,  six  In  all.  operating  a  total  ol  fourteen  and  tbree-q 
ters  miles,  and  adds,  "As  the  matter  now  stands  we  have  e 
miles  of  electric  railways  now  in  successful  operation  t 
all  the  other  electric  railways  in  the  world  combined." 
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field  which  electric  traction  has  made  its  own. 
The  rapid  extension  of  the  motor  in  practical 
lines  is  accompanied  orpreceded  by  rapid  advance 
in  other  lines.  The  dynamo  and  motor  of  early 
days  are  entirely  inadequate  to-day.  The  electric 
systems  used,  the  types  of  apparatus,  the  devel- 
opment and  perfection,  theoretically  and  prac- 
tically, mechanically  and  electrically,  of  the 
dynamo,   the  motor  and   the  controlling  appar- 
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atns,  together  with  improvements  in  boilers  and 
engines  and  track  and  line  construction,  testify 
to  the  amount,  variety  and  excellence  of  the 
engineering  work  which  has  been  put  forth  with 
such  marvelous  results. 

Electrical  Progress.— Electricity  does  not  work 
by  magic;  it  is  not  ready  at  a  motion  of  a  wiz- 
ard's hand  to  appear  in  new  forms,  to  change 
wild  fancies  and  visionary  schemes  into  actual 
nseful   realities.     Development   has   been  made 
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possible  by  the  fact  that  electrical  action  is  : 
by  chance,  but  that  there  are  definite  princii 
and  laws  *  of  electrical  action.  These  are  i 
known.  As  long  as  electrical  phenomena  w 
isolated  and  disconnected  there  was  little  adva' 
but  when  scientific  investigation  had  been  c 
ried  on  in  the  field  of  electricity  and  what  I 
been  discovered  was  generalized  and  expres 
in  the  language  of  mathematics,  then  this  bi 
of  keen  knowledge  of  electrical  phenomena  i 
accurate  statement  of  electrical  laws  became 
foundation  upon  which  practical  achieveme 
were  possible.  The  development  of  the  eled 
railway  is  the  work  practically  of  the  engint 
and  its  future  development  will,  in  the  main, 
his  work  also. 

Electrical  apparatus  is  not  based  upon  vaj 
and  indefinite  theory,  but  upon  definite  and  ex 
laws,  albeit  difficulties  and  uncertainties  arise 
the  application  of  these  laws.  Many  undet 
mined  elements  appear  in  the  application  of  e] 
trioity  to  the  heavy  service  of  general  railwa 
These  arise,  however,  not  from  the  uncertaini 
of  electricity  in  its  generation,  transmission 
application,  but  in  many  of  the  other  eleme 
which  are  involved.  For  instance,  the  introduet 
of  higher  speeds  than  those  which  have  been 
tained  involves  no  fundamental  electrical  questi 
but  it  does  involve  innumerable  mechanical  pr 
lems. 

The  extension  of  electricity  into  new  fields 
electric  traction   is,   therefore,   dependent  na 
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uptm  mechanical  than 
electrical  conditions,  as- 
suming the  electrical  en- 
gineer has  no  new  ele- 
ments with  which  to  work. 
If,  however,  he  has  new 
materials  or  new  prop- 
erties presented  to  him, 
such  as  a  higher  magnet- 
Haii.ar  Motor.  ^^     permeability,     or     a 

higher  conductivity  for 
current,  he  will  utilize  it  in  cheaper  and  more 
efficient  machines  and  circuits.  If  a  new  source 
of  electric  energy  be  discovered,  some  method  of 
transforming  directly  the  latent  energy  of  coal 


into  electrical  energy,  then  the  whole  problem  of 
electric  traction   will    be    revolutionized,    as    the 
cost  of  power  is  one  of  the  prime  elements  in 
the  problem  of  transportation. 
Finally,  it  may  be  said,  that  a  few  years  have 
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sufBced  to  develop  insigniiicaDt  and  experimen 
electric  roads  into  completed  railway  syste 
which  fill  the  streets  of  cities  and  towns  a 
send  out  radiating  lines  in  every  direction  ii 
the  surrounding  country.  A  new  field  of  tra 
portation  has  thus  been  evolved  which  rapii 
encroaches  upon  an  important  branch  of  gene 
railway  service.  The  motor  created  new  ci 
ditions,  and  led  to  new  methods.   Its  possibilit 
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and  limitations  are  now  fairly  defined, 
present  field  in  connection  with  general  railw 
business  is  confined  to  local  traffic  over  she 
distances.  It  is  possible  that  it  inay  devel 
new  methods  of  operating  which  will  be  superi 
to  those  now  existing.  Who  can  doubt  this 
view  of  what  has  occun^t  Taking  all  the  c 
enmstances  of  the  past  and  the  present,  we  m 
confidently  look  foinvard  to  the  occupancy 
electricity  of  an  ever  widening  field  in  the  gt 
eral  transportation  interests  of  the  world. 


PRESENT  AND  FUTURE.  HI 


ELECTRIC  BA.ILWAYS. 


200  H.   P.  motor  for  the  Subway,  New  Yorli  City, 
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CHAPTEE  XIV. 

THE  ELECTRICAL  EQUIPMENT  EMPLOYED  IN  THE  DIBECT 

CUBRENT  OPERATION  OF  ELECTRIC  DIVISIONS 

OF  STEAM  RAILROADS. 

(new  YORK  CENTRAL  RAILROAD  METHOD.) 

By  Sidney  Aylmer-Small,  E.  E.,  Instructor  of  Electricity  Bail- 
road  Y.  M.  C.  A.,  Ex  Assistant  in  Electrical  Engineering  Columbia 
University. 

The  information  given  in  these  pages  is  the 
same  as  was  given  to  the  employees  of  a  great 
railway  when  it  was  preparing  to  electrically  op- 
erate its  terminal  divisions. 

The  catechism  contains  the  questions  asked  the 
candidates  for  position  of  motorman  on  a  motor 
car,  or  engineer  of  an  electric  locomotive,  and 
the  answers  are  those  which  an  applicant  for  such 
positions  is  expected  to  give. 

The  System. — Electric  power  is  generated  at 
power  stations  suitably  located  by  three  phase, 
25-cycle,  11,000-volt  alternators. 

This  ix)wer  is  carried  over  duplicate  transmis- 
sion lines  to  a  number  of  sub-stations.  These 
are  connected  to  both  transmission  lines,  so  that 
a  sub-station  may  receive  its  power  from  either 
power  station. 

The  transmission  lines  are  partly  overhead  and 
partly  underground. 

Under  rivers,  and  in  tunnels,  a  cable  with  paper 
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insulation  and  lead  sheathing  is  used.  The  rest 
of  the  lines  are  of  bare  stranded  copper  wire 
cable. 

Basing  this  description  upon  actual  construc- 
tion and  operation  of  a  division  of  the  great  rail- 
way before  mentioned,  and  thus  describing  actual 
practice,  it  is  necessary  to  state  that  in  each  sub- 
station three  rotary  converters  are  installed  and 
room  is  provided  for  five  more,  to  be  installed  as 
traffic  increases. 

From  the  oil  switches  the  entering  11,000-volt 
line  goes  to  the  step  transformers.  These  reduce 
the  voltage  from  11,000  to  460. 

The  alternating  current  power  at  460  volts  goes 
to  the  rotary  converters,  which  transform  it  to 
direct  current  power  at  666  volts. 

It  is  a  peculiarity  of  rotary  converters  that  they 
always  raise  the  voltage  when  transforming  from 
alternating  to  direct  current. 

Each  sub-station  has  a  battery  house  near  it. 
The  idea  being  that  any  accident  to  the  sub-sta- 
tion will  not  affect  the  battery  house. 

The  combined  output  of  all  the  battery  houses 
will  run  the  road  for  one  hour  in  case  of  accident 
to  both  power  houses  at  once.  A  thing  very  un- 
likely to  happen,  with  power  houses  ten  miles 
apart. 

In  regular  service,  these  batteries  ^*  float  on  the 
line,"  giving  out  power  when  many  trains  are 
running  and  absorbing  power,  thus  becoming  re- 
charged, when  train  service  is  light. 

They  thus  tend  to  smooth  out  all  load  fluctua- 
tions and  so  keep  an  even  voltage  on  the  lines. 
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Prom  the  sub- stations  the  direct  current  is  c 
ried  in  cables  lying  in  earthenware  ducts  close 
the  tracks.  At  different  points  these  feeders  c 
nect  to  the  third  rail  through  switches,  wh 
may  be  opened  by  inspectors  in  case  of  a  groi 
on  either  rail  or  feeder. 

The  four  third  rails,  one  for  each  track, 
joined  together  through  circuit  breakers,  situa 
in  small  huts  at  intervals  along  the  line. 

In  case  of  an  accident  to  the  electrical  s 
tern,  or  a  wreck,  these  circuit  breakers  will  oj 


Fig.  2— Sect'onal  View 


automatically,  thus  confining  any  electri 
troubles  to  one  track. 

The  third  rail.  Fig.  1,  is  an  under-contact  r 
and  thoroughly  protected  from  all  accidental  c 
tact  of  persons  or  tools. 

Every  eleven  feet  an  extra  long  tie  is  plac 
and  a  east-iron  bracket  bolted  on.  (  See  Fig 
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A  strap  from  this  bracket  clasps  a  yellow  earth- 
enware insulator,  which  holds  the  bullliead,  70- 
ponnd  rail. 

Between  insulators  the  top  and  sides  of  the  rail 
are  covered  with  wood  planking.  This  covering 
is  made  in  two  pieces  and  held  together  by  bolts 
passing  through  planking.  The  third  rail  is  al- 
loyed with  copper,  which  greatly  improves  its 
electrical  conductivity. 

Rolling  Stock.— Hhe  suburban  traffic  is  handled 
by  motor  cars.  A  small  number  of  cars  is  possible 
because  no  time  is  lost  at  terminals  shifting  en- 
gines, and  the  electric  trains  make  a  higher 
schedule  speed;  so  that  a  car  can  do  more  car- 
miles  a  day  than  when  hauled  by  steam.  It  must 
be  remembered  tliat  trains  can  be  increased  in 
length  by  placing  trailers  in  between  the  motor 
cars. 

The  steel  cars,  shown  in  Fig.  3,  are  used  in  sub- 
urban passenger  service,  in  trains  made  up  of 
both  motor  cars  and  trailers  equipped  with  the 
Sprague-General  Electric  multiple  unit  system 
of  control.  They  are  designed  to  operate  around 
corves  with  a  minimum  radius  of  135  feet. 


■f  Fig.  a — Motor  Car.  • 

Non-inflammable  Construction. — Themotorcars 
and  trailers  are  alike,  except  for  the  motors  and 
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motor  trucks,  control  apparatus  and  air  co: 
pressors.  These  ears  are  constructed  entirely 
non-inflammable  material,  the  frames  and  bodi 
being  made  up  of  structural  steel  and  press 
steel  shapes,  the  window  and  door  casings  a: 
frames  and  the  mouldings  of  pressed  steel,  ai 
the  fittings  of  metal  or  fireproof  material. 

Dimensions. — The  principal  dimensions  are 
follows : 

Fi,  In 

Length  overall 60     ., 

Length  of  car  body  between  vestibules 50     . , 

Width  over  all 10       i 

Height  from  top  of  rail  t«  top  of  roof 13       1 

Total  wheel  base 45     . , 

Wheel  base  of  motor  trucks 7     . , 

Wheel  base  of  trailer  trucks C    ■. . 

Diameter  of  motor  truck  wheels 3f 

Diameter  of  trailer  truck  wheels 3; 

Seating  capacity 64  passeng 

Weight. — The  light  weight  of  the  motor  cars 
102,600  pounds,  and  of  the  trailers,  78,600;  tl 
weight  per  passenger  being  1,603  pounds  and  1,2: 
pounds  respectively.  The  weight  of  the  usual  si 
ty-foot  wooden  coaches  used  in  steam  service 
about  61,800  pounds,  or  965  pounds  per  passeng( 

On  account  of  eliminating  the  weight  of  tl 
steam  locomotive,  however,  the  total  weights 
trains  for  a  given  number  of  passengers  is  le 
for  the  electric  train  than  for  the  steam  train,  ; 
the  following  comparison  for  a  sis-car  train  w 
show. 

Comparison  of  weights  of  average  six-car  stea 
and  electric  trains : 
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Steam,  Weight, 

LocomotiTe  (average  surburan  type) 275,600 

Six  ears  (standard,  type,  loaded) 424,560 

Total  weight  or  350.1  tons 700,160 

Loaded  weight  per  passenger 1,823 

Electric,  Weight, 

Ponr  motor  cars 446,240 

Two  trailers   175,120 

Total  weight   621,360 

Loaded  weight  per  passenger 1,618 

Difference  in  favor  of  electric  train  having  same  seating  capa- 
city, 39.4  tons,  or  205  lbs.  per  passenger. 

The  weight  of  the  car  body  in  both  motor  and 
trailer  is  53,000  pounds,  without  electrical  equip- 
ment. 

The  weight  per  axle,  loaded,  on  the  motor  trucks 
is  32,390  pounds,  and  on  the  trailer  trucks,  23,- 
390  pounds.  The  weight  per  axle,  loaded,  on 
the  trailer  cars  is  21,890  pounds. 

Motors. — There  are  two  20D-horsepower  Gen- 
eral Electric  No.  69  motors  on  the  motor  truck 
of  each  car.  They  give  an  acceleration  of  one  and 
a  quarter  miles  per  hour  per  second  and  a  speed 
of  fifty-two  miles  per  hour. 

General  Plan. — The  general  interior  arrange- 
ment is  similar  to  that  of  sixty-foot  coaches  used 
in  steam  service.  The  seats  are  set  transversely 
and  there  are  no  side  doors  in  the  body  of  the 
car.  Both  men^s  and  women's  toilet  rooms  are 
in  one  end,  while  at  the  opposite  end  are  two 
seats  set  longitudinally,  one  in  each  corner.  The 
vestibule  platforms  are  five  feet  long  and  the 
fnll  width  of  the  car  body.  They  are  fitted  with 
steps  for  use  with  low  station  platforms,  but 
the  steps  are  covered  with  automatic  lifting  trap 
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doors  for  use  with  high  station  platforms,  d< 
signed  to  expedite  the  handling  of  passengen 
The  trap  doors  are  so  arranged  that  they  can  b 
operated  by  a  trainman  standing  on  the  plai 
forms.  The  steps  are  of  metal  protected  wit 
metallic  safety  treads. 

The  vestibule  side  doors  slide  into  pockets  i 
the  side  of  the  car.  The  vestibule  end  doors  leac 
ing  from  car  to  car,  when  open,  swing  into  sue 
a  position  as  to  enclose  the  motorman's  air-brak 
valve  and  the  control  apparatus. 

The  vestibule  at  the  head  end  of  the  leadin 
car  forms  the  motormanjs  compartment. 

Framing. — The  center  sills  consist  of  two  eigli' 
inch  I  beams,  each  continuous  between  platfon 
and  sills.  The  sides  of  the  cars  are  built  u 
as  plate  girders,  with  the  steel  sheathing  plate 
forming  the  web,  a  continuous  six  by  six  by  om 
half  inches  angle  the  bottom  flange,  and  a  coi 
tinuous  special  bulb  section  at  the  belt  rail,  tb 
top  flange.  The  side  posts  extend  in  one  piec 
from  sill  to  plate.  Three  special  cross  bearer 
extending  from  side  to  side  of  car  under  the  cent* 
sills  and  spaced  between  the  hody  bolsters,  ai 
as  floor  supports  and  transfer  to  the  sides  of  tl 
car,  loads  which  would  otherwise  tend  to  deflei 
the  center  sills.  By  this  arrangement  the  cent* 
sills  are  kept  in  alignment  and  retain  their  fu 
value  as  compression  members  imder  bufifin 
stresses.  The  end  sills  consist  of  steel  channel 
The  ends  of  the  car  body  and  the  vestibule  ai 
built  up  of  rolled  and  pressed  steel  shapes  an 
steel  plates,  the  bulkheads  being  designed  so  t 
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to  form  a  pocket  for  the  sliding  doors  at  the  ends 
of  the  car.  An  anti-telescopihg  steel  plate  is  se- 
cured under  the  center  sills  and  platform  end 
sills.  The  buffer  beam  is  made  up  of  white  oak 
faced  with  steel  plate.  The  carlines  consist  of 
steel  angles  in  one  continuous  length  from  side 
plate  to  side  plate,  forming  the  contour  of  the 
lower  and  upper  decks.  The  ventilator  frames 
are.  of  pressed  steel,  forming  a  water-tight  hous- 
ing for  the  upper  deck  sash. 

The  lower  deck  eaves  molding  is  a  metal  shape 
designed  so  as  to  form  a  drip.  The  upper  deck 
eaves  moldings  are  steel  angles,  with  wood 
molding  attached  to  take  the  canvas  roofing. 

Roof. — The  roof  is  formed  of  fireproof  com- 
posite board  secured  to  furring  strips  fastened 
to  carlines  and  purlins,  the  composite  board  being 
covered  with  heavy  cotton  duck.  The  furring 
is  all  fireproofed  ash. 

Floor. — Floor  supports  consist  of  steel  angles 
set  longitudinally  and  supported  by  the  cross 
bearers.  The  flooring  is  made  up  of  galvanized 
keystone  section  sheet  steel,  laid  transversely  and 
covered  with  cement  flooring.  This  is  protected 
with  maple  floor  strips. 

The  interior  finish  consists  of  composite  board 
and  plate  steel  relieved  at  joints  and  connections 
by  rolled  steel  moldings. 

Seats. — Seats  are  of  the  walk-over  type,  up- 
holstered in  fireproof  rattan. 

Fittings. — The  fittings  in  the  car  are  of  statu- 
ary bronze.  The  basket  racks  are  continuous. 
The  side  sash  are  equipped  with  the  *^ National" 
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automatic  sash  balance  and  locks.  The  deck  sa. 
are  fitted  with  automatic  ventilators.  Deck  sa. 
screens  are  of  perforated  aluminum  plate.  T] 
window  curtains  are  of  pantasote. 

Light. — The  cars  are  fitted  with  both  Pints, 
gas  and  electric  light,  the  former  being  nece 
sary  on  aecoimt  of  the  care  being  used  in  coi 
bined  steam  and  electric  service  before  completi< 
of  the  entire  electrification  work.  There  are  fi' 
Pintseh  gas  lamps  with  four  jets  each,  and  fort 
two  16-candle  power  electric  lamps,  thirty  hui 
as  pendants  from  the  clear-story  sills,  fifteen  < 
each  side  of  the  car  and  twelve  hung  in  pai 
over  the  aisle.  Each  vestibule  has  a  Pintseh  dei 
light  and  two  electric  lights. 

Each  end  of  the  motor  cars  is  equipped  wii 
an  incandescent  headlight  placed  on  the  roof  i 
the  vestibule. 

Systems  for  heating  by  either  steam  heat  < 
electricity  are  also  provided.  The  electric  heate: 
are  located  under  and  attached  to  the  seats. 

Fans.— An.  electric  fan  is  located  at  each  er 
of  the  car  for  cooling  and  ventilating. 

Air-brakes. — The  ears  are  equipped  with  Mg] 
speed,  automatic  air-brakes,  each  motor  car  b 
ing  a  unit  in  itself  and  having  its  own  compress( 
and  motorman's  brake  valve.  The  apparatus 
so  arranged  that  locomotives  when  coupled  1 
trains  can  operate  the  system  in  the  usual  ma: 
ner.    A  hand-brake  is  installed  on  each  platfort 

Air  Signals. — Each  car  is  equipped  with  a  cor 
plete  air  signal  apparatus,  with  air  whistles  i 
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motormen's  compartments,  which  can  be  cut  out 
when  the  locomotive  is  attached. 

Couplers. — In  addition  to  the  ordinary  brake, 
whistle  and  steam  hose  couplings^  there  are  two 
bus  line  and  two  control  train  line  coupler  sock- 
ets on  each  end  of  the  car.  All  the  cables  under 
the  car  are  carried  through  loricated  conduits. 
The  motor  leads  from  motors  to  car  body  are 
covered  with  spiral  brass  armor. 

Trucks. — The  trucks  are  four-wheel,  swing  bol- 
ster type.  The  journals  on  motor  trucks  are  5l^ 
in.  X 10  in.,  and  on  the  trailer  trucks,  5  in.  x  9  in. 

The  motor  truck  wheels  have  cast-steel  spoke 
centers.  An  extended  hub  on  wheels  of  motor 
tracks  takes  the  gear  which  is  shrunk  on  the  hub. 
The  wheels  are  keved  to  the  axles. 

The  side  frames  of  motor  trucks  are  of  cast- 
steel  and  the  end  frames  of  steel  angles. 

The  third  rail  shoe  beam  is  attached  to  the 
journal  boxes.  Bolsters  are  of  cast-steel,  with 
center  plates  cast  in  the  same  piece. 

The  brake  beams  are  inside  hung,  the  brake 
heads  are  M.  C.  B.  type  of  malleable  iron,  and 
the  brake  shoes  are  of  the  stripped  back  type. 

Bolster  springs  are  two  double  elliptics,  of  9%- 
in.  X  5  in.-plates. 

The  arrangement  of  the  windows  in  pairs,  with 
an  elliptic  arch  over  each  pair,  resembles  the  de- 
signs used  in  Pullman  cars  or  in  heavy  coaches  of 
recent  design  for  through  service,  and  the  gen- 
eral appearance  is  very  attractive. 

All  the  traflSc  which  passes  beyond  the  limits 
of  the  electric  zone  must  be  hauled  in  the  regular 
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coaches  and  Pullmans.  Furthermore,  all  the  fo 
eign  cars  coming  down  to  the  terminal  must  l 
taken  care  of. 

For  these  reasons,  electric  locomotives  (Fij 
4)  are  necessary. 

This  is  because  the  pistons  can  only  travel  u 
to  a  certain  speed,  and  so  to  make  the  locomotii 
travel  fast  the  drivers  must  be  made  large. 

The  electric  motor,  however,  goes  at  a  vei 
high  speed,  so  the  size  of  the  drivers  must  1 
reduced  to  prevent  the  train  traveling  too  fast. 

The  electric  locomotive  with  its  small  drivei 
can  make  65  to  70  miles  per  hour. 

The  next  thing  noticed  will  be  the  shortness  ( 
the  electric  locomotive.  It  is  40  feet  long,  whi 
a  steam  locomotive  and  tender  are  68  feet  lonj 
It  is  therefore  not  surprising  that  the  eleetr 
locomotive  weighs  only  100  tons,  whereas  tt 
steam  locomotive  and  tender  weigh  170  tons. 


Fig.  4 — 2 ,000- Horsepower  Locomotive. 

Perhaps  the  first  thing  a  railroad  man  notiei 
is  that  it  looks  like  a  freight  locomotive,  being  < 
the  2-8-2  type,  with  44-inch  drivers,  although 
high-speed  steam  locomotive  would  have  75-in( 
drivers. 
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In  both  cases,  the  useful  weight,  i.  e.,  the  weight 
on  the  driving  axles,  is  the  same,  being  70  tons. 

A  six-driver  Pacific  type  steam  locomotive  has  a 
rigid  wheel  base  of  13  feet.  The  electric  locomo- 
tives having  the  same  track  to  run  over,  are  built 
with  the  same  rigid  wheel  base  of  13  feet. 

An  Atlantic  type  engine  has  a  rigid  wheel  base 
of  7  feet,  for  it  only  has  two  driving  axles. 

The  following  comparison  between  an  Atlantic 
and  an  electric  is  interesting  and  instructive  : 

COMPARATIVE  DATA  Or  AN  ELECTRIC  AND  A   STEAM  LOCOMOTIVE. 

Electric, 

Number  of  driving  wheels 8 

Number  of  truck  wheels 4 

Weight   100  tons 

Weight  on  drivers 70  tons 

Wheel  base,  driving 13  ft. 

Wheel  base,  total   27  ft. 

Max.  tractive  power  (drawbar  pull). 34,000  lbs. 

Tractive  power  per  ton  engine  weight  330  lbs. 

Wheels,  driving 44  in. 

Wheels,  engine  truck 36  in. 

Steam. 


Number  of  driving  wheels 4 

Number  of  truck  and  tender  wheels.        14 

Weight 

Tender,  61  tons       } 

Engine,  100  tons      \ 161  tons 

Weight  on  drivers 55  tons 

Wheel  base,  driving 7  ft. 

Wheel  base,  engine 27  ft.  9  in. 

Wheel  base,  engine  and  tender 53  ft.  8  in. 

Maximum  tractive  power 27,500  lbs. 

Tractive  power  per  ton  engine  weight      171  lbs. 

Wheels,  driving  79  in. 

Wheels,  engine  truck 36  in. 

Wheels,  trailing  50  in. 

Wheels,  tender 36  in. 
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Tbe  foIIowiBg  additioDa]   data  app)j  to   the   electric  loc 
tlvc: 

Length  orer  bnffn  platforau 3S  ft. 

Extmne  width  lOft. 

Height  to  top  of  cab 14  ft.  4  ia. 

Diameter  of  driring  axles 8.5 

Nonnal  rated  power 2,200  H.P. 

Maiimum  power 3,000  H.P. 

Speed  with  500-ton  train 60Di.p.  h. 

Voltage  of  current  supplj 600 

Nonnal  full  load  current 3,050  amperes 

Maximum  full  load  current 4,300  amperes 

Number  of  motora 4 

Type    of    motor,    direct    current 

Bating  of  each  motor 550  H.P. 

General  description  of  electric  locomotive. — 
fore  climbing  up  the  ladder  into  the  cab  no 
which  end  of  the  locomotive  the  bell  is  on.  T 
end  of  the  locomotive  is  called  the  B  end,  and 
other  end  is  the  A  end. 

Suppose,,  as  you  stand  on  the  ground,  the  be 
on  the  U^ft  hand  end;  then,  as  you  look  at 
drivers  from  left  to  right,  each  axle  bears  a  mo 
being  numbered  1,  2,  3  and  4,  from  the  B 
to  the  A  end;  that  is,  from  left  to  right,  as 
stnud. 
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You  will  notice  that  the  armature  of  each  motor 
is  mounted  directly  on  the  axle,  so  there  is  no 
gearing. 

The  field  coils  are  hung  from  the  transoms  of 
the  frame  between  the  axles. 

H  one  of  the  drivers  were  removed,  you  would 
see  things  as  in  Fig.  5. 

Two  very  novel  features  are  used,  in  this  motor 
—the  shape  of  pole  pieces  and  the  fastening  of 
brush  holders. 

Since  the  armature  is  mounted  directly  on  the 
driving  axle,  it  is  stationary,  with  respect  to  the 
rails.  The  fields  being  placed  on  the  frame,  they 
rise  and  fall  with  the  motion  of  the  locomotive. 

H  they  were  of  the  usual  type,  the  armature 
would  bump  against  the  pole  pieces.  As  shown 
in  Fig.  5,  the  pole  pieces  are  flat.  There  is  another 
advantage  connected  with  these  flat  pole  pieces. 
The  locomotive  can  be  run  over  a  pit  and  the 
armature  and  its  pair  of  drivers  dropped  down, 
a  new  set  inserted  and  the  locomotive  is  again 
ready  for  service. 

The  brush  holders  are  fastened  to  the  transoms 
of  the  frame  and  consequently  move  up  and  down 
a  little.  This  motion  does  not  affect  in  the  slight- 
est the  operation  of  the  brushes  and  wonderfully 
simplifies  the  construction  of  the  motor. 

What  appears  to  be  the  top  member  of  the  frame 
in  Fig.  5  is  merely  one  of  two  large  bars  of 
iron  extending,  as  shown  in  Fig.  4,  over  the  tops 
of  the  motors.  These  bars  improve  the  magnetic 
circuit  by  furnishing  more  iron  to  carry  the  mag- 
netism.   The  entire  frame  of  the  locomotive  truck 
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is  used,  but  is  not  quite  sufficient,  so  the  bars  are 
added.  These  bars  run  over  the  commutators  of 
the  motors,  since  that  end  of  the  armature  is  the 
lighter.    Thus,  a  mechanical  balance  is  preserved. 

Fig.  6  shows  the  complete  truck  of  the  locomo- 
tive and  enables  one  to  get  an  idea  of  how  the 
weight  is  carried. 

The  drivers  are  held  in  alignment  by  their  jour- 
nal boxes  being  placed  in  slots  in  the  side  frames. 
There  can  be  no  fore  and  aft  motion  or  twisting 
horizontally,  but  the  axles  can  rise  or  fall  and 
twist  in  a  vertical  plane. 

The  truck  wheels  at  each  end  of  the  locomotive 
are  held  in  alignment  by  the  track  itself.  Their 
journal  bearings  are  not  held  in  the  side  frames, 
but  by  an  overhead  casting  which  carries  the 
king  pin  on  its  top. 

The  weight  of  the  four  armatures  and  their 
eight  drivers  rests  solidly  on  the  track,  as  does 
the  weight  of  the  truck  wheels  and  their  over- 
head castings.  Everything  else  rests  on  the  frame 
and  this  in  turn  rests  on  the  six  axles. 

The  four  semi-elliptic  springs  are  supported 
by  pedestals  which  rest  on  the  journal  boxes. 

The  center  of  the  frame  is  hung  directly  to  the 
ends  of  two  of  these  springs  by  straps. 

The  next  points  of  suspension  on  either  side  of 
the  center  are  pinned  to  the  center  of  a  short 
lever,  whose  ends  are  linked  to  the  springs  by 
straps. 

The  straps  from  the  ends  of  the  first  and  last 
spring  hold  the  ends  of  long  equalizer  levers. 

At  the  A  end  these  two  levers  have  one  end  rest- 
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ing  on  the  king  pin  of  truck,  and  the  other  e 
in  the  straps  from  springs. 

At  the  B  end  (has  brake  cylinders  on  the  fu 
and  bell  on  the  cab)  these  levers  run  from 
straps  on  springs  to  a  short  transverse  le" 
whose  center  rests  on  the  king  pin  of  the  tn 

This  gives  the  complete  locomotive  a  three-p* 


By  placing  the  straps  which  support  the  end; 
the  frame  nearer  the  king  pin,  it  is  made  to  ca 
the  smaller  portion  of  the  load  and  the  resi 
thrown  on  the  side  springs.  The  equalizer  \e\ 
distribute  the  load  evenly  over  the  four  driv 
axles. 

Of  the  100  tons  weight,  seventy  tons  are  can 
by  the  four  driving  axles,  and  fifteen  tons  by  e 
truck. 

Ton  will  notice  that  the  cab  projects  ab 
twelve  feet  in  both  directions  over  the  rigid  wl 
base,  and  later  you  will  see  that  these  ends 
very  heavy.  There  will  then  be  a  tendency 
the  ends  of  the  cab  to  sway  to  and  fro.  T 
sidewise  motion  is  called  "nosing," 

To  prevent  this  the  fifteen-ton  weight  is  tra 
mitted  to  the  trucks  through  a  friction  plate. 

The  ends  of  the  long  levers  rest  on  a  c^st 
whose  lower  surface  is  machined  smooth,  1 
in  turn  rests  on  a  casting,  whose  upper  surf 
is  machine  smoothed.  This  under  casting  ha 
socket  for  the  king  pin  and  hears  on  the  tr 
casting,  thus  transmitting  the  load. 

The  friction  between  the  two  machined  a 
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faces  is  sufficient  to  overcome'  any  tendency  to 
**nose." 

As  you  enter  the  cab,  the  heater  stands  before 
you.  This  heater  generates  steam  at  high  pres- 
sure and  feeds  the  steam  pipes  of  the  train 
through  a  reducing  valve. 

The  burner  of  the  heater  is  a  blue  flame  kero- 
sene burner,  similar  to  those  used  in  steam  auto- 
mobiles. The  fuel  is  pumped  into  the  burner  under 
pressure  and  turned  to  gas  by  heat.  It  is  then 
mixed  with  the  requisite  quantity  of  air  for  prop- 
er combustion. 

On  the  left  of  the  heater  is  the  hand-brake  post, 
and  on  the  right  is  the  air  compressor  (Plate  2). 

Near  you  in  the  right  hand  corner,  and  across 
the  cab  in  the  left  hand  corner  are  the  master 
controllers.  Turning  to  the  right  and  stepping 
around  the  air  compressor  you  face  a  central  aisle 
running  to  the  end  of  the  cab.  It  is  about  seven 
feet  long. 

On  your  right,  in  sheet  iron,  asbestos-lined  cup- 
boards, are  the  grid  resistances  on  the  floor  level 
and  a  row  of  contractors  above  them.  On  your 
left  is  the  same  row  of  grid  resistances  with  a 
reverser  and  control  rheostat  at  the  near  end  of 
the  row.  Above  are  the  contactors,  with  the  cut- 
out switches  of  motors  3  and  4.  Above  these  is 
a  third  row  of  switches  controlling  headlight,  cur- 
rent to  master  controller,  current  to  air  compres- 
sor and  current  to  the  ground. 

At  the  other  end  of  the  locomotive  the  com- 
partments on  either  side  of  the  aisle  contain  sim- 
ilar apparatus  similarly  arranged. 


/ 


ELECIJCW  SAILWAYS 


FBESENT  And  future. 


178  ELECTBIC  SAILWATS 

Operation. — To  fully  understand  the  operati 
of  motor  ears  and  locomotives,  we  must  go  bs 
to  the  older  forms  of  operation,  or  "control," 
it  is  termed ;  for  the  operation  of  a  car  is  men 
controlling  the  arrangement  of  the  motors  and 
distances. 

The  equipment  of  the  ordinary  trolley  car 
a  controller  which  consists  of  a  number 
switches  whose  opening,  closing  and  interconm 
tion  is  made  by  strips  of  copper  on  the  revolvi 
drum. 

The  wires  from  the  motors  and  resistances  i 
connected  to  these  switches.  The  part  of  1 
swi.tch  fastened  to  the  controller  backboard 
called  the  "finger,"  and  is  pressed  against  t 
strip  on  the  drum  by  a  spring. 

It  is  evident  that  whatever  current  is  passi 
through  the  motors  must  be  opened  when  power 
shut  off,  preparatory  to  a  stop. 

It  is  also  evident  that  some  of  the  contacts  I 
tween  fingers  and  strips  must  carry  the  full  ci 
rent  as  long  as  the  car  is  in  motion. 

Both  of  these  considerations  increase  the  si 
of  the  controller  until,  with  two  75-horsepoT( 
motors  on  a  car,  its  size  begins  to  be  a  great  ( 
jection.  Furthermore,  the  actual  physical  lat 
in  turning  the  handle  of  such  a  large  control! 
tires  a  man  out  imd  distracts  his  attention  fn 
the  signals,  the  proper  handling  of  air-brak 
etc. 

"When  two  200-horsepower  motors  are  install 
on  a  car,  obviously,  the  old  style  controller  mi 
be  replaced  by  something  better. 
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The  old  style  controller,  i.  e.,  the  K,  L  and  B 
styles,  seen  on  car  platforms  of  street  or  inter- 
urban  cars,  perform  two  acts. 

(1)  The  armatures  and  field  motors  and  re- 
sistances are  grouped  in  certain  ways. 

(2)  Current  is  allowed  to  flow,  or  is  cut  o£f  from 
the  group  thus  formed. 

In  the  separation  of  these  two  functions  lies 
the  novelty  and  the  success  of  the  contractor  or 
imit  switch  systems  of  control. 

The  controller  is  retained  in  a  very  small,  com- 
pact form  and  is  called  the  master  controller. 

Instead  of  200  amperes,  this  master  controller 
deals  with  currents  of  two  to  two  and  one-half 
amperes. 

The  circuits  which  this  master  controller  closes, 
opens  and  interchanges,  contain  magnets  which 
open  and  close  switches  called  contactors. 

Through  the  switch  part  of  f-he  contactors  flows 
the  current  to  the  motors. 

In  an  ordinary  controller  the  maximum  space 
for  a  switch  finger  is  perhaps  6x1  inches,  while 
in  a  contactor  there  is  a  6x3-inch  space;  there 
being  in  addition  plenty  of  room  to  make  all  piv- 
ots and  moving  parts  large  and  strong. 

Any  wear  or  burning  of  contacts  on  the  station- 
ary or  movable  jaw  of  a  contactor  may  easily 
be  repaired  or  the  part  renewed,  there  being 
plenty  of  room  in  which  to  use  tools. 

The  burning  of  controller  fingers  is  always  due 
to  slowness  of  movement  of  drum  in  shutting  ofif 
the  power.  As  fast  as  the  motorman  can  do  this 
is  slow  compared  to  what  it  should  be. 
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The  contactors  open  by  gravity  (the  movable 
jaw  being  quite  heavy),  assisted  by  a  spring. 

The  action  is  so  quick  and  the  surfaces  moving 
directly  away  from  each  other  that  very  little 
burning  of  the  jaws  occurs. 

The  switches,  which  reverse  the  motors,  are 
built  into  a  reverser,  which  is  operated  by  a  mag- 
net. This  magnet  is  energized  by  the  master  con- 
troller. 

Fig.  7  will  show  the  complete  separation  of 
the  opening  and  closing  function  and  the  current 
carrying  function  of  the  contactor,  and  the  isola- 
tion of  the  master  control  and  motor  control  cir- 
cuit. 

The  above  described  system  is  applied  to  both 
the  motor  cars  and  locomotives.  There  is  a  great 
difference  in  the  master  controllers  on  cars  and  on^ 
locomotives,  due  to  the  manner  in  which  the  speed 
at  which  train  starts  is  regulated,  or,  more  ac- 
curately, the  manner  in  which  the  acceleration  of 
the  train  is  regulated. 

By  acceleration  is  meant  the  increase  in  speed 
every  second.  If  a  ti:ain  accelerates  at  the  rate 
of  0.6  miles  per  hour  a  second,  then  in  ten  sec- 
onds it  is  moving  6  miles  per  hour,  and  in  one  and 
a  half  minutes  after  start,  i.  e.,  ninety  seconds,  it 
will  be  moving  at  the  rate  of  fifty-four  miles  an 
hour. 

The  acceleration  of  an  ordinary  street  car  is 
left  to  the  judgment  of  the  motorman,  with  one 
safeguard — ^the  fuse.  Should  he  turn  the  con- 
troller handle  too  fast  so  that  the  current  is 
likely  to  burn  out  the  motor,  the  fuse  will  blow. 
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He  may  do  two  things  without  interference 
;  fuse.  He  may  accelerate  so  slowly  that  mu 
30  is  lost,  or  so  fast  that  the  passengers  a 
•ked  about  in  a  most  uncomfortable  manne 
adentally,  the  motor  and  gears,  and  even  t 
ick,  is  strained  and  high  repair  bills  incurred 
En  the  locomotives  the  acceleration  is  controlL 
supervised,  and  in  the  motor  cars  it  is  entire 
tomatic. 

Supervised  Acceleration. — The  master  co 
)ller  drum  has  a  friction  clutch  attached,  whi 
magnetically  operated.  The  circuit  to  tl 
itch  is  opened  and  closed  by  the  current  lin 
lay.  (Fig.  22).  The  coil  of  this  relay  is 
pies  with  one  of  the  motors, 
[f  the  engineer  accelerates  the  train  proper 
is  relay  does  not  act,  but  if  he  accelerates  t 
pidly  the  motors  take  more  than  the  nonr 
rrent.  If  over  900  amperes  is  drawn  the  ma 
t  of  the  current  limit  relay  becomes  stro: 
ough  to  lift  the  dish  into  contact  with  the  ti 
ids.  The  circuit  to  the  friction  clutch  is  th 
mpleted  and  the  drum  gripped.  The  engine 
n  not  accelerate  the  train  again  until  the  ci 
at  has  dropped  down  to  normal  value. 
Automatic  Acceleration. — The  master  contr 
•  {Fig.  17)  in  this  case  is  very  small  and  fa 
t  seven  positions  of  the  handle. 
A  spring  holds  the  handle  in  one  of  these  j 
ions  called  the  off  notch.  By  moving  the  ha 
3  to  the  left  against  the  spring,  there  are  fo 
itches,  called: 
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(1)  Switching. 

(2)  Series. 

(3)  Lap. 

(4)  Parallel. 

These  are  for  forward  movements.  Pushing 
the  handle  to  the  right  against  the  spring,  there 
are  only  two  notches — 

(1)  Switching. 

(2)  Series. 

These  are  for  backward  movements.  Only  half 
speed  can  be  obtained  in  this  way. 

At  notch  1  the  motors  are  in  series  with  all 
resistance. 

At  notch  2  the  following  things  happen  (see 
Fig.  8) : 


Kig.  8 — Scheme  of  Circuits  for  Automatic  Acceleration. 


1  f 
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Current  will  flow  from  the  third  rail  T  through 
resistances,*  if  contactors  are  open  (marked  0) 
or  through  the  shunt,  if  the  contractor  is  shut 
(marked  S),  thence  to  the  lower  coil  of  the  current 
limit  relay  and  thence  on  to  the  motors. 

The  operating  coils  of  the  contactors  are  shown 
directly  above  the  jaws  (marked  M). 

The  rod  or  plunger  which  operates  the  jaws  of 
the  contactor  is  extended,  and  carries  four  disks, 
or  plates.  A,  B,  C  and  D.  These  disks  are  in- 
sulated from  the  plunger  and  hence  from  each 
other. 

From  the  backboard  of  contactor  project  eight 
pins,  shown  in  the  diagram  by  small  black  circles. 
These  are  all  insulated  and  wired  up  according  to 
diagram. 

Wire  1  is  the  pick  up  wire.  Wire  2  is  the  hold 
up  wire.  Each  is  connected  to  the  T  or  third  rail 
by  the  master  controller. 

For  the  moment,  ignore  the  current  limit  relay 
and  the  fact  that  Wl*  goes  through  it. 

The  contactor  marked  S  is  shut  and  the  one 
marked  0  is  open. 

By  reference  to  0  you  will  understand  how  S 
was  closed,  in  the  following  manner: 

Current  comes  through  Wl  and  passes  through 
the  B  contacts  down  through  the  coil  M  and  along 
W2  through  the  D  contacts  of  following  contac- 
tors, without  affecting  their  operating  coils. 

*The  resistances  are  designated  by  a  rough  imitation  of  the 
shape  of  the  cast  iron  grid. 

*  These  abbreviations  will  be  used:  N  for  notch,  C  for  con- 
tractor and  W  for  wire.  A  number  not  preceded  by  a  letter 
means  a  contactor. 
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The  contactor  now  closes,  and  a  reference  to  S 
will  show  how  it  remains  closed. 

The  closing  pushed  the  plates  up  and  out  of 
contact  at  B  and  D,  and  into  contact  with  A  and 
C.  The  current  from  Wl  now  passes  through  the 
A  contacts  and  on  to  the  next  contactor,  where  it 
** picks  it  up.''  The  coil  M  is  now  in  the  W2  cir- 
cuit by  means  of  the  C  contacts  and  is  '^held  up.'' 

The  circuit  of  Wl  is  always  closed,  either 
through  the  A  or  B  contacts  of  some  contactor. 
When  passing  through  the  A  contacts  of  a  shut 
contactor  it  simply  passes  on  to  the  next.  When 
passing  through  the  B  contacts  it  is  * '  picking  up ' ' 
the  contactor,  for  it  goes  through  the  coil  M  in 
passing  on  to  the  next  contactor. 

The  circuit  of  W2  is  always  closed  either 
through  the  C  or  D  contacts.  When  passing 
through  the  D  contacts  of  an  open  contactor  the 
current  passes  on  to  the  next  contactor.  When 
passing  through  the  C  contacts  of  a  closed  con- 
tactor it  is  ** holding  up"  the  contactor,  for  it 
passes  through  the  magnet  coil  M. 

In  this  there  is  nothing  to  prevent  the  closing 
of  the  contactors  one  after  the  other  being  so 
rapid,  as  to  practically  all  close  at  once. 

It  is  the  relay  (Fig.  22)  which  regulates  the 
rapidity  with  which  the  contactors  follow  each 
other  and  the  relay  is  actuated  by  the  speed  of 
the  motors. 

Let  us  follow  Wl  from  the  master  controller. 
It  passes  across  the  plate  of  the  relay  up  through 
the  upper  coil  of  the  relay  and  then  on  to  the  coils 
of  the  contactors.    It  goes  through  the  B  contact 
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of  the  first  contactor  it  reaches,  through  this  c 
tactor's  magnet  and  thence  by  'W2  to  the  grou 
Wl  has  two  magnets  in  its  circuit ;  one  pulling 
jaws  of  the  contactor  shut,  the  other  pulling 
plate  off  the  contacts  E  of  the  relay. 

The  rod  which  pulls  the  plate  from  E  has  a  1 
motion  so  arranged  that  while  the  plungers 
contactor  and  relay  move  up  together,  the  plat' 
not  lifted  from  E  until  plate  A  strikes  its  c 
tacts.  Then  just  as  Wl  is  about  to  connect 
next  contactor,  the  relay  plate  lifts  and  Wl  is 
off  from  T  and  becomes  dead.. 

The  contactor  which  Wl  just  picked  up  d 
not  fall  open  again,  because  the  C  contacts  be 
closed,  W2  holds  it  up. 

It  is  evident  that  every  time  Wl  closes  a  ( 
tactor  it  automatically  cuts  itself  off  from 
trolley*  (T). 

The  moment  Wl  goes  dead  the  plate  would 
on  E  again  and  another  contactor  be  closed,  "n 
it  not  for  the  other  coil  on  the  relay. 

When  a  contactor  is  closed,  cutting  a  resists 
out  of  the  circuit,  there  is  a  jump  in  the  curr 
But  as  the  motors  speed  up,  their  counter  E.  M 
acts  and  the  current  decreases  to  its.  normal  va 

This  normal  value  is  just  insufficient  to  mag 
ize  the  lower  coil  of  relay  enough  to  lift  p 
from  E. 

The  increase  of  current  which  follows  the  c 
ing  of  a  contactor  will  lift  plate  and  hold  it 
till  current  falls  again  to  normal  value. 

"The  slang  term  among  railroad  men  for  potential,  or  vo] 
whether  jt  comes  from  a  third  rail  or  an  overhead  trolley 
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Hence,  while  Wl  is  cutting  itself  out  by  lifting 
the  plate,  the  motor  current  through  the  other  coil 
is  helping  and  continues  to  hold  up  as  long  as  is 
necessary. 

We  must  regard  Wl  as  the  pick  up  for  the  cur- 
rent limit  relay  and  the  main  current  to  the 
motors  as  the  hold  up. 

This  action  takes  place  on  the  second  and 
fourth  notches  forward  and  on  the  second  notch 
backward. 

It  brings  a  train  from  a  standstill  to  its  max- 
imum speed  in  the  shortest  possible  time,  keeps 
the  current  in-put  to  the  motors  at  a  determined 
value,  preventing  burn-outs,  and  by  accelerating 
smoothly  is  comfortable  for  the  passengers. 

GENEBAL   DESCRIPTION    OF   APPABATUS. 

Instructions  for  the  Operation  of  Multiple  Unit 
Control. — 1.  The  motor  cars  are  equipped  with 
two  200-horse  power  railway  motors,  both  of 
which  are  mounted  on  one  truck,  known  as  the 
Motor  Truck.  The  Sprague- General  Electric  type 
M  Multiple  Unit  system  of  control  is  used. 

2.  By  Multiple  Unit  Control  is  meant  the  oper- 
ation of  a  train  of  two  or  more  motor  cars  from 
a  single  master  controller  on  any  car  in  the  train ; 
that  is,  a  train  of  several  cars,  each  propelled  in- 
dependently by  its  own  motors,  is  controlled  as 
one  car. 

3.  There  are  two  control  circuits  on  each  car; 
first,  the  master  control,  which  is  operated  by  the 
motorman;  second,  the  motor  control,  which  de- 
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pends  for  its  operation  on  the  master  cent 
,  Both  master  control  and  motor  control  cables 
enclosed  in  an  iron  pipe  conduit. 

4.  Each  motor  ear  is  provided  with  two  mas 
controllers,  one  at  each  end  of  the  car  in 
motorman's  compartment.  All  master  control! 
are  connected  to  a  seven-wire  train  cable  rnnn 
the  entire  length  of  each  car  and  connected 
gether  between  cars  by  the  train,  cable  jum] 
Current  received  through  the  master  contro 
and  train  cable  operates  electrically  contro! 
switches  known  as  contactors  on  each  car,  and 
tablishes  the  motor  control  on  their  resped 
cars.  The  motor  control  is  local  with  each 
and  can  he  governed  by  any  master  controller 
the  train. 

5.  Each  motor  car  takes  current  from  the  tl 
rail,  through  the  third  rail  shoes,  or  from  the  t 
ley  wire,  through  the  trolley.  All  third  rail  sb 
and  trolleys  are  connected  through  switches  t 
bus  line,  which  runs  the  entire  length  of  each 
and  is  connected  together  between  the  cars  by 
bus  line  jumper ;  therefore,  if  any  third  rail  s 
or  trolley  is  in  contact  with  the  third  rail  or  t 
ley  wire,  all  motors  of  the  train  can  be  supp 
with  current  through  the  bus  line. 

Motor  Control.— G.  The  motor  control  cir^ 
is  the  circuit  forming  the  path  of  the  current  fi 
the  third  rail  shoes  through  the  motor  control 
paratus  and  motors  to  the  track  rails,  and  is 
main  circuit. 

7.  The  essential  parts  of  the  motor  contro 
^ach  car  comprise  the  following  apparatus : 
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One  set  of  fifteen  contactors,  which  close  and 
open  the  circuit  to  the  motors. 

One  reverser,  which  determines  the  direction 
of  train  movement. 

One  set  of  eight  resistances,  which  limit  the  flow 
of  current  to  the  motors  when  starting. 

One  circuit  breaker,  which  protects  the  motors 
and  motor  control  apparatus  against  excessive 
current. 

One  main  fuse,  which — ^like  the  circuit  breaker, 
and  in  addition  to  it — ^protects  the  motors  and 
motor  control  apparatus  against  overload  in  case 
circuit  breaker  fails  to  operate. 

One  main  switch,  by  which  the  current  can  be 
cut  off  from  motor  control  circuit  for  inspection 
or  in  case  of  defective  apparatus. 

Four  third  rail  shoes,  which  collect  current  from 
the  third  rail. 

Four  shoe  fuses,  which  protect  the  apparatus 
and  car  wiring  against  excessive  current. 

One  bus  line,  which,  together  with  the  bus  line 
jumper,  connects  all  shoes  and  trolleys  of  a  train 
together. 

Two  bus  line  fuses,  which  protect  the  bus  line 
against  excessive  current. 

One  kicking  coil  and  one  lightning  arrester, 
w-hich  protect  the  circuits  and  apparatus  against 
lightning  discharges. 

The  four  third  rail  shoes  are  connected  together 
through  the  shoe  fuses  by  a  cable,  from  which  a 
connection  is  made  through  the  third  rail  switch 
on  switchboard,  through  the  main  switch,  main 
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pends  for  its  operation  on  the  master  contr 
Both  master  control  and  motor  control  cables  a 
enclosed  in  an  iron  pipe  conduit. 

4.  Each  motor  car  is  provided  with  two  mast 
controllers,  one  at  each  end  of  the  car  in  t 
motorman's  compartment.  AH  master  controlh 
are  connected  to  a  seven-wire  train  cable  runni 
the  entire  length  of  each  car  and  connected  1 
gether  between  cars  by  the  train,  cable  jumpi 
Current  received  through  the  master  control! 
and  train  cable  operates  electrically  controll 
switches  known  as  contactors  on  each  car,  and  i 
tablishes  the  motor  control  on  their  respecti 
cars.  The  motor  control  is  local  with  each  c 
and  can  be  governed  by  any  master  controller 
the  train. 

5.  Each  motor  ear  takes  current  from  the  thi 
rail,  through  the  third  rail  shoes,  or  from  the  tr 
ley  wire,  through  the  trolley.  All  third  rail  she 
and  trolleys  are  connected  through  switches  to 
bus  line,  which  runs  the  entire  length  of  each  c 
and  is  connected  together  between  the  cars  by  t 
bus  line  jumper ;  therefore,  if  any  third  rail  sh 
or  trolley  is  in  contact  with  the  third  rail  or  tr 
ley  wire,  aU  motors  of  the  train  can  be  suppli 
with  current  through  the  bus  line. 

Motor  Control. — 6.  The  motor  control  ciro 
is  the  circuit  forming  the  path  of  the  current  f r* 
the  third  rail  shoes  through  the  motor  control  i 
paratus  and  motors  to  the  track  rails,  and  is  1 
main  circuit. 

7.  The  essential  parts  of  the  motor  control 
each  car  comprise  the  following  apparatus : 
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One  set  of  fifteen  contactors,  which  close  and 
open  the  circuit  to  the  motors. 

One  reverser,  which  determines  the  direction 
of  train  movement. 

One  set  of  eight  resistances,  which  limit  the  flow 
of  current  to  the  motors  when  starting. 

One  circuit  breaker,  which  protects  the  motors 
and  motor  control  apparatus  against  excessive 
current. 

One  main  fuse,  which — like  the  circuit  breaker, 
and  in  addition  to  it — ^protects  the  motors  and 
motor  control  apparatus  against  overload  in  case 
circuit  breaker  fails  to  operate. 

One  main  switch,  by  which  the  current  can  be 
cut  off  from  motor  control  circuit  for  inspection 
or  in  case  of  defective  apparatus. 

Four  third  rail  shoes,  which  collect  current  from 
the  third  rail. 

Four  shoe  fuses,  which  protect  the  apparatus 
and  car  wiring  against  excessive  current. 

One  bus  line,  which,  together  with  the  bus  line 
jumper,  connects  all  shoes  and  trolleys  of  a  train 
together. 

Two  bus  line  fuses,  which  protect  the  bus  line 
against  excessive  current. 

One  kicking  coil  and  one  lightning  arrester, 
w-hich  protect  the  circuits  and  apparatus  against 
lightning  discharges. 

The  four  third  rail  shoes  are  connected  together 
through  the  shoe  fuses  by  a  cable,  from  which  a 
connection  is  made  through  the  third  rail  switch 
on  switchboard,  through  the  main  switch,  main 
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fuse,  circuit  breaker  contactors,  resistances,  : 
Terser  and  motors  to  the  track  rails. 

8.  The  contactor  (Fig.  9)  is  a  switch,  the  mt 
able  portion  of  which  is  operated  by  an  elect: 
magnet  receiving  line  current  through  the  masi 
controller  and  the  train  cable.  The  main  conti 
is  made  between  two  heavy  copper  tips,  which  i 
enclosed  in  an  arc  chute.  A  magnetic  blowout 
provided,  having  poles  extended  along  two  sic 
of  the  arc  chute,  for  extinguishing  the  arc  fonr 
in  breaking  the  circuit. 


Pig.  0 — Car  Contactor. 
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By  means  of  the  contactors  the  motor  cent 
is  established  on  individual  cars. 

The  contactor  box  (Fig.  10)  is  located  benei 
the  car,  about  midway  between  the  trucks. 


—Car  Reverser. 
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This  box  in  of  iron,  lined  witli  asbestos  and 
other  insulating  materials  to  prevent  short  cir- 
cuits, is  provided  with  two  hinged  sheet  iron 
covers.  "When  it  is  desired  to  inspect  the  contac- 
tors the  sheet  iron  covers  can  be  dropped  by  re- 
leasing the  catches  which  hold  them  in  place. 

9.  The  reverser  (Fig.  11).  The  movable  part 
of  the  reverser  is  a  rocker  arm,  controlled  by  two 
eiectro-magnets,  one  for  each  direction.  These 
magnets  are  operated  by  current  from  the  master 
controller  through  the  main  cable,  the  connections 
being  made  so  that  only  one  magnet  at  a  time  can 
receive  current.  Cables  from  the  motor  arma- 
tnres  and  iields  are  connected  to  the  fingers  of 
the  reverser,  and  by  means  of  contact  pieces 


Pig.  12— Car  Moloi  Cont 
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V\%.  13 — Cai  Gicnlt  Bnaker. 
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mounted  on,  but  insulated  from,  the  rocker  arm, 
proper  connections  of  armatures  and  fields  are 
established  for  producing  the  forward  and  back- 
ward movement  of  the  car. 

The  control  connections  for  the  reverser  are  so 
arranged  that,  unless  the  reverser  is  at  the  proper 
5  cut  off  from  the  contactors, 
motors  on  that  car  receive 
le  reverser  is  in  the  correct 
3aUy  locked  and  cannot  be 
otors  are  taking  current. 
ays  closed,  either  in  the  for- 
lition,  depending  on  whether 
handle  has  been  moved  to 
it. 

itrol  rheostat  (Fig.  12)  is 
tr  of  east-iron  grids  mounted 
)m,  an  iron  frame.  These 
regulate  the  supply  of  cur- 
hile  the  car  is  accelerating. 
irious  rheostats  to  different 
J  latter  may  cut  out  sections 
ired. 

laker  (Fig.  13)  is  similar  in 
ntactor,  but  is  designed  to 
full  current  taken  by  a  ear. 
It  is  closed  by  means  of  an  electro-magnet  which 
is  energized  by  a  setting  switch  located  in  the 
motorman's  cab.  The  circuit  breaker  is  tripped 
automatically  when  excessive  motor  current  flows 
through  its  series  tripping  coil.  The  motorman 
may  also  trip  the  circuit  breaker  by  moving  the 
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combined  Betting  and  tripping  switdi  handle 
the  "off"  or  trip  position. 

12.  The  main  fuse  (Fig.  14)  is  a  thin  cop; 
ribbon  contained  in  a  box  composed  of  insnlat 
material.  Sheet-iron  pole  pieces  partially  6 
round  the  insulation  and  provide  a  magnetic  bL 
out  for  expelling  the  are  formed  when  the  f 
melts.  The  fuse  ordinarily  will  not  melt  and  o] 
the  circait,  as  the  time  required  for  this  is  grea 
than  that  taken  by  the  circuit  breaker  to  trip, 
continued  excessive  current  will,  however,  n 
the  fuse. 

13.  The  main  switch  is  a  knife  blade  qi; 
break  switch,  located  on  the  panel,  and  is  usee 
cut  off  the  supply  of  current  through  the  m 
fnse,  circuit  breaker,  contactors  and  motors,  1 
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switch  should  not  be  opened  while  the  motors  are 
taking  current,  except  in  an  emergency.  It  should, 
however,  always  be  opened  before  the  main  fuse, 
circuit  breaker  or  contactors  are  examined. 
(Fig.  25.) 

14.  The  bus  line  coupler  socket  (Fig.  15),  com- 
posed of  a  body  of  molded  insulating  material 
containing  a  large  split  plug  contact.  Supporting 
feet  of  malleable  iron  are  secured  to  this  insulat- 
ing body  for  attaching  to  the  .under  side  of  the 
car  platform.  A  hinged  lid  at  the  front  of  the 
socket  is  also  provided  serving  the  two  functions 
of  holding  the  coupler  plug  in  place  and  excluding 
dirt  and  water  when  the  jumper  is  not  inserted. 


Iflg.  le— Car  Bus  LId"  i: 
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15.  The  bus  line  coupler  or  jumper  (Fig.  ] 
consists  of  a  short  section  of  iexible  insula! 
cable  with  a  plug  attached  to  each  end.  But  ( 
jumper  is  required  for  connection  between  t 
adjacent  cars,  the  additional  sockets  being  p 
vided  so  that  cars  may  be  turned  end  for  end, 
coupled,  in  any  desired  relation. 


Fig.  16 — Car  Boa  Line  Jumper. 

16.  The  bus  line  fuse  is  identical  with  the  mi 
fuse.  Two  of  these  are  provided,  as  shown 
diagram,  for  protecting  the  bus  line. 

17.  The  bus  line  junction  box  is  provided  i 
connecting  the  ends  of  the  bus  line  cable,  1 
box  is  composed  of  cast  iron  and  contains  an 
sulating  board  to  which  is  secured  a  single  si 
bolt  for  holding  the  cable  terminals. 

18.  The  shoe  fuse  box  is  very  similar  to  1 
main  and  bus  line  fuse  boxes,  but  is  adapted  i 
attachment  to  the  wooden  third  rail  shoe  bea 

Master  Control. — The  master  control  circuit 
the  circuit  forming  the  path  for  the  current  fri 
the  bus  line,  through  the  master  controller  a 
the  train  cable,  to  the  operating  coils  of  the  mol 
control  apparatus. 
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19.  The  essential  parts  of  the  master  control  of 
each  car  comprise  the  following  apparatus : 

Two  master  controllers,  which  operate  the 
motor  control. 

Two  master  controller  switches,  used  to  cut  off 
the  current  from  their  respective  master  con- 
trollers when  not  in  use. 

One  train  cable,  which  connects  the  master  con- 
trollers to  the  motor  control  apparatus. 

Four  train  cable  coupler  sockets,  to  which  the 
train  cable  jumpers  are  connected. 

One  train  cable  jumper,  which  connects  the 
train  cable  between  cars. 

Two  train  cable  connection  boxes,  where  con- 
nection is  made  to  master  controllers,  coupler 
sockets  and  seven- point  cut-out  switch. 

One  set  of  resistance  tubes,  which  limit  the  cur- 
rent in  tha  master  control  circuits. 

One  current  limit  relay,  which  limits  the  rate  of 
acceleration. 

One  potential  relay,  which  opens  the  master 
control  circuit  when  the  power  is  cut  off  from  the 
train. 

One  seven-point  cut-out  switch,  to  disconnect 
the  motor  control  apparatus  from  the  train  cable. 

Two  circuit  breaker  switches,  for  setting  and 
tripping  circuit  breakers. 

Control  fuses,  which  protect  master  control 
wiring  against  excessive  current. 

20.  Description  of  Master  Control  Apparatus. 
— The  master  controller  (Fig.  17)  contains  a 
single  movable  contact  cylinder  and  stationary 
fingers  mounted  on  an  insulated  support.     The 
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fimetion  of  the  master  controller  is  to  supply  ci 
rent  at  the  will  of  the  motorman  to  the  train  eal 
for  operating  the  reverser  and  contactors.  T 
controller  has  a  single  handle  for  both  the  fi 
ward  and  reverse  direction  of  train  moveme 
Four  points  are  indicated  on  the  cap  plate  i 
forward  direction  and  two  for  the  reverse.  T 
first  point  in  either  direction  is  called  the  ' '  swit( 
ing"  or  "lap'*  position,  the  second  "full  series 
The  third  point  forward  is  called  the  "paral 
lap"  position  and  the  fourth  the  "full  parallel 

21.  The  master  controller  switch  (Fig.  18) 
located  over  the  master  controller  and  is  used  f 
admitting  the  current  to  the  master  controller 
the  operating  end  of  the  train.  A  suitable  ( 
closed  fuse  is  located  within  the  switch  box 
protect  the  master  control  circuit. 

22.  The  train  cable  is  composed  of  seven  cc 
ductors,  each  being  covered  with  different  color 
braiding  for  identification.  These  conductors  a 
attached  to  numbered  plugs  in  the  coupler  socki 
at  the  ends  of  the  car  and  branch  wires  extend 
the  master  controllers. 

These  seven  wires  are  used  as  follows : 
No.  1.  For  accelerating  or  notching  up. 
No.  2.  For  series  connection  of  motors. 
No.  3.  For  parallel  connection  of  motors. 
No.  4.  For  operating  reverser  one  direction. 
No.  5.  For  operatii^  reverser  other  directioi 
No.  6.  Tripping  circuit  breakers. 
No.  7.  Setting  circuit  breakers. 
In  order  to  secure  proper  protection  from  i 
jury  the  train  cable  is  carried  in  an  iron  eondti 
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23.  The  train  cable  coupler  socket  (Fig.  19) 
is  attached  to  the  under  side  of  the  car  platform. 
This  socket  is  of  malleable  iron  and  contains  a 


Fig.  19 — Car  Train  Cable  Coupler  Socket. 

molded  insulation  body  into  which  are  set  seven 
bronze  split  pings,  one  being  attached  to  each  con- 
dnctor  of  the  train  cable.  The  socket  is  provided 
with  a  hinged  cover,  adapted  to  hold  the  jumper 
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plug  in  place  and  to  prevent  the  entrance  of 
and  moisture  when  no  jumper  is  inserted. 

24.  The  train  coupler,  or  jumper  (Fig.  20 
used  for  connecting  the  train  cables  on  adjai 
ears  together.  It  consists  of  a  short  lengtt 
seven-conductor  cable,  with  heads  or  plugs 
tached  to  the  two  ends,  each  containing  seven 
sulated  contacts,  one  being  secured  to  each  « 
ductor.  The  jumper  heads  fit  into  the  cou] 
sockets  on  two  adjoining  cars,  and  connect  tl 
train  cables  together. 


Fig.  20 — Cat  Train  Cable  Jumper. 

25.  The  train  cable  connection  box  (Fig.  21 
used  for  making  the  connections  from  master  ( 
troiler,  circuit  breaker  setting  and  tripf 
switches  and  coupler  sockets  to  the  train  ca 
Seven  screw  studs,  which  are  held  in  an  insulal 
board,  are  used  for  securing  the  terminals 
tached  to  the  ends  of  the  entering  cables.  C 
ductors  provided  with  the  same  colored  cover 
are  connected  together,  except  at  one  conned 
box  on  each  car,  where  the  two  wires,  Nos.  4  : 
5,  which  operate  the  reversers,  are  crossed 
order  to  obtain  the  direction  of  ear  movemeni 


FBESEKT  AND  FUTVSE.  199 

agree  with  position  of  controller  handle  in  either 
controller. 


Fig.  21— Car  Train  Cable  Coaneetion  Boi. 

26.  The  eorrent  limit  relay  {Fig.  22)  is  pro- 
nded  for  the  purpose  of  producing  an  automatic 
operation  of  the  control.  The  control  circuit 
passes  through  the  upper  coil  and  the  main  cir- 
cuit for  one  motor  through  the  lower  coil.  The 
control  circuit  coil  lifts  the  plunger  for  each  step 
dnring  acceleration  and  interrupts  the  contactor 
pick-up  circuit.  If  the  current  flowing  through 
the  main  circuit  coil  is  more  than  a  certain  amount 
the  plunger  is  held  in  its  upper  position  and  can- 
not drop  until  the  motor  current  has  fallen  to  the 
desired  amount.  This  relay  is  mounted  on  the 
panel  board. 

27.  The  potential  relay  (Fig.  23)  is  somewhat 
similar  to  the  current  limit  relay  in  construction, 
although  it  is  used  for  a  different  purpose.  This 
relay  has  a  coil  which  is  connected  between  the 
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FI3.  22 — Car  Ciirrrot  Umlt  Belay. 
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Fig.  za—Cac  rotentlal  Itdaf. 
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motor  circuit,  before  reaching  the  first  motor 
ground.  If  for  any  reason  the  motor  curre 
interrupted  on  a  car,  this  relay  will  open  the 
trol  circuit  to  the  contactors  on  that  car  an^ 
contactors  will  drop  open.  When  current  i 
stored  to  the  car  the  relay  will  again  pick  uj 
complete  the  control  circuit.  The  contactors 
then  pick  up  in  regular  succession  the  same 
the  motorman  had  shut  off  power  and  immedi 
turn  the  master  controller  handle  on  again, 
relay  is  mounted  in  the  contactor  box. 

28.   The  control  cut-out  switch  (Fig.  25)  is 
vided  for  the  purpose  of  disconnecting  the  co 


Big.  24— Car  circuit  Breaker  Settme  and  Tripping  Switcl 


PBE8ENT  AND  FUTUBE.  203 

drcuits  of  the  contactors,  reverser  and  circuit 
breakers  on  a  particular  car  from  the  train  cable. 
This  switch  is  located  on  the  panel  board  at  one 
end  of  the  car  where  it  can  be  easily  reached. 

29.  Circuit  breaker  setting  and  tripping  switch 
(Fig.  24).  This  switch  is  provided  with  a  single 
handle  having  springs  to  return  it  to  a  mid-posi- 
tioa.  Moving  the  handle  ia  one  direction  makes 
connection  from  the  master  controller  switch 
through  the  train  cable  to  the  various  setting  coils 
of  the  circuit  breakers.  Moving  the  handle  in  an 
opposite  direction  completes  a  circuit  from  the 
master  controller  switch  through  the  train  cable 
to  the  tripping  coils  on  the  various  circuit  break- 
ers throughout  the  train.  This  switch  is  conve- 
niently located  above  the  master  controller,  and 
the  two  operating  positions  for  the  handle  are  in- 
dicated by  **on"  for  setting  and  ''off"  for  trip- 
ping. 

30.  Control  fuses  (Fig.  25)  are  placed  in  the 
drcuits  between  the  cut-out  switches  and  oper- 
ating coils  for  contactors,  reverser  and  circuit 
breaker  on  each  car  for  providing  suitable  pro- 
tection. These  fuses  are  located  on  the  panel 
switchboard  in  an  accessible  place. 

31.  The  resistance  tubes  are  located  in  the  con- 
tactor box,  and  consist  of  twelve  tubes  wound  with 
resistance  wife.  They  are  used  to  regulate  tiie 
current  in  the  operating  coils  of  the  contactors. 

32.  The  switchboard  (Fig.  25)  is  located  in  the 
vestibtde  at  the  end  of  the  car.  Its  back  is  acces- 
sible from  the  interior  of  the  men 's  toilet.  Upon 
it  is  mounted  the  following  apparatus : 
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Four  heater  switches  with  fuses. 

Vestibule  and  headlight  switch  (with  fuse). 

Car  lighting  switch  and  nine  fuses. 

Fan  motor  switch  with  fuse. 

Air  compressor  switch  with  fuse. 

Main  switch. 

The  seven-point  cut-out  switch  and  fuses. 

The  current  relay. 

33.  The  rest  of  the  apparatus  will  be  found 
under  the  car  in  the  positions  shown  in  Plate  1. 

34.  The  emergency  air  brake  attachment  for 
master  controller  {Fig.  17)  consists  of  a  main 
valve  outside  of  the  controller  (Fig.  26)  and  a 


It  28— Cm  BImergeiicy  Air  Brake   Malo  Valve  Attached  to  Master 
Controller. 

Bmall  pilot  valve  (Fig.  27)  within  it.   The  main 
valve  contains  a  chamber  *'A"  divided  into  two 
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familiarize  himself  with  the  location,  use  and 
operation  of  all  the  apparatus  on  the  cars,  care- 
fully carrying  into  effect  the  following  instruc- 
tions : 

36.  Preparation  for  Starting. — ^When  the  train 
is  turned  over  to  the  motorman,  he  should : 

First :  Pass  along  the  outside  of  the  train,  care- 
fully examining  bus  line  and  train  cable  jumpers 
between  the  cars,  to  assure  himself  that  all  con- 
nections are  properly  made  and  that  the  main 
switches  are  closed. 

Second :  He  should  pass  through  the  train,  clos- 
ing the  air  compressor  and  the  third  rail  switches 
in  each  car,  and  opening  the  master  control 
switches  in  all  cars  except  the  head  car  or  car 
from  which  the  train  is  to  be  operated. 

Third :  He  should  pass  along  the  outside  of  the 
train  again  to  satisfy  himself  that  the  air  com- 
pressors are  working  properly. 

Fourth:  Take  a  position  in  the  motorman 's 
compartment  at  the  forward  end  of  the  train  and 
note  the  brake-pipe  pressure,  which  should  be 
seventy  pounds,  and  then  close  the  master  con- 
troller switch.  The  circuit  breakers  should  then 
be  set  by  moving  the  circuit  breaker  switch,  over 
the  master  controller,  to  the  *'0n"  position — 
holding  it  there  about  one  second  to  allow  time  for 
all  the  circuit  breakers  to  set. 

Fifth :  The  brakes  should  be  tested  as  follows : 
First,  see  that  the  hose  coupling  cut-out  cocks  on 
the  head  and  rear  end  of  the  train  are  closed  and 
those  between  the  cars  are  opened.  Next,  that 
all  the  brake  valves  are  lapped  with  the  exception 
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of  the  one  to  be  used,  which  must  be  placed 
release  position.  Then  start  the  compresso 
charge  the  brake-pipe  and  auxiliary  reservoirs, 
lowing  the  compressor  to  operate  until  the  g» 
emor  cuts  it  out.  Then  apply  the  brakes  by  m< 
ing  the  handle  of  the  brake  valve  to  service-api 
cation  notch  until  a  reduction  of  ten  pounds  \ 
been  made  in  the  brake-pipe.  Then  after  placi 
the  handle  on  lap,  remove  the  handle',  and  car: 
ing  it  along  proceed  throughout  the  length  of  1 
train  to  see  that  each  cylinder  piston  of  every  < 
has  moved  out  a  sufficient  distance  to  indici 
that  the  brakes  are  properly  applied  on  all  1 
cars  of  the  train.  The  brakes  are  then  to  be 
leased  from  the  last  cab  at  the  end  of  the  tra 
Then  again  remove  the  handle  and  return  to  i 
other  end  of  the  train,  examining  all  the  cylinc 
pistons.  Be  careful  to  see  that  they  have  moi 
back  to  full  release,  thus  indicating  that  all  ■ 
brake  shoes  hang  free. 

37.  To  start  the  train  press  down  the  but1 
in  the  controller  handle,  insert  the  handle  key  s 
give  it  a  quarter  turn.  The  knob  in  the  top  of  ■ 
handle  must  now  be  held  down  to  prevent  ' 
pilot  valve  in  the  controller  from  operating  a 
applying  the  brakes. 

38.  If  it  is  desired  to  have  the  control  notch 
to  the  maximum  speed  position  the  operati 
handle  should  be  moved  at  once  to  the  left  as  : 
as  it  will  go  and  held  there  against  the  spri 
pressure  tending  to  return  it  to  the  "off"  pt 
tion.  While  in  any  running  position  the  knob 
the  handle  need  not  be  held  down,  as  the 
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brakes  will  not  be  applied  automatically  unless  the 
controller  handle  is  at  its  ^^off"  position  and  the 
knob  released. 

39.  When  the  controller  is  at  the  full  '^on"  po- 
sition control  current  passes  from  the  master  con- 
troller switch  through  the  master  controller  to  the 
train  cable  and  thence  to  the  various  cars  of  the 
train.  If  the  reversers  are  not  thrown  to  the  posi- 
tion corresponding  with  the  movement  of  the  con- 
troller handle  current  will  first  pass  through  the 
proper  operating  coil  of  the  reversers  to  the 
ground.  After  the  reversers  have  reached  the 
correct  position  interlocking  contacts  on  them  cut 
off  the  circuit  to  the  ground  and  establish  one 
through  four  contactor  coils.  Simultaneously  cur- 
rent passes  from  the  master  controller  through 
another  train  wire  (called  the  series  retaining  or 
No.  2  wire)  to  a  fifth  contactor  coil,  and  this  con- 
tactor, in  conjunction  with  the  other  four,  produce 
the  first  or  switching  point.  At  the  same  time  a 
third  wii*e  (the  notching  or  No.  1  wire)  is  ener- 
gized and  the  circuit  is  established  through  th^ 
current  limit  relays  pick-up  coil  and  the  resistance 
contactors,  so  that  the  progressive  steps  are 
started.  Each  of  these  resistance  contactors  in 
picking  up  prepares  the  control  circuit,  by  means 
of  interlocking  switches  located  on  the  bottom  of 
contactors,  for  the  next  step ;  it  also  cuts  out  the 
contactor  from  the  *' notching"  circuit  and  con- 
nects it  in  the  ** retaining"  circuit.  The  current 
limit  relay,  in  lifting,  opens  the  notching  circuit 
and  thereby  prevents  the  contactor  for  the  suc- 
ceeding step  from  lifting  at  once.    When  the  cur- 
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handle  while  it  is  at  an  "on"  position  a  spri 
will  return  it  to  the  "off"  position  and  then 
automatically  cut  off  power  from  the  train  a 
apply  the  air  brakes.  "When  the  motorman  tui 
to  the  "off"  position  it  is  necessary  to  hold  do 
the  knob  in  the  controller  handle  to  prevent  i 
application  of  the  air-brakes. 

44.  The  controlling  cut-out  switch  disconne 
the  operating  parts  of  contactors,  reverser  a 
circuit  breaker  on  the  car  from  the  train  cal 
but  does  not  affect  the  operation  of  the  rest  of  ' 
train,  although  the  car  may  be  the  one  from  wh 
the  train  is  being  operated. 

45.  The  arrangement  of  the  apparatus  is  si 
that  the  train  may  be  operated  in  either  direct: 
from  any  master  controller  in  the  train.  It 
necessary,  however,  in  order  to  operate  in  a 
verse  direction  at  full  speed,  to  operate  fron 
master  controller  at  the  end  of  a  car  toward  ' 
direction  in  which  the  train  is  to  be  moved.  • 

46.  Should  the  train  break  apart  the  cont 
couplers  will  pull  out,  cutting  off  current  from  ■ 
train  cable  on  the  section  of  train  behind 
break.     This  drops  out  all  the  contactors  on 
rear  section,  while  the  front  section  contim 
under  the  control  of  the  motorman. 

47.  The  control  connections  for  the  reverser  ; 
so  arranged  that  unless  the  reverser  is  at 
proper  position  the  current  is  cut  off  from 
contactors  and,  consequently,  the  motors  on  t' 
ear  receive  none.  When  the  reverser  is  in  the  c 
rect  position  it  is  electrically  locked  and  cannot 
operated  while  the  motors  are  taking  current. 
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48.  The  wires  of  the  master  control  circuit  are 
all  protected  from  damage  due  to  excess  current 
by  means  of  small  fuses.  In  case  of  electrical 
trouble  within  the  master  controller,  train  cable, 
couplers  or  connection  boxes,  the  single  fuse  in 
the  master  controller  switch  will  protect  them.  In 
case  of  trouble  in  the  control  circuit  at  contactors, 
reverser  or  circuit  breaker,  the  fuses  on  the  panel 
board  will  protect  the  circuit. 

Train  Failtjke.  49.  A  train  failure,  that*  is. 
a  failure  of  a  train  of  one  or  more  cars  to  move  or 
to  attain  full  speed,  when  the  directions  for  train 
operation  have  been  followed,  may  be  due  to  one 
or  more  of  the  following  causes : 

First :  Failure  of  power. 

Second :  Defect  in  master  control  circuit. 

(a)  Master  control  fuse  blown  or  imperfect. 

(b)  Grounded  train  cable. 

(c)  Poor  contact  in  master  controller. 

(d)  Loose  train  cable  jumper. 
Third :  Defect  in  motor  control  circuit. 

(a)  Circuit  breakers  open. 

(b)  Bus  fuses  blown. 

(c)  Loose  or  disconnected  bus  jumper. 

(d)  Main  fuse  blown. 

(e)  Shoe  or  trolley  fuses  blown. 
Fourth :  Failure  of  air  brakes  to  release. 

50.  A  Failure  of  Power  can  be  detected  by  clos 
ing  the  lighting  switches;  if  lights  burn,  power 
is  on. 

51.  Defect  in  Master  Control  Circuit. — To  de- 
termine if  master  control  circuit  is  open  turn  the 
master  controller  handle  to  the  first  notch  and 
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handle  while  it  is  at  an  "on"  position  a  spri 
will  return  it  to  the  "off"  position  and  there 
automatically  cut  off  power  from  the  train  a 
apply  the  air  brakes.  When  the  motorman  tui 
to  the  "off"  position  it  is  necessary  to  hold  do' 
the  knob  in  tiie  controller  handle  to  prevent  1 
application  of  the  air-brakes. 

44.  The  controlling  cut-out  switch  disconne' 
the  operating  parts  of  contactors,  reverser  a 
cireait  breaker  on  the  car  from  the  train  cal 
but  does  not  affect  the  operation  of  the  rest  of  1 
train,  although  the  car  may  be  the  one  from  wh: 
the  train  is  being  operated. 

45.  The  arrangement  of  the  apparatus  is  si; 
that  the  train  may  be  operated  in  either  directi 
from  any  master  controller  in  the  train.  It 
necessary,  however,  in  order  to  operate  in  a 
verse  direction  at  full  speed,  to  operate  from 
master  controller  at  the  end  of  a  car  toward  1 
direction  in  which  the  train  is  to  be  moved.  ■ 

46.  Should  the  train  break  apart  the  cont 
couplers  will  pull  out,  cutting  off  current  from  1 
train  cable  on  the  section  of  train  behind  1 
break.  This  drops  out  all  the  contactors  on  1 
rear  section,  while  the  front  section  contini 
under  the  control  of  the  motorman. 

47.  The  control  connections  for  the  reverser  i 
so  arranged  that  unless  the  reverser  is  at  1 
proper  position  the  current  is  cut  off  from  1 
contactors  and,  consequently,  the  motors  on  tl 
ear  receive  none.  When  the  reverser  is  in  the  c 
rect  position  it  is  electrically  locked  and  cannot 
operated  while  the  motors  are  taking  current. 
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48.  The  wires  of  the  master  control  circuit  are 
all  protected  from  damage  due  to  excess  current 
by  means  of  small  fuses.  In  case  of  electrical 
trouble  within  the  master  controller,  train  cable, 
couplers  or  connection  boxes,  the  single  fuse  in 
the  master  controller  switch  will  protect  them.  In 
case  of  trouble  in  the  control  circuit  at  contactors, 
reverser  or  circuit  breaker,  the  fuses  on  the  panel 
board  will  protect  the  circuit. 

Train  Failure.  49.  A  train  failure,  that*  is. 
a  failure  of  a  train  of  one  or  more  cars  to  move  or 
to  attain  full  speed,  when  the  directions  for  tram 
operation  have  been  followed,  may  be  due  to  one 
or  more  of  the  following  causes : 

First :  Failure  of  power. 

Second :  Defect  in  master  control  circuit. 

(a)  Master  control  fuse  blown  or  imperfect. 

(b)  Grounded  train  cable. 

(c)  Poor  contact  in  master  controller. 

(d)  Loose  train  cable  jumper. 
Third :  Defect  in  motor  control  circuit. 

(a)  Circuit  breakers  open. 

(b)  Bus  fuses  blown. 

(c)  Loose  or  disconnected  bus  jumper. 

(d)  Main  fuse  blown. 

(e)  Shoe  or  trolley  fuses  blown. 
Fourth :  Failure  of  air  brakes  to  release. 

50.  A  Failure  of  Power  can  be  detected  by  clos 
ing  the  lighting  switches;  if  lights  burn,  power 
is  on. 

51.  Defect  in  Master  Control  Circuit. — To  de- 
termine if  master  control  circuit  is  open  turn  the 
master  controller  handle  to  the  first  notch  and 
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Open  the  master  controller  switch.  The  noist 
slight  arcing  indicates  that  the  master  control 
cuit  is  closed  and  that  the  trouble  is  elsewh 
No  arcing  shows  that  the  master  control  cir' 
is  open  and  indicates  that  a  fuse  is  blown  or 
perfect.  A  black  or  charred  spot  in  the  eentei 
the  label,  called  a  "Tell-tale,"  indicates  that 
fnse  is  blown  and  should  be  replaced.  A  i 
which  shows  no  indication  of  being  blown  she 
be  tested  to  detect  faulty  construction  by  ren 
ing  a  fuse  from  a  lighting  circuit  and  inserl 
the  fuse  to  be  tested.  If  the  lights  burn  it  ii 
cates  that  the  fuse  is  good,  and  it  can  then 
replaced. 

52.  To  Determine  if  Train  Cable  is  Grounc 
operate  the  master  controller.  If  the  master  « 
troUer  fuse  blows,  it  indicates  that  one*  or  m 
wires  of  the  train  cable  are  in  contact  with 
ground,  and  the  cable  is  said  to  be  "grounded, 

To  locate  a  ground  in  the  train  cable,  disc 
nect  train  cable  on  operating  car  from  rest 
train  by  removing  train  cable  jumper  from 
socket  on  second  car.  If  the  fuse  now  blows,  w 
the  controller  handle  is  operated,  it  indicates  1 
the  ground  is  either  in  the  operating  car  or 
train  cable  jumper. 

To  determine  whether  ground  is  in  train  cj 
'  or  jumper,  remove  the  jumper.  If  the  fuse  bh 
when  the  controller  is  operated,  the  ground  is 
the  car.  If  it  does  not  blow,  the  ground  is  in 
jumper,  and  a  new  one  should  be  inserted.  If 
fuse  does  not  blow  when  the  jumper  is  disc 
nected  from  the  second  car,  the  jumper  shoulc 
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replaced^  and  the  one  between  the  second  and 
third  cars  disconnected  from  its  socket  on  the 
third  car,  and  so  on  until  the  fault  is  located. 

If  the  fault  is  found  to  be  caused  by  a  defective 
jumper,  and  if  the  train  is  not  provided  with  an 
extra  juniper,  the  jumper  between  the  two  last 
cars  of  the  train  should  be  taken  to  replace  the 
defective  one. 

If  the  fault  is  found  to  be  on  the  car  and  not 
in  the  jumpers,  the  seven-point  control  cut-out 
switch  on  that  car  should  be  turned  to  the  **Oif 
position,  and  the  test  repeated.  If  the  fuse  still 
blows  when  the  handle  is  operated  the  fault  is  in 
the  train  cable.  If  the  fuse  does  not  blow,  the 
ground  is  j^etween  the  cut-out  switch  and  the  con- 
tactors, reverser  and  circuit  breaker.  If  this  is 
the  case,  the  cut-out  switch  on  the  defective  car 
should  remain  in  the  *'Oflf'^  position,  thus  cut- 
tmg  out  the  fault  as  well  as  rendering  the  car  in- 
operative, but  in  no  way  interfering  with  the  train 
cable,  and  permitting  the  operation  of  other  cars 
in  the  train,  through  the  train  cable  in  the  usual 
manner. 

If  opening  the  cut-out  switch  does  not  remove 
the  fault,  that  is,  if  the  fault  is  in  the  train  cable 
and  the  defective  car  is  near  the  rear  end,  the 
train  should  be  operated  from  the  front  car  as 
usual,  the  defective  car  and  those  following  being 
cut  out  by  removing  both  train  cable  jumpers  on 
that  car;  if  at  or  near  the  head  of  the  train,  the 
train  shotdd  be  run  from  the  following  car,  all 
cars  ahead  being  cut  out. 

53.    To  detect  poor  contact  in  master  controller, 
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open  the  master  controller  switch,  remove 
cover  from  the  controller  and  turn  the  ha 
slowly,  observing  whether  each  finger  makes  f 
contact  with  the  drum.  If  any  contact  is  ] 
and  cannot  readily  be  readjusted  the  train  sh 
be  run  from  the  next  car. 

54.  To  detect  loose  train  cable  jimiper, 
trainmen  should  note  if  the  contactors  on  each 
are  working  while  the  train  is  accelerating, 
there  is  a  loose  train  cable  jumper,  all  cars  al 
of  the  jumper  will  operate ;  others  will  not. 
motorman  should  be  immediately  informed  if 
car  is  not  operating. 

55.  Defect  in  Motor  Control  Circuit. — If  on 
more  circuit  breakers  of  a  train  blow  when  si 
ing  or  running,  return  the  controller  handle  tc 
"off"  position  and  move  the  handle  of  the  cii 
breaker  switch  to  the  "on"  position.  If  the 
cuit  breakers  again  blow  when  the  contn 
handle  is  operated,  the  brakes  should  be  exam 
to  see  if  they  have  released. 

If  the  circuit  breaker  on  any  car  repeat 
blows,  the  motorman  should  make  an  esamina 
to  see  that  it  is  properly  adjusted.  If  the  tro 
is  not  with  the  circuit  breaker,  the  car  shoul 
cut  out  by  opening  the  seven-point  cut-out  sw 
and  the  main  switch  on  the  switchboard. 

Blowing  of  the  circuit  breaker  is  accompa 
by  a  loud  report. 

56.  An  open  circuit  in  bus  line  may  be  dete 
when  the  train  is  at  a  crossover  and  current 
not  be  obtained  on  operating  car,  although  o 
cars  of  the  train  have  current.  This  indicates 
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the  bus  line  fuse  or  fuses  are  blown,  or  that  a  bus 
line  jumper  is  loose  or  disconnected  between  the 
operating  and  adjacent  cars. 

The  motorman  should  inspect  the  bus  line  jump- 
ers, and  if  the  trouble  cannot  be  quickly  remedied, 
he  should  go  back  to  the  first  car  having  current 
and  move  the  train  through  the  crossover.  The 
motorman  should  then  return  to  the  first  car  and 
proceed  in  the  lUsual  maimer. 

57,  When  the  main  fuse  is  blown,  the  motors 
will  not  operate,  although  the  contactors  may  be 
in  working  order  and  the  circuit  breaker  closed. 
This  should  occur  very  seldom,  as  it  can  be  caused 
only  by  short  circuit  or  grounding  in  the  motors 
or  motor  circuits,  which  are  usually  protected  by 
the  quicker  acting  circuit  breaker.  This  fuse 
should  not  be  replaced  on  the  road  except  to  avoid 
serious  delay  to  the  service,  as  in  the  case  of 
single  cars.  Before  renewing  main  fuse,  open  the 
main  switch. 

58.  A  shoe  fuse  may  blow  from  short  circuit, 
grounding  of  the  car  wiring  on  some  part  of  the 
car  or  truck,  or  by  a  contact  shoe  on  the  car  or 
train  grounding,  due  either  to  being  broken  or 
from  fouling  or  picking  up  something  along  the 
line.  If  it  is  necessary  to  replace  a  shoe  fuse  on 
the  road  so  as  to  prevent  delay  to  service,  the 
motorman  should  pull  bus  line  jumpers  at  each 
end  of  car  and  insert  the  wooden  paddles,  pro- 
vided for  that  purpose,  between  all  shoes  on  that 
car  that  are  in  contact  with  the  third  rail. 

Genebal.  Dibections.  59.  In  case  of  fire  be- 
neath any  car  in  the  train,  the  motorman  should 
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open  all  circoit  breakers  by  moving  the 
breaker  switch  to  "Off"  position.  If  this 
he  should  open  the  main  switch  and  the 
point  cut-out  switch  on  the  switch-board. 

60.  If  smoke  or  fire  is  observed  by  the 
men  in  any  of  the  lighting  or  heater  circuits 
the  car,  they  should  immediately  open  the 
controlling  the  circuit,  and  extinguish  the  & 
sand.  Never  use  water  to  extinguish  a  fin 
power  is  "On,"  as  water  is  liable  to  increi 
danger  by  causing  further  short  circuits. 

61.  Unusual  noises  in  train  movement 
at  once  be  located.  To  avoid  delay  the  eoii 
or  brakeman  should  stand  beside  the  trail 
it  is  moved  slowly.  If  the  noise  is  caused  b; 
rigging,  the  same  should  be  tied  up;  if  th< 
is  located  within  the  motors,  and  the  schedi 
mits  it,  the  motors  should  be  cut  out  by  o 
the  seven-point  cut-ont  switch  on  that  car. 

62.  A  broken  third  rail  shoe  or  shoe  s 
should  be  broken  completely  off  or  tied  up, 
ever,  in  the  judgment  of  the  motorman,  wil 
the  least  delay.  In  either  case  ptill  bus  lint 
ers  at  each  end  of  car  and  insert  wooden  i 
between  third  rail  and  all  contact  shoes 
car.  To  break  off  remainder  of  shoe  use  so: 
with  a  wooden  handle,  as  a  hammer  or  ax. 
use  a  crowbar  or  coupler  pin  for  this  purp 

63.  To  stop  train  when  air  brakes  fai 
controller  to  first  notch  in  reverse  position 
should  be  done  only  in  case  of  emergency 
avoid  accidents. 

Aib-Bhake  Equipment  on  Motob  Cabs.  C 
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— ^The  air-brakes  on  the  cars  in  electric  service 
are  essentially  the  same  as  those  on  the  passenger 
equipment  of  steam  railways,  except  that  the 
steam-driven  air  pumps  on  steam  locomotives  are 
replaced  by  electrically  driven  air  compressors, 
one  on  each  motor  car,  and  the  design  of  the  air- 
brakes is  such  that  their  release,  as  well  as  their 
application,  can  be  graduated. 

The  use  of  an  air  compressor  and  main  reser- 
voir on  each  motor  car  necessitates  the  use  of  an 
additional  train  pipe  to  connect  all  the  main  reser- 
voirs together  and  to  the  motorman's  brake  valve. 
This  extra  train  pipe  is  called  the  control  pipe. 

A  safety  valve  is  placed  in  the  end  of  the  main 
reservoir  on  each  motor  car  to  prevent  overcharg- 
mg  the  brake  system  in  case  the  electric  pump 
governor  fails. 

Hints  to  Motormen. — In  suburban  service  it  is 
highly  important  not  to  block  the  road.  Therefore 
remember  in  case  anything  gets  out  of  order  that 
the  first  important  thing  is  to  get  out  of  the  way ; 
learn  carefully  just  what  to  do  in  order  to  make 
the  proper  move  quickly ;  for  example : 

1.  In  case  of  a  burst  hose,  if  it  be  the  control 
pipe  hose,  the  cut-out  cock  on  both  sides  of  it 
should  be  closed ;  but  if  it  should  be  the  brake-pipe 
hose,  it  is  then  necessary  to  close  the  cut-out  cock 
ahead  of  the  brake  and  the  double  cut-out  cocks 
on  each  of  the  cars  back  of  it;  then  open,  and 
leave  open,  the  auxiliary  reservoir  bleed  cocks  on 
all  of  the  cars  that  are  cut  out.  In  a  case  of  this 
kind  some  one  should  be  designated  and  prepared 
to  operate  the  hand  brakes  on  the  cars  that  are 
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cut  out  in  case  a  car  coupling  should  break  i 
cause  the  train  to  separate. 

2.  In  case  of  inability  to  release  a  brs 
caused,  for  instance,  by  the  emergency  valve 
maining  unseated  after  an  emergency  applicati 
close  double  cut-out  cock  and  open,  and  leave  op 
bleed  cock  of  ausiliaiy  reservoir  on  this  car  i 
proceed. 

3.  In  caae  of  brake  sticking  after  service 
plication,  make  about  a  ten-pound  reduction  i 
place  the  handle  of  the  brake  valve  in  release 
sition.  This  will  usually  release  the  brake, 
not,  or  further  trouble  is  had  with  this  brake, 
as  recommended  in  preceding  ease  2. 

It  will  be  seen  by  these  examples  that  bi 
knowledge  of  the  operation  of  the  air-brake 
motormen  and  trainmen  can  formulate  rules 
themselves  that,  in  case  of  trouble,  will  ena 
them  to  get  out  of  the  way  with  little  or  no  del 

To  gain  time  adapt  the  brake-pipe  reducti 
or  application  of  brakes,  to  speed.  For  exam] 
for  high  speed  make  a  full  application  and  gr 
uate  off  when  a  short  distance  from  the  stop, 
handle  train  smoothly  make  the  application  he) 
and  soon  enough,  so  that  if  held  on,  the  tr 
would  stop  a  car  length  or  so  short  of  the  ms 
Then  as  the  stop  or  mark  is  approached  gradu 
the  pressure  out  of  the  brake  cylinder  so  that  li 
remains  when  stop  is  made.  If  on  a  level,  & 
plete  the  release;  if  on  a  grade,  hold,  until 
signal  to  start  is  given,  then  release.  As 
pressure  has  been  graduated  down  so  that  li 
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remains  in  the  cylinder,  it  trill  be  seen  that  the 
start  can  be  made  promptly. 

As  the  automatic  brake  is  applied  by  the  reduc- 
tion of  the  brake-pipe  pressure,  no  matter  how 
produced,  it  is  plain  that  leaks  will  produce  re- 
sults not  intended  or  desired  by  the  motorman, 
and  sometimes  interfere  with  the  accuracy  and 
smoothness  of  the  stop.  Therefore  they  should 
be  kept  down  and  reported  as  surely  and  promptly 
as  any  other  defect.  Motormen  should  observe 
as  carefully  as  possible  the  action  of  the  governor, 
feed  valve  and  gauges ;  that  is,  their  adjustment, 
etc.,  as  much  better  operation  can  be  obtained  if 
all  are  approximately  uniform. 

One  of  the  things  that  the  motorman  should 
learn  carefully  regarding  the  automatic  brake  is, 
that  after  a  certain  reduction  of  pressure  in  the 
brake  pipe,  say  eighteen  to  twenty  pounds,  the 
aiixiliary  reservoir  and  brake  cylinder  have 
equalized.  Therefore,  no  greater  braking  power 
can  be  obtained,  and  to  further  reduce  the  brake- 
pipe  pressure,  wastes  a  great  amount  of  air 
which  must  be  restored  to  the  brake-pipe  before 
a  release  can  be  made,  which  interferes  with  that 
release  to  such  an  extent  that  a  rough  stop  is 
usually  the  result. 

Properly  handled  this  brake  possesses  all  the 
flexibility  of  the  straight-air  brake,  while  the 
safety  and  reliability  of  the  automatic  brake  has 
been  greatly  increased.  Therefore  the  motorman 
should  endeavor  to  understand  its  principles,  that 
he  may  handle  the  brake  in  such  a  way  that  its 
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m  efficiency '  is  obtained  witli  credit 
and  comfort  to  the  passengers, 
icription  of  the  emergency  air-brake 
,t  to  master  controller  will  be  found 
page. 

tBAN  MoTOB  Car  Catechism.  Causes 
of  Train  Movement. — Question  1.  If  tr 
nove  after  instructions  under  train  ope 
e  been  followed,  what  should  be  donel 
er.  Light  circuit  switches  should  be  do 
tain  if  there  is  power  in  the  contact  r 
■rman  should  note  if  trains  in  neighl 
B  moved  by  power. 

ion  2.  If  it  is  found  that  there  is  curr 
.ting  car,  what  should  be  done  I 
er.  Master  controller  handle  should 
0  first  point,  then  master  controller  swi 
to  ascertain  whether  the  master  con1 
are  closed,  which  will  be  indicated  by 
f  slight  arcing  at  master  controller  swii 
ion  3.  What  would  cause  the  failure 
ble  circuits? 

er.  First,  imperfect  master  contro 
Second,  grounded  train  cable.  Third, 
contact  in  master  controller.  Fourth,  lo 
jumper, 

ion  4.  "What  should  be  done  to  detect 
fusel 

er.  Insert  new  fuse,  and  if  this  fails  i 
the  trouble  is  elsewhere, 
ion   5.    "What   should  be   done  whei 
(d  train  cable  occurs? 
er.  The  master  controller  fuse  should 
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replaced  and  the  controller  moved  to  the  *'on" 
I>osition  to  determine  if  fault  lies  in  construction 
of  the  fuse.  If  this  fails  an  attempt  should  be 
made  to  locate  the  ground  in  the  train  cable.  The 
first  thing  to  do  is  to  throw  the  control  cut-off 
switch  (Fig.  25)  on  the  operating  car  to  the  ^*off '' 
position.  If  this  proves  ineffective,  this  operation 
should  be  repeated  back  through  the  train,  cut- 
ting out,  however,  the  train  cable,  jumper  be- 
tween car  tested  and  one  to  be  tested. 

Question  6.  What  should  be  done  to  detect  im- 
perfect contact  in  master  controller? 

Answer.  Motorman  should  remove  cover  from 
controller  and  note  the  movement  of  contact  fin- 
gers. The  action  of  the  train  is  dependent  upon 
the  contact  of  these  fingers,  and  if  it  is  found  that 
the  contact  is  imperfect  he  should  endeavor  to 
readjust  the  contacts,  and  if  he  fails  in  this  it  is 
then  necessary  to  operate  the  train  from  the  next 
car. 

Question  7.  What  should  be  done  to  detect  a 
loose  jumper? 

Answer.  Motorman  should  lose  no  time  in 
going  back  through  his  train  to  determine  if  the 
coupler  plugs  are  properly  inserted  in  the  sockets, 
and,  if  not,  he  should  insert  them  properly. 

Question  8.  What  are  the  other  causes  that 
would  prevent  the  operation  of  a  train  or  reduce 
the  speed? 

Answer.  First,  the  blowing  of  third-rail  shoe 
fuses.  Second,  the  blowing  of  main  motor  circuit 
fuses.  Third,  the  blowing  of  circuit  breakers  or 
main  fuses.    Fourth,  an  imperfectly  acting  triple 
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ralve  causing  brakes  to  remain  set  on  one  or  mi 
;ars  in  train. 

Question  9.  How  can  enclosed  fase  that  is  bla 
)e  detected  t 

Answer.  If  an  enclosed  fuse  has  blown  then 
I  deposit  or  collection  of  grayish  powder  at 
mds  of  the  box. 

Question  10.  What  should  be  done  in  the  ev 
)f  a  third- rail  shoe  fuse  blowing  I 

Answer.  This  fuse  will  blow  only  when  then 
1  short  circmt  on  the  car  equipment,  and  f 
should  not  be  replaced  but  train  continued  in 
regular  manner,  and  report  promptly  made  to 
train  despatcher  or  person  in  charge  of  neai 
terminal. 

Question  11.  If  a  circuit  breaker  acts  or  bio 
(vhat  should  be  doneT 

Answer.  The  circuit  breaker  setting  swi 
should  be  moved  to  the  "on"  position. 

Question  12.  What  should  be  done  whei 
triple  valve  acts  imperfectly? 

Answer.  Air  brake  instructions  should  be 
lowed,  i.  e.,  valves  should  be  cut  out  and  auxili 
reservoir  cock  opened  to  release  brakes. 

Question  13.  If  a  train  is  standing  on  crosso 
and  current  cannot  be  obtained  on  the  operat 
car,  although  the  other  cars  of  the  train  and  tri 
in  the  neighborhood  have  current,  what  does  ■ 
indicate f 

Answer.  This  indicates  that  the  bus  line  fi 
between  the  operating  and  adjacent  cars  h 
blown,  or  that  bus  jumper  is  loose  or  disconnec 
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Question  14.  What  should  be  done  to  continue 
operation  of  train? 

Answer.  Motorman  should  go  back  to  the  first 
motor  car,  where  current  can  be  obtained,  and 
move  train  through  crossover,  then  go  back  to 
the  first  car  again  and  proceed  in  the  usual  man- 
ner until  a  point  of  inspection  can  be  reached  and 
inspector  notified. 

Question  15.  If  a  fire  occurs  in  any  car  in  the 
train,  what  should  the  motorman  do? 

Answer.  Open  all  circuit  breakers  by  moving 
the  circuit  breaker  switch  (Fig.  24)  to  the  ''off'' 
position,  and  if  this  fails  he  should  then  open  the 
main  or  motor  circuit  switch  and  the  main  cut-out 
switch  on  the  car  on  which  the  trouble  occurs. 

Question  16.  If  smoke  or  fire  is  observed  by  the 
trainmen  in  any  of  the  light  or  heater  circuits 
within  the  ear,  what  should  be  done? 

Answer.  The  trainman  should  inmaediately  cut 
out  the  light  or  heater  switches,  whichever  the 
case  may  be,  and  the  trouble  be  reported  to  the 
despatcher  in  charge  of  the  nearest  terminal. 

Question  17.  If  an  unusual  noise  is  observed  in 
the  movement  of  train,  what  should  be  done  ? 

Answer.  To  prevent  delay  the  motorman  should 
have  the  conductor  stand  beside  the  train  to  locate 
the  noise  while  he  moves  the  train,  after  which,  if 
the  trouble  is  with  the  brake  rigging,  same  should 
be  tied  up. 

Question  18.  If  the  noise  is  located  within  the 
motors,  what  should  be  done? 

Answer.  Motorman  should  open  the  cut-out 
switch  on  the  car  affected  and  proceed  after  re- 
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porting  trouble  to  despatcher  in  charge  of  tc 
minal. 

Question  19.  If  a  third-rail  shoe  support 
broken,  what  should  be  doneT 

Answer.  Motorman  should  first  pull  the  b 
line  jumpers,  at  both  ends  of  the  car  insert  wood 
insulating  slippers  between  the  contact  shoe  a: 
rail  and  then  proceed  to  detach  or  tie  up  remnai 
of  device,  exercising  extreme  care  that  the  conti 
device  is  kept  clear  of  the  truck  frame,  conti 
rail,  structure  or  any  grounded  parts  to  prevt 
injury  to  himself. 

Question  20.  If  either  pilot  or  emergency  a 
brake  valve  leaks  badly,  what  should  be  done? 

Answer.  First  try  applying  brakes  by  releasi 
the  knob  in  the  controller  handle  several  tim 
and  if  this  does  not  remedy  the  defect  or  difficu! 
cut  the  valves  out  by  means  of  a  cut-out  cock 
cated  in  the  pipe  leading  to  them  from  the  tri 
lino. 

DiBECT  CiTBBENT  LOCOMOTIVE.  The  general  : 
marks  pertaining  to  the  Sprague  General  Elect 
type  "M"  control,  as  applied  to  the  Suburb 
Motor  Cars,  will  also  apply  to  the  electric  locon 
live  control,  except  that  the  train  cable  in  1 
locomotive  control  has  twenty  wires,  seventeen 
which  are  connected  to  the  master  controller  a 
to  the  motor  control  apparatus.  Of  the  rema 
ing  three  wires  two  are  used  for  the  sander  dev 
and  one  is  an  extra.  This  control,  in  the  sa 
way  as  on  the  Suburban  Motor  Cars,  comprii 
two  distinct  sets  of  circuits,  namely  the  main 
motor  control  circuits  and  the  master  cent 
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motor  circuits,  the  former  being  governed  by  the 
latter.  Each  locomotive  has  four  motors,  the  con- 
trol being  arranged  for  operating  the  motors  first, 
all  in  series,  then  in  series  parallel,  and  then  in 
parallel  relation.  The  two  ends  of  the  locomotive 
are  designated  the  *'A'*  end  and  the  ''B"  end,  the 
main  switch  being  located  on  the  ' '  B  "  end. 

The  general  arrangement  of  apparatus  is  shown 
in  Plate  2  and  a  diagram  of  the  electric  wiring  is 
given  on  Plate  4. 

Motor  Control. — The  motor  control  on  each  loc- 
omotive consists  of  the  following  apparatus : 

Contactors. 

Beversers. 

Sheostats. 

Main  switch. 

Main  motor  cut-out  switches. 

Individual  motor  fuses. 

In  addition  to  these  pieces  of  apparatus  there 
are  four  sets  of  third-rail  contact  shoes  (two  shoes 
in  each  set)  and  two  overhead  contact  shoes,  with 
the  necessary  main  cables  connecting  them  to  the 
control  apparatus  on  the  locomotive.  There  is 
also  a  main  cable  extending  through  the  locomo- 
tive terminating  with  couplers  at  the  ends,  so  that 
the  third-rail  shoes  and  the  overhead  shoes  of  any 
two  or  more  locomotives  may  be  connected  to- 
gether. This  cable  is  termed  the  bus  line.  The 
drcuits  from  the  contact  shoes  (both  third  rail 
and  overhead)  are  protected  by  fuses,  a  set  of  two 
fuses  in  multiple  being  located  near  each  shoe  to 
protect  the  circuit  of  that  shoe.  From  the  third- 
rail  shoes  or  from  the  overhead  shoes  the  main 
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circuit  is  carried  through  the  respective  fuses 
each  to  the  main  switch  and  through  the  mo 
fuses  to  the  contactors  and  thence  motors. 

The  contactor  (Fig.  28)  is  an  eleetro-mag 
switch  (see  general  description  under  paragn 


FIS.  28 — Locomotive  Contacter. 

7,  Suburban  Motor  Cars),  with  two  contact  ar 
and  sets  of  contact,  in  multiple  operated  by  i 
plunger.  There  are  forty-three  of  these  contt 
ors  which  are  located  in  the  end  compartments 
the  cab,  one  group  on  each  side  of  each  end  w 
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partment.  The  contactors  are  suspended  by  in- 
sulating bolts  from  channel  iron  supports.  The 
contactors  are  numbered  progressively  aroimd 


the  cab,  No.  1  being  nearest  the  No.  1  reverser. 
Each  contactor  has  a  plate  with  its  number,  which 
is  attached  in  front  above  the  arc  chute. 
Having  to  deal  with  larger  currents  than  the 
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are  larger  and  heavier  I 
)),  (see  general  descrip 
•ban  Cars).  There  are 
h  end  compartment.  The 
on  the  main  switch  end  ol 

annatare  and  field  lead 
lat  end  connected  to  the  s 
fs.  The  connections  of  ai 
}  for  produciog  forward 

of  the  locomotive  are  et 
copper  bars  pressed  agi 
hes,  throagh  a  toggle  m 

reverser  will  be  host  nn 
I  Fig.  30.  Wires  only  con 
)wn. 

the  reverser  are  duplici 
•everser  takes  care  of  N 
r  side  handles  No.  2  mi 
3  connections  for  motors 

reverser  controls  the  fon 
:  half  the  backward  motio 
hows  the  left  side  of  N 
spection  of  it  will  show 
sed. 

lates  work  in  pairs.  Whf 
tnd  D  are  closed.  These 
slectro   magnets    (showi 

magnet  is  energized  the  f 
'hen  left  hand  magnet  is  € 
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rig.  33— lAico motive  Main  Switch. 
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to  the  motor  fuse  boxes,  bat  somewhat  la: 
There  are  two  of  these  arranged  in  mnltiph 
each  pair  of  third-rail  shoes  and  are  monnte 


Fig.  33 — Loeomotire  Main  Motor  Cutout  Switches. 

brackets  just  above  their  shoes.  Copper  ri 
fuse  of  1,600  ampere  rating  is  .used  in  eac 
these  boxes.  ' 
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Third-rail  contact  shoes  {Pig.  36).  These  she 
are  of  the  "Slipper"  spring  actuated  nnder-n 
ning  type.  The  shoe  bracket  is  mounted  on 
wooden  insulating  beam.  There  are  two  shoes 
multiple  on  each  bracket. 


Overhead  contact  device  (Fig.  37)  is  a  pn 
matieally  operated  shoe.    There  is  a  valve  m 
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with  the  overhead  rail.  When  air  is  releasee 
shoe  drops;  also  if  the  shoe  rtme  off  the  rail 
tripped  automatically  and  drops.  Moving 
handle  forward  operates  a  pUot  valve,  by  m 
of  which  a  slide  valve  is  thrown  to  admit  air : 
reservoir  to  cylinder  of  contact  shoe  de 
Pulling  the  handle  back  operates  another 
valve  and  the  slide  valve  is  thrown  over  to 
nect  the  air  chamber  of  contact  device  to  exh 
The  handle  will  spring  back  to  the  middle 
tion  from  either  direction.  There  are  two  of  1 
overhead  contact  shoes,  which  are  controllc 
common  by  either  valve  in  the  cab.  They 
momited  on  wooden  insulating  blocks.  It  is 
important  that  these  shoes  should  not  be  ri 


i  CoDtsft  8bo& 
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Four  train  cable  coupler  sockets. 

One  train  cable  coupler  or  jumper. 

One  train  cable  connection  box. 

One  train  cable  cut-ont  switch,  combining 
a  second  train  cable  connection  box. 

One  current  limit  relay. 

Control  fuses. 

The  master  controller  (Fig.  41)  contains 
movable  cylinders,  which  are  geared  together, 
stationary  contacts  for  each  mounted  on  ins 
tion  supports.  The  function  of  the  controlk 
general  is  to  supply  current  at  the  will  of 
en^neer  to  the  train  cable  for  operating  th( 
versers  and  contactors.  The  primary  or  s 
speed  cylinder  operates  the  contactors  which 
duce  motor  combinations.  The  secondary  or  1 
speed  cylinder  operates  those  contactors  w 
cut  out  the  main  motor  resistance.  The  seconi 
cylinder  is  geared  to  primary  at  the  ratio  of  a 
three  to  one.  Geared  to  the  cylinders  is  a 
emor  device,  by  means  of  which  the  movemei 
the  controller  handle  and  the  cylinders  is  che 
when  current  through  the  motors  exceeds  a 
tain  amount.  The  controller  has  a  separate 
verse  cylinder  and  there  is  a  separate  handle 
this.  The  reverse  handle  can  be  thrown  only  t 
the  controller  handle  is  in  the  "off"  posi 
The  "off"  position  of  the  controller  handle  : 
dicated  and  is  the  extreme  forward  position  oJ 
handle.  There  are  twenty-fonr  operating  not 
and  an  "off "  point  on  the  controller  dial  rinj 
latch  on  the  handle  engages  the  notches  on 
dial  ring  and  has  to  be  released  in  moving  i 
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compartment  of  the  cab  and  is  used  for  admitting 
cnrrent  to  the  master  controllers  and  should  be 
closed  to  operate  from  either  master  controller. 
The  main  purpose  of  this  switch  is  to  cut  off  line 
from  the  master  controller  fuse,  which  is  located 
in  this  switch,  in  case  the  fuse  has  to  be  inspected 


or  renewed.    The  fuse  for  this  switch  is  25  am- 
pere, capacity. 

The  overhead  master  controller  switches  (Fig. 
42)  are  located  one  over  each  master  controller 
and  are  used  for  admitting  or  cutting  off  current 
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he  controller  over  which  it  is  located.  The 
ve  control  switch  (Fig.  42)  is  located  on 
ie  of  the  passage  way  of  the  "A"  end. 
ig  this  switch  cuts  off  ground  from  the  re- 
and  contactor  coils.  It  must  be  kept  closed 
eration.  Ordinarily  it  need  not  be  touched, 
train  cable  is  composed  of  twenty  conduct- 
liich  are  attached  to  numbered  plugs  in  the 
r  sockets,  and  there  are  branches  from  sev- 
of  these  wires  extending  to  the  master  con- 
.     These  seventeen  wires  are  used  as  fol- 

1. — For  operating  series  contactors. 

2  and  5. — For  operating  series  parallel 
tors. 
3. — For  operating  bridge  contactors. 

2  and  4. — For  operating  parallel  contact- 

,  6,  7,  10,  11,  12,  13,  14,  15  and  16.— For 
ing  resistance  contactors. 
18. — For  operating  controller  governor. 
0. — For  operating  reverser  one  direction. 
8. — For  operating  reverser  other  direction. 
19  and  20  are  used  for  operating  the  sander 

17  is  an  extra  wire. 

train  cable  coupler  socket  (Fig.  43)  has 
"■  contact  studs;  otherwise  the  general  de- 
on,    paragraph    23,    Suburban    Cars,    will 

train  cable  coupler  plug  (Fig.  44)  has 
'  contacts  to  agree  with  coupler  socket.  (See 
il    description,    paragraph    24,    Suburban 
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Train  cable  connection  boxes  are  used  for  mak- 
ing connections  from  master  controller  and 
coupler  sockets  to  the  train  cable.    One  of  these 


connection  boxes  (Fig.  45)  is  combined  with  the 
twenty-point  eut-©ut  switch.  This  is  mounted  on 
the  back  of  the  master  controller  on  the  "A"  end 
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of  the  cab.  This  is  the  No.  2  connection  box.  The 
plain  connection  box  (Fig.  46)  is  mounted  on  the 
back  of  the  controller  at  ''B"  end  of  the  cab. 
No.  0  wire  from  No.  1  box  connects  to  No.  8  wire 
in  No.  2  box,  and  No.  8  from  No.  1  box  connects 
with  No.  0  in  No.  2  box.  All  other  wires  connect 
number  to  number.  One  of  the  wires  in  the  out- 
side layer  is  covered  with  green  braid.  This  is 
No.  1  wire,  the  other  wires  of  this  layer  being 
numbered  in  the  counterclock-wise  direction  from 
this.  The  red  covered  wire  in  the  inner  layer  is 
No.  14,  the  others  being  numbered  counterclock- 
wise direction. 

The  current  limit  relay  (Fig.  47)  is  located  just 
above  the  No.  1  reverser  and  is  provided  for  the 
purpose  of  checking  a  too  rapid  movement  of  the 
controller  handle  in  getting  the  train  up  to  speed. 
The  relay  coil  is  connected  in  series  with  No.  2 
motor  circtiit.  If  the  current  through  the  motor 
exceeds  a  certain  amount,  the  plunger  of  relay 
picks  up  and  closes  a  set  of  contacts  which  sup- 
plies current  to  the  controller  governor.  The  con- 
troller handle  is  thus  held  from  being  moved  on 
and  cannot  be  moved  another  notch  until  the  cur- 
rent through  the  motor  falls  to  a  certain  amount. 

The  control  cut-out  switch  (Fig.  45)  has  already 
been  referred  to  under  the  subject  of  Connection 
Boxes.  The  connection  studs  of  this  box  also  serve 
the  purpose  of  the  No.  2  connection  box.  This  cut- 
out switch  serves  the  purpose  of  disconnecting  the 
control  circuits  of  contactors  and  reversers  on  a 
locomotive  from  the  train  line.  The  cut-out  switch 
has  twenty  sets  of  contacts  which  are  connected 
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or  disconnected  accordingly  as  the  handle  is  full 
around  to  the  left  or  to  the  right. 

Control  fuses  (Fig.  45)  are  mounted  on  the 
same  insulation  back  as  the  cut-out  switch  and 
are  contained  in  the  same  box.  The  fuses  num- 
bered from  the  top  protect  the  following  circuits : 

No.  1 — Series  contactor  coils. 

Nos.  2  and  5 — Series  parallel  contactor  coils. 

Nos.  2  and  4 — Parallel  contactor  coils. 

No.  3 — Bridge  contactor  coils. 

Nos.  8  and  9 — The  reverser  operating  coils. 

Nos.  6,  7,  10,  11,  12,  13,  14,  15  and  16— The  re 
sistance  contactor  coils^  respectively,  one  fuse  pro- 
tecting the  contactor  coils  for  each  resistance  step 
of  controller. 

No.  17  is  not  required  but  is  extra. 

No.  18 — Controller  governor  circuit. 

Nos.  19  and  20 — Sander  circuits. 

Air-Compressor  Control — The  air-compressor 
control  comprises  the  following  pieces  of  appa- 
ratus : 

A  pump  motor  switch. 

A  pump  governor. 

A  pump  motor  circuit  contactor. 

Pump  motor  switch  (Fig.  18)  is  located  on  side 
of  passage  **A,''  end  compartment.  This  switch 
is  for  the  purpose  of  opening. the  pump  motor 
circuit  when  locomotive  is  not  in  service.  This 
switch  contains  a  40-ampere  fuse,  which  protects 
the  pump  motor  circuit. 

Pump  governor  (Fig.  48)  is  located  in  *^A'* 
compartment  on  side  opposite  No.  2  reverser.  The 
governor  is  of  the  diaphragm  type  of  construction, 
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the  movement  of  the  diaphragm,  as  air  pressure 
falls  or  rises,  operating  a  lever  mechanism  which 
serves  to  give  a  quick  make  and  break  to  a  small 
switch  of  the  contactor  type.  This  switch  does 
not  close  the  pump  motor  circuit  itself  but  closes 


Fig.  46 — Locomotive  PlalD  TrsiD  Cable  CoDnecUon  Box. 

the  circuit  through  the  pump  motor  circuit  contac- 
tor, which  has  higher  current  capacity  on  its 
contacts  than  the  governor.  This  contactor  is 
located  to  the  left  of  the  governor.  When  the 
air  pressure  in  the  reservoir  falls  to  130  pounds, 
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the  governor  closes  its  contacts,  thereby  energiz- 
ing the  contactor  coil,  which  in  turn  closes  its  eon- 
tacts;  the  pump  motor  circuit  being  thus  com- 


Flg.  4S — Locomotive  Pump 

pleted  the  pump  starts.  "When  the  air  pressure 
reaches  140  pounds  the  governor  opens  the  circuit 
of  the  contactor  coil,  which  in  turn  opens  and 
breaks  the  pump  motor  circuit  and  the  pump 
stops. 

But  the  governor  and  the  contactor  have  strong 
magnetic  blowouts  at  their  contacts,  sufficient  to 
handle  any  current  which  they  may  take  in  this 
service. 

Track  Sander  Control. — The  track  sander  con- 
trol comprises  the  following  pieces  of  apparatus : 

One  main  sander  switch. 

Two  sander  operating  switches. 

Two  electro-pneumatic  valves. 
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Iain  Sander  switch  (Fig.  18),  located  in  tlie 
"  end  compartment  of  cab,  is  for  the  purpose 
idnaitting  or  cutting  off  current  from  the  sand- 
operating  switches.  This  switch  contains  a 
impere  fuse.  The  switch  should  be  opened  on 
aecting  fuse.  This  switch  has  plate  marked 
ander." 


Ftg.  49 — Locoii]otiv«  sand«r  opetatfng  Switch- 
lander  Operating  Switches  (Fig.  49)  are  located 
one  side  of  cab  near  each  master  controller, 
ise  are  double-throw  switches  and  are  marked 
and  Foi-ward"  and  "Sand  Reverse."  Moving 
idle  to  the  "Forward"  position  energizes  the 
ve  which  will  apply  sand  to  rail  for  forward 
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direction.    "Reverse"  position  of  handle  will  ap- 
ply sand  for  the  reverse  direction. 

Electro-pneumatic  valves  (Fig.  50)  are  located 
one  in  each  end  compartment.  One  valve  operates 
a  Sander  for  one  direction  of  movement,  the  other 


Fig.   50 — LoconiotlTe   Eleetro-PneinnalU:   Sondlng  Valve. 

valve  operates  a  sander  for  the  other  direction, 
only  one  valve  being  operated  at  a  time.  The  valve 
is  operated  by  a  magnet  which  is  energized  by 
current  applied  in  the  sander  operating  switch. 
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Train  Operation.— Before  attempting  to  start 
ihe  locomotive  of  a  train  the  motorman  should 
first  close  the  pump  switch,  then  close  the  main 
switch  and  see  that  the  main  control  switch  and 
all  the  cut-out  switches  are  closed.  After  the 
reservoir  and  train  line  are  charged  the  overhead 
control  switch  over  the  controller  from  which 
locomotive  is  to  be  operated  should  be  closed  and 
the  reverser  handle  thrown  in  the  direction  of 
desired  movement  of  locomotive.  The  motorman 
may  then  proceed  on  signal. 

After  releasing  the  latch  on  controller  handle 
pull  controller  handle  to  the  first  notch,  then  to 
the  second  notch,  and  so  on,  until  the  desired 
speed  is  attained.  For  coupling  with  the  locomo- 
tive, light,  the  first  or  second  notch  will  ordinarily 
be  suflScient.  If  it  is  desired  to  get  up  to  speed 
as  soon  as  possible  the  handle  may  be  moved 
around  notch  by  notch,  allowing  the  latch  to  take 
each  notch  until  the  last  notch  is  reached. 

If  the  motorman  feels,  at  any  point,  the  further 
movement  of  the  controller  checked,  he  should  not 
exert  undue  pressure  on  handle — ^no  more  than  is 
ordinarily  required  to  move  the  handle  from  one 
notch  to  the  next.  Whenever  the  current  through 
the  motors  is  higher  than  a  certain  amount  the 
automatic  governor  acts  and  stops  the  further 
movement  of  handle.  When  the  current  falls  to 
a  certain  amount  the  governor  releases  controller 
cylinders  and  another  notch  may  be  taken,  and 
80  on.  Every  notch  on  the  controller  should  in- 
variably be  taken  by  latch  moving  controller  on, 
whether  in  accelerating  or  in  throwing  controller 
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1  with  motors  already  up  to  speed.  In  throw- 
g  oflF,  the  noteheB  need  not  be  observed. 

The  "off"  notch  of  the  controller  may  be  called 
e  zero  notch.  The  first  closed  position  of  the 
ntroller  is  the  first  notch,  and  so  on,  the  tenth 
itch  being  the  full  series  position,  the  seven- 
enth  the  full  series  parallel  position,  and  the 
'enty-fourth  notch  the  full  parallel  position.  The 
nth,  seventeenth  and  twenty-fourth  notches  may 
en  be  called  running  points.  The  intermediate 
ints  are  resistance  points  and  should  ordinarily 

used  only  for  accelerating  or  switching.  The 
Qth  notch  gives  one-quarter  speed,  the  seven- 
snth  notch  one-half  speed,  and  the  twenty-fourth 
tcb  fall  speed.    The  transition  from  the  tenth 

the  eleventh  notches  and  from  the  seventeenth 

the  eighteenth  should  be  made  promptly,  with- 
,t  pause  between. 

When  the  controller  is  on  any  notch  the  current 
,sses  from  the  master  controller  switch  through 
e  master  controller  of  the  train  cable  of  one  or 
'o  locomotives  and  then  to  the  reverser  ox>er- 
ing  coils  and  the  contactor  coils,  which  corre- 
ond  to  the  given  notch. 

If  the  reversers  are  not  already  thrown  to  the 
isition  corresponding  with  the  position  of  the 
verser  handle,  when  the  controller  is  thrown  to 
e  first  notch  current  will  first  pass  through  the 
oper  operating  coil  to  ground.  After  the  re- 
rsers  have  reached  the  correct  position,  inter- 
cking  contacts  on  each  reverser  cut  off  current 

ground  and  establish  a  circuit  through  three 
ntactor  coils.    Moving  the  reverse  handle  does 
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not  operate  the  reversers,  but  simply  arranges  the 
contacts,  so  that  when  the  controller  is  turned  to 
the  first  position  reversers  will  be  thrown  in  the 
proper  direction.  The  operating  coil  for  one  di- 
rection on  one  reverser  is  in  multiple  with  the  cor- 
responding coil  on  the  other  reverser,  these  two 
coils  being  controlled  by  one  wire  from  the  master 
controller  and  protected  by  one  fuse. 

On  the  first  notch  the  main  or  motor  current 
flows  from  the  third  rail  shoes  or  from  the  over- 
head shoes  through  the  shoe  fuses  to  the  main 
switch,  then  through  the  No.  1  motor  fuse  through 
the  reverser  and  No.  1  motor,  through  a  set  of 
rheostats  to  reverser  and  No.  2  motor,  then 
through  the  other  reverser  and  No.  3  motor 
through  a  set  of  rheostats,  then  through  another 
set  of  rheostats  to  reverser  and  No.  4  motor  and 
then  to  ground.  The  four  motors  are  here  all  in 
series,  with  all  the  resistance  in  circuit ;  and  the  lo- 
comotive, if  light,  may  start,  or  if  coupled  to  a 
train  may  simply  take  up  draw-bar  slack.  Each  of 
the  next  three  steps  cuts  out  one  complete  set  of 
motor  resistance,  and  on  succeeding  steps,  until  full 
series  is  reached  the  remaining  set  is  cut  out  in  six 
more  steps.  After  full  series,  between  the  tenth 
and  eleventh  notches,  bridge  connections  are  es- 
tablished and  then  on  the  eleventh  notch  motors 
are  thrown  in  series  parallel  relation.  Eesistance 
is  cut  out  in  six  steps  to  full  series  parallel,  the 
seventeenth  notch.  Bridge  connections  are  then 
established  and  motors  are  then  thrown  all  in 
parallel,  the  resistance  being  cut  out  again  in  six 
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steps.    When  motors  are  in  parallel  each  is  pro- 
tected by  its  own  fuse. 

When  it  is  necessary  to  reverse  the  direction 
of  train  movement,  leaving  controller  handle  in 
the  oflf  position,  throw  the  reverser  handle  in  the 
opposite  direction  and  then  move  controller  han- 
dle on  in  the  same  way.  The  reverser  handle  is  to 
be  thrown  in  the  direction  corresponding  to  direc- 
tion of  movement  reciuired.  The  motors  should 
not  be  reversed  while  the  locomotive  is  moving,  ex- 
cept in  case  of  emergency,  and  then,  if  speed  is 
more  than  a  few  miles  an  hour,  the  wheels  would 
probably  slip.  If  it  is  necessary  to  reverse  while 
moving,  do  not  throw  controller  handle  beyond  the 
first  notch,  if  all  the  motors  are  cut  in,  or  beyond 
eleventh  notch  if  one  motor  is  cut  out 

When  operating  on  an  overhead  rail  section  the 
overhead  contact  shoe  will  be  tripped  and  will 
drop  on  leaving  this  section.  The  motorman 
should,  however,  as  an  extra  precaution,  throw  the 
valve  handle  back.  Either  for  raising  or  lowering 
the  overhead  shoe  it  is  necessary  to  hold  handle 
in  position  only  long  enough  for  the  shoe  to  start 
movement. 

To  sand  the  rails  the  sander  operating  switch 
should  be  moved  over  in  the  direction  of  move- 
ment of  the  locomotive.  To  stop  the  sand  the 
handle  of  this  switch  must  be  brought  back  to  the 
middle  position. 

The  control  cut-out  switch,  if  open,  disconnects 
the  operating  parts  of  contactors  and  reversers 
on  the  locomotives  from  the  train  cable,  but  does 
not  affect  the  operation  of  the  other  locomotive  if 
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two  are  connected  together,  although  it  is  cut  otit 
on  the  locomotive  whose  master  controller  is  be- 
ing operated.  The  control  connections  for  the  re~ 
verser  are  so  arranged  that,  imless  it  is  at  the 
proper  position,  current  is  cut  off  from  contactors, 
so  that  motors  on  that  locomotive  will  receive  no 
current.  In  case  of  electrical  trouble  within  the 
master  controller  train  cable,  couplers  or  con- 
nection boxes,  the  single  fuse  in  the  master  control 
switch  will  protect  them.  In  case  of  local  trouble 
on  contactors  or  reversers.  the  fuses  in  the  cut-out 
switch  will  protect  the  circuit.. 

ELECTBIO  LOCOMOTIVE   CATECHISM. 

Causes  of  Failure  of  Train  Movement. — Ques- 
tion 1.  If  locomotive  fails  to  move  after  instruc- 
tions imder  train  operation  have  been  followed, 
what  should  be  done  ? 

Answer.  First,  after  making  sure  that  the 
overhead  and  main  master  controller  switches  are 
closed,  throw  controller  on  two  or  three  points 
and  oflf,  and  observe  by  the  sound  whether  any 
contactors  are  operating. 

Question  2.  If  none  of  the  contactors  operate, 
what  should  be  done? 

Answer.  Turn  on  light  circuit  switches  to  as- 
certain if  there  is  power  on  the  third  rail  or  over- 
head rail. 

Question  3.  With  current  on  the  locomotive, 
what  would  cause  the  failure  of  contactors  to  op- 
erate? 

Answer.    First,  an  imperfect  master  controller 
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fnse.  Second)  imperfect  contact  in  master  con- 
troller on  some  of  the  fingers  of  the  primary  cyl- 
inder. Third,  two  or  more  imperfect  4-ampere 
fnses  in  the  control  apparatus  circuits. 

Question  4.  What  should  be  done  to  detect  im- 
perfect master  controller  fuse? 

Answer.  Open  main  master  controller  switch 
and  renew  fuse,  and  if  there  is  still  no  operation 
of  contactors  the  trouble  is  evidently  elsewhere. 

Question  5.  How  can  an  enclosed  fuse  that  has 
blown  be  detected? 

Answer.  A  small  circle  in  center  of  table- is 
charred  and  turned  black  when  fuse  is  blown. 
This  is  termed  the  ^' Telltale'^  of  fuse. 

Question  6.  What  should  be  done  to  detect  im- 
perfect contact  in  master  controller? 

Answer.  Cut  out  master  controller  switch,  then 
remove  controller  cover  and  open  arc  deflectors, 
first  on  the  right  hand  side.  Turn  on  controller 
and  see  that  the  controller  fingers  make  good  con- 
tact with  their  respective  cylinder  segments.  K 
any  contact  is  imperfect,  endeavor  to  readjust,  if 
there  is  time.  Failing  in  this,  go  to  the  other 
controller  and  operate  from  that,  -after  cutting 
in  its  overhead  switch  and  the  main  master  con- 
troller switch  again. 

Question  7.  What  should  be  done  to  detect  im- 
perfect fuses  in  the  control  apparatus  circuits? 

Answer.  Remove  cover  from  the  cut-out  switch 
on  back  of  No.  2  controller  and  inspect  the  five 
top  fuses  and  the  eighth  and  ninth  from  top.  If 
any  one  of  these  fuses  show  signs  of  being  blown 
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from  the  telltale  being  black,  renew  the  blown* 
fuses. 

Question  8.  If  some  of  the  contactors  close  on 
the  first  test  without  giving  main  current,  what 
should  be  done? 

Answer.  After  opening  main  switch,  throw  re- 
verser  handle  back  and- forth  two  or  three  times, 
throwing  controller  to  first  notch  at  each  reversal 
and  note  whether  both  reversers  respond,  throw- 
ing over  at  each  reversal. 

Question  9.  If  neither  reverser  responds,  what 
should  be  done  ? 

Answer.  Eenew  fuses  eighth  and  ninth  from 
top  on  cut-out  switch  and  then  try. 

Question  10.  If  one  reverser  responds  to  rever- 
sals on  controller  and  other  does  not,  what  should 
be  done  ? 

Answer.  Throw  over  by  hand  the  reverser  that 
is  not  operating,  making  sure  after  throwing  that 
the  reverser  is  properly  locked  by  toggle.  It 
would  require  considerable  force  to  lock  reverser, 
but  it  is  absolutely  essential  that  it  be  locked,  and 
no  attempt  should  be  made  to  operate  before  mak- 
ing sure  of  this. 

Question  11.  What  contactors  should  close  on 
the  first  notch  of  controller? 

Answer.  1,  2,  4, 19,  22,  25,  33,  41  and  42.  Con- 
tactors 1,  4  and  19  close  after  No.  1  reverser  is 
thrown;  25,  33  and  41  close  after  No.  2  reverser 
throws.  Contactors  2,  22  and  42  are  governed 
by  the  No.  1  circuit  on  master  controller. 

Question  12.  If  contactors  2,  22  and  42  do  not 
close,  what  should  be  done  ? 
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Answer.  First,  renew  top  4-ampere  fuse  on 
cnt-out  switchboard.  Second,  examine  main  motor 
cut-out  switches.  See  that  they  are  well  closed, 
so  that  auxiliary  contacts  are  closed. 

Question  13.  If  this  is  not  effective,  what  should 
be  done  ? 

Answer.  After  closing  main  switch  again, 
throw  controller  to  eleventh  notch,  moving  slowly 
from  tenth  to  eleventh,  and  begin  operation  in 
series  multiple.  Motorman  should  here  move  han- 
dle more  slowly  than  ordinarily,  as  the  automatic 
feature  may  thus  be  cut  out.  Motorman  should 
watch  meter  and  should  not  exceed  2,000  amperes 
in  multiple. 

Question  14.  If  two  locomotives  are  being  op- 
erated together  and  the  master  controller  fuse 
blows  again,  after  being  removed,  what  should  be 
done? 

Answer.  Pull  20-point  jumper  between  locomo- 
tives and  try  renewing  fuses,  and  then  operate 
from  locomotive  on  which  fuse  does  not  blow 
again.  If  a  new  20-point  jumper  is  available,  this 
may  be  substituted  and  tried. 

Question  15.  If  motors  do  not  take  current  be- 
tween eleventh  and  seventeenth  notches  or  be- 
tween the  eighteenth  and  twenty-fourth  notches, 
what  should  be  done  ? 

Answer.  Renew  the  second  and  fifth  fuses  for 
the  first  case  and  the  second  and  fourth  fuses 
for  the  second  case.  If  this  is  not  effective,  ex- 
amine contact  fingers  for  the  primary  cylinder 
and  adjust,  if  any  of  these  fingers  are  not  making 
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good  contact.  Failing  in  this,  operate  from  the 
other  controller. 

Question  16.  What  other  causes  would  prevent 
the  operation  of  locomotives  1 

Answer.  First,  the  blowing  of  the  third  rail 
shoe  fuses.  Example  for  this :  If  lights  are  not 
obtainable  in  turning  on  light  switches  (see  Q.  2). 
Second,  the  blowing  of  an  individual  motor  fuse. 

Question  17.  What  would  tend  to  reduce  the 
speed? 

Answer.  First,  in  operating  with  two  locomo- 
tives, if  either  locomotive  is  inoperative  from  any 
of  the  causes  referred  to  or  if  there  is  a  loose 
20-point  jumper,  or  the  bus  line  jumper  is  loose 
or  out,  and  the  shoe  fuses  blow  on  either  locomo- 
tive, of  course  one  locomotive  would  be  a  dead 
load.  Second,  imperfectly  acting  triple,  as  would 
be  indicated  by  meters  showing  excessive  current. 

Question  18.  What  should  be  done  in  the  event 
of  third  rail  shoe  fuses  blowing  ? 

Answer.  These  fuses  will  ordinarily  blow  only 
when  there  is  a  short  circuit  on  locomotive  equip- 
ment. If  the  cause  of  fuses  blowing  is  evident, 
however,  as  from  the  temporary  grounding  of  a 
shoe,  the  fuse  may  be  renewed  after  the  gi:ound 
has  been  removed.  To  do  this,  put  slipper  boards 
under  all  the  contact  shoes  of  both  locomotives 
and  release  overhead  shoes  from  overhead  rail. 
In  removing  slippers  from  under  shoes,  after  re- 
newing fuses,  do  not  stand  nearer  the  fuse  box 
than  is  absolutely  necessary.  If  one  locomotive  is 
grounded  and  the  other  is  not,  leave  out  bus  line 
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jumper  and  operate  from  locomotive  which  is  free 
from  gromid. 

Question  19.  What  should  be  done  in  case  of 
an  individual  motor  fuse  blowing,  as  indicated  by 
contactors  1,  2,  4, 19,  22,  25,  33,  41  and  42  closing 
properly  on  first  notch  without  taking  current! 

Answer.  After  making  sure  that  the  motor  cut- 
out switches  over  reversers  are  all  closed,  open 
main  switch  and  see  which  motor  fuse  is  blown; 
renew  this  and  proceed.  If  this  fuse  blows  again 
open  cut-out  switch  for  this  motor  and  start  train 
from  the  eleventh  notch. 

Question  20.  If  a  third  rail  shoe  support  is 
broken,  what  should  be  done  ? 

Answer.  Motorman  should  first  pull  bus  line 
jumper,  if  two  locomotives  are  coupled  together, 
insert  wooden  insulating  slippers  between  the  con- 
tact shoes  and  rail  on  the  crippled  locomotive  and 
retrieve  overhead  shoe,  if  upon  rail,  and  then  pro- 
ceed to  detach  or  tie  up  remnant  of  device,  exer- 
cising extreme  care  that  the  contact  device  is  kept 
clear  of  the  contact  rail  and  kept  clear  of  truck 
or  any  grounded  part  to  prevent  injury  to  him- 
self. 

Question  21.  What  should  be  done  in  case  air 
pump  fails  to  operate? 

Answer.  Eenew  fuse  in  pump  switch,  which  is 
located  in  '*A"  end  cab.  Open  the  pump  switch 
before  doing  this.  If  this  does  not  remedy  the 
trouble  inspect  the  governor  contacts  and  adjust 
them,  if  necessary. 

Some  of  these  questions  are  based  on  failures 
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which  have  actually  occurred,  but  most  of  them 
are  based  on  things  which  might  happen. 

While  there  are  other  things  which  might  hap- 
pen, yet  the  information  herein  given  is  of  such 
a  character  that  the  motorman  using  this  knowl- 
edge and  plenty  of  common  sense,  will  be  able  to 
detect  the  trouble. 

Wiring  Diagram  and  Key. — ^A  diagram,  such  as 
Plate  4,  is  of  a  very  technical  nature,  and  can  only 
be  mastered  by  careful  work. 

It  can  be  best  understood  by  the  following  table, 
which  shows  what  wires  are  connected  at  each 
notch  of  the  controller  and  which  contactors  are 
controlled  by  each  wire. 


Notches.  Wi'i 

All 
All 

I  to  10 
2 
3 

4  to  9 
5-12-19 
6-13-20 
7-14-21 
8-15-22 
9-16-23 
10-17-24 

II  to   16 
11  to  16 

and 
18  to  24 
11  to  17 
17-18 
18-24 

'Dashes  between  numbers  indicate  separate  numbers;  1  to  10 

means  these  two  numbers  and  all  between. 
-fContactor  31  does  not  close  on  account  of  an  interlock. 


TABLE  I.* 

r  in  circuit. 

Contactors  clos 

51 

1-4-19. 

52 

25-33-41. 

1 

2-22-42. 

6 

18. 

7 

18-39. 

10 

18-39-31. 

11 

5-13-26-34. 

12 

6-14-27-35. 

13 

7-15-28-36. 

14 

8-16-29-37. 

15 

9-17-30-38. 

16 

10-18-31-39 

10-h 

18-39. 

2 

23-21. 

5 

11-32-2-42. 

3 

12-40-23-21 

4 

3-20-24-23. 
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Reverse  lever  forward  THre  8  flirows  reversers 
forward. 

Beverse  lever  bai^ward  Wire  0  throws  re- 
versers backward. 

Wire  18  at  all  notches  operates  controller  lock 
coiL 

Use  of  Plate  6  will  enable  one  to  see  the  relative 
positions  of  these  contactors  and  realize  more 
fully  the  electrical  results  of  their  opening  and 
closing. 

Table  II  gives  the  contactors  closed  at  each 
notch  or  step  of  the  controller.  Those  contactors 
which  are  in  addition  to  those  previously  closed 
are  in  italics. 

When  a  contactor  drops  out  as  18  does  on  first 
bridge  between  notches  10  and  11,  then  when  it 
closes  again  at  notch  11  it  is  in  italics  to  sig- 
nify that  it  was  not  closed  on  the  preceding  step. 

Table  11  and  Plate  6  will  enable  one  to  follow 
every  move  of  the  motor  control. 
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TABLE  II. 


Controller  steps, 

1 
2 
3 
4 

Series 5 

6 

7 

8 

9 

10 
First  bridge. .   . . 

11 
Series  parallel. .  12 

Series  parallel..  13 

14 

15 

16 

17 

Second  bridge.   . . 

18 
ParaUel 19 

20 

21 

22 

23 

ParaUel 24 


Contactors  closed. 

1-2-4-19-22-25-33-41-42 

l-2-4-i^-19-22-25-33-41-42 

1-2-4-18-19-22-25-33-50-41-42 

1-2-4-5-15-18-19-22-25-^6-31-33-54-39-41-42 

l-2-4-5-i5-18-19-22-25-^6-31-33-54-39-41.42 

l-2-4-5-6-13-i4-18-19-22-25-26-;?7-31-33-34-55- 

39-41-42 
l-2-4-6-7-14-i5-18-19-22-25-27-^<9-31-33-35-5tf- 

39-41-42 
l-2-4-7-5-15-16-18-19-22-25-28-;e9-31-33-36-5?'- 

39-41-42 
l-2-4-8-5-16-i7-18-19-22-25-29-50-31-33-37-5<?- 

39-41-42 
1-2-4-9-^0-17-18-19-22-25-30-31-33-38-39-41-42 
l-2-4-ii-19-25-5^-33-41-42 
l-2-4-ll-i<?-19-;^i-;?5-25-32-33-55-41-42 
l-2-4-5-ll-i5-18-19-21-23-25-;^6-32-33-54-39- 

41-42 
1-2-4-5-6-11-13-14-18-19-21-23-25-26-^7-32 

55-39-41-42 
l-2-4-6-7-ll-14-15-18-19-21-23-25-27-;e5-32-33- 

35-56-39-41-42 
1.2-4-7-<?-ll-15-i6-18-19-21-23-25-28-;e5-32-33- 

36-57-39-41-42 
l-2-4-8-5-ll-16-i7-18-19-21-23-25-29-50-32-33- 

37-5^-39-41-42 
l-2-4-9-iO-ll-l;^-17-18-19-21-23-25-30-5i-32- 

33-38-39-40-41-42 
1-2-4-12-19-21-23-25-33-40-41-42 
l-5-4-19-;^0-21-23-;^4-25-33-41-45 
l-3-4-5-i5-19-20-21-23-24-25-;^6-33-54-41-43 
1.3-4-5-6-13-i4-19-20-21-23-24-25-26-;^7-33-34 

55-41-43 
l-3-4-6-7-14-i5-19-20-21-23-24-25-27-;^^-33-35- 

56-41-43 
l-3-4-7-5-15-i6-19-20-21-23-24-25-28.;^5-33-36- 

57-41-43 
l-3-4-8-5-16-i7-19-20-21-23-24-25-29-50-33-37- 

55-41-43 
l-3-4-9-iO-17-i5-19-20-21-23-24-25-30-5i-33- 
38-55-41-43 


AiB-BBAK£. — Locomotives  are  fitted  with  West- 
inghouse  E-T  Equipment,  which  gives  a  straight 
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air  or  automatic  air-brake  on  locomotive  at 
pleasure  of  engineer.  The  train  has  the  regular 
automatic  aii-brakes.  Another  feature  of  this 
system  is  the  ability  to  graduate  the  release  easily 
and  precisely. 

The  air  compressor  on  locomotives  is  quite  dif- 
ferent in  design  from  the  motor  car  compressors. 
A  cross  section  of  it  is  shown  in  Fig  51. 


Fig.  51 — Cross  Section  o(  LocomotlTe  Air  CompresBor. 

This  air  compressor  consists  of  a  duplex,  single- 
acting,  vertical  air  pump,  located  between  and  di- 
rectly connected  to  two  8-pole  series,  direct-cur- 
rent motors.    It  has  a  piston  displacement  of  75 
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cubic  feet  per  minute,  when  operating  on  600 
volts,  and  against  a  tank  pressure  of  130  pounds 
per  square  incti. 

The  compressor  frame  is  so  shaped  as  to  form  a 
large  oil  chamber  for  the  cranks  and  connecting 
rods.  It  is  provided  with  a  pedestal-like  base, 
arranged  to  support  the  machine,  and  bolted  to  the 
floor  of  the  locomotive  cab.  To  this  frame  the  mo- 
tor frames  are  bolted,  one  to  each  end.  The  ver- 
tical cylinders  are  bolted  to  the  top  and  large  oil- 
tight  doors  are  provided,  one  on  each  side,  for 
admission  to  the  cranks  and  bearings. 

The  pistons  are  provided  with  single  rings  of 
the  three-section  type.  Each  cylinder  is  provided 
with  independent  intake  and  exhaust  valves.  These 
valves  are  of  the  tubular  type,  operating  in  a 
vertical  position  on  the  tops  of  the  cylinders. 

The  intake  for  the  air  is  provided  with  a  cop- 
per screen,  located  in  a  box,  which  can  be  easily 
removed  and  cleaned  when  necessary. 

The  crank  chamber  is  provided  with  baffle 
plates,  above  and  below,  for  the  purpose  of  pre- 
venting too  much  splashing  of  oil  into  the  cyl- 
inders. 

The  armatures  are  fg,stened  directly  to  the 
crank  shaft.  Each  end  of  the  shaft  is  tapered  and 
supplied  with  key  and  clamping  nut,  for  the  pur- 
pose  of  securing  the  armatures,  and  providing 
means  for  their  removal. 

The  pole  pieces  are  made  of  soft  iron  sheets,  se- 
curely riveted  together  and  bolted  to  finished  sur- 
faces on  the  inside  of  the  motor  frame. 
The  brush  holders  are  supported  on  insulated 
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radial  studs  held  by  clampsy  bolted  to  the  ends 
of  the  motor  frames  in  snch  a  maimer  as  to  permit 
adjustment  to  accommodate  the  wear  of  the  com- 
mutator. The  outside  end  of  each  motor  is  pro- 
vided with  a  large  ventilated  shield,  semi-closing 
the  machine,  and  affording  protection  for  the 
armatures  and  brush  holders. 

The  machine  has  a  total  of  six  bearings,  con- 
sisting of  one  crank  bearing,  and  one  wrist  bearing 
for  each  of  the  two  connecting  rods,  and  two  main 
bearings.  The  main  bearings  are  located  in  the 
motor  frames,  one  on  each  side  of  the  crank  por- 
tion of  the  driving  shaft.  All  bearings  are  pro- 
vided with  removable  bronze  linings.  The  con- 
necting rods  are  split  on  the  diameter  of  the  crank 
pin,  and  the  crank  bearings  are  held  in  place  by 
caps  bolted  to  the  lower  ends  of  the  connecting 
rods.  The  main  bearings  are  oiled  from  waste 
packed  pockets,  formed  in  the  motor  frame  cast- 
ings. The  crank  bearings  are  lubricated  by  oil 
splashed  by  the  connecting  rods.  The  wrist  bear- 
ings are  lubricated  by  oil  supplied  to  them  through 
pipes  connected  to  pumping  devices  located  on  the 
lower  ends  of  the  connecting  rods  so  as  to  dip  into 
oil  in  the  bottom  of  the  crank  chamber. 

Operation. — The  air  compressor  is  intended  to 
operate  on  600  volts,  and  for  such  operation  the 
motors  should  always  be  connected  in  series. 

The  direction  of  rotation  of  the  armatures 
should  be  such  that  the  top  side  of  the  commutator 
travels  toward  the  observer,  when  standing  on 
the  side  of  the  compressor  where  the  air  intake 
is  located  and  the  intake  openings  in  the  oiling  de- 
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vices  should  recede  while  sweeping  through  the 
oil. 

Should  it  be  necessary  to  remove  an  armature, 
take  off  the  end  shield  and  remove  brush  holders ; 
then  take  off  the  armature  nut.  Before  removing 
the  nut,  it  will  be  necessary  to  straighten  out  lock 
washer  underneath  the  same.  When  the  nut  has 
been  removed  two  bolts  of  proper  length,  with 
hooked  ends,  should  be  hooked  behind  two  spokes 
of  the  armature  spider  diametrically  opposite  each 
other.  The  outside  ends  of  these  bolts  should  be 
threaded,  and  should  pass  through  holes  in  a  piece 
of  iron,  held  against  the  armature  shaft  in  such 
a  manner  that  when  tightened  the  armature  will 
be  loosened  and  pulled  off. 

When  it  becomes  necessary  to  replace  a  lining 
for  a  main  bearing,  it  will  be  necessary  to  remove 
the  armature  and  armature  key.  The  lining  can 
be  then  drawn  out  of  the  motor  frame  over  the 
shaft  by  bolts  screwed  into  tapped  holes  in  the 
end  of  the  lining. 

As  the  commutator  wears  down,  it  may  become 
necessary  to  adjust  the  brush  holders.  The  brush 
holders  should  be  located  about  one-eighth  of  an 
inch  from  the  commutator,  and  can  be  adjusted  by 
loosening .  clamping  bolts,  so  the  supporting  stud 
can  slide  in  the  clamp. 

In  replacing  brush  holders  which  have  been  re- 
moved, care  should  be  taken  to  move  them  over 
as  far  as  possible  in  the  direction  opposite  to  the 
rotation  of  the  commutator,  so  as  to  produce 
sparkless  conamutation. 

If  it  should  be  observed  that  a  compressor  ap- 
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predably  increases  its  speed,  from  canses  other 
than  increase  in  voltage,  and  seems  not  to  be  de- 
livering the  proper  amount  of  air,  attention  should 
be  given  to  the  intake  valves,  as  such  a  condition 
might  be  caused  by  valves  sticking,  or  not  prop- 
erly seating,  due  to  accnmulation  of  dirt.  The 
valve  in  question  should  be  taken  out  and  thor- 
oughly cleaned,  care  being  taken  not  to  leave  par- 
ticles of  thread  or  lint  sticking  to  it. 

Should  the  intake  valve  fail  to  oi)en  with  every 
stroke  on  the  compressor,  attention  should  be 
given  to  the  exhaust  valves.  If  the  exhaust  valves 
leak,  or  remain  open  for  any  reason,  the  cylinder 
will  receive  air  from  the  reservoir,  and  will  not 
give  the  intake  valves  an  opportunity  to  open. 
When  these  valves  are  out,  care  should  be  taken 
not  to  drop  dirt  into  the  cylinders,  as  the  clear- 
ance between  tops  of  cylinders  and  pistons  is  very 
small. 

Valve  trouble  of  any  kind  rarely  happens  with 
this  type  of  valve,  and  can  be  caused  only  by  ac- 
cumulation of  dirt.  The  operator  will  soon  leam 
to  know  from  the  peculiar  click  of  the  valves 
whether  or  not  they  are  working  properly. 

Should  it  become  necessary  to  remove  a  piston 
or  connecting  rod,  the  cylinders  must  be  taken 
off,  then  the  crank  caps  removed  from  the  connect- 
ing rods,  upper  baffle  plate  removed,  and  con- 
necting rod  and  piston  drawn  upwards  out  of  the 
compressor  frame. 

Oil  should  be  maintained  in  the  crank  chamber 
to  within  about  one-half  inch  of  the  center  portion 
of  the  lower  baffle  plate  and  should  never  be  al- 
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lowed  to  become  so  low  as  not  to  permit  the  oiling 
device  to  properly  dip  into  the  same. 

The  frame  of  the  machine  is  designed  to  catch 
oil  splashed  in  the  crank  chamber  and  deliver  it 
to  the  main  bearings.  However,  the  waste  pockets 
around  these  main  bearings  should  be  examined 
from  time  to  time  to  see  that  the  waste  is  tight 
against  the  shaft  and  is  receiving  the  proper 
amount  of  oil.  If  splashing  fails  to  supply  oil  to 
these  bearings  the  pockets  should  be  filled  by  hand 
once  a  week. 

Oil  in  the  crank  chamber  should  not  be  too  thick, 
but  should  be  of  medium  or  light  weight,  so  that 
the  oiling  device  can  work  to  the  best  advantage. 
A  hght  gas  engine  cylinder  oil  is  recommended. 
When  the  oil  in  crank  chamber  becomes  muddy 
it  should  be  removed  and  replaced  by  a  fresh  sup- 
ply. 

Should  pounding  develop  in  the  compressor,  the 

crank  bearings  should  be  inspected,  and  if  found 
in  good  condttion  it  is  probable  that  the  cylinder 
clearance  has  filled  with  dirt,  or  wrist  bearings 
have  become  defective  and  the  cylinders  should  be 
removed  and  cleaned  and  bearings  inspected. 

In  replacing  pistons  in  cylinders  care  should  be 
taken  not  to  omit  any  of  the  little  springs  in  the 
piston  rings. 

,The  machine  should  be  thoroughly  inspected 
from  time  to  time,  and  bearings  should  not  be  al- 
lowed to  become  excessively  worn  before  being  re- 
placed. 

Brushes  should  be  replaced  when  worn  out,  and 
conmiutators  should  be  kept  smooth,  clean  and 
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round.  Care  should  be  taken  not  to  allow  oil  to 
come  in  contact  with  the  commntator  or  windings, 
as  oil  is  injnrions  to  insulating  materials. 


FiS,  SS — TraD«mlsBloD  Lloe  Pole. 


A  Typical  Equipment. — Voltages  as  high  as 
60,000  are  now  being  used  to  transmit  energy  from 
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generating  station  to  sub-station,  although  20,000 
volts  is  the  more  usual  pressure.  When  the  dis- 
tance is  short,  6,600  volts  may  be  used. 


For  all  these  voltages  the  poles  are  of  .latticed 
steel  work,  somewhat  like  windmill  towers. 
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For  the  higher  voltages  these  poles  take  the 
form  shown  in  Figs.  52  and  53.  Sack  poles  are 
spaced  from  400  to  700  feet  apart. 

Fig.  52  shows  a  pole  carrying  three-phase  cur- 
rent on  insulators  weighting  45  pounds  each.  They 
are  15  inches  high  and  18  inches  across  at  their 
greatest  diameter. 

These  insulators  are  spaced  6  feet  apart.  Each 
carries  a  cable  composed  of  sis  copper  wires  twist- 
ed about  a  hemp  cord.  The  diameter  of  cable  is 
half  an  inch  and  it  is  equivalent  to  a  No.  000  wire 
in  conductivity. 


lew  of  Bab-Statlon. 


Fig.  53  shows  the  form  of  pole  used  to  carry 
lines  in  and  out  of  the  snb-stations. 
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The  interior  of  a  sub-station  is  clearly  shown 
in  Fig.  54.  At  right  iiand  side  are  the  rotary  con- 
verters, changing  six -phase  alternating  current  at 
460  volts  to  direct  current  at  660  volts. 

The  transformers  at  the  left  take  three-phase 
alternating  current  at  transmission  line  voltage 
and  change  it  to  a  six-phase  alternating  current  at 
iW  volts. 

A  low  brick  wall  runs  behind  the  transformers 
on  the  rear  of  which,  in  brick  compartments,  are 
the  oil  switches.  Overhead  are  the  bus  bars  and 
hand-opened  disconnecting  switches. 

The  transformers  are  cooled  by  an  air  blast 
coming  up  from  a  duct  in  the  floor. 

Power  is  carried  to  the  third  rail  by  lighter  and 
shorter  poles  than  those  used  on  transmission  line, 
yet  of  same  general  design. 


Fig  fis — Telltale  Used  for  Gnuelne  Trslna  Before  Entrance  t 
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In  order  to  prevent  certain  cars,  like  hopper- 
bottom  steel  coal  cars,  which  have  very  low  truss 
"rods,  from  entering  the  electrical  zone,  telltales 
are  used. 

A  telltale,  as  shown  in  Fig.  55,  actu  as  a  gange 
and  any  car  passing  this  may  enter  third  rail 
zone  with  safety. 


Fig.  136 — Double  Tblrd  Rail  Jumpec. 

In  open  country  a  top  contact  third  rail  niay  be 
used  without  protection.  The  advantage  of  this 
is  that  the  regular  rail  may  be  used  for  track  and 
third  rail;  an  economy  both  in  purchase  and  dis- 
tribution of  material. 

As  in  ordinary  use,  such  rail  is  shown  in  Figs. 
56  and  57. 
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PIb.  68— Tbitd  Rail  ProCectfon  at  BtatloDS. 
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The  granite  stone  insulators  are  well  ebown  in 
Fig.  57. 

At  stations  a  top  contact  rail  is  protected  by 
l)Ianking.  as  shown  in  Fig.  58. 


V   Oradp  CroBBlog. 


At  grade  crossings  the  rail  is  protected  on  either 
side  and  a  gap  left  in  the  rail  for  tbe  crossing. 
(See  Fig.  59.) 
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The  under  contact  third  rail  is  so  easily  pro- 
tected, as  will  be  seen  in  Fig.  60,  that  it  is  usually 
protected  all  along  the  road. 

A  double-headed  rail  is  used,  generally  copper 
alloyed. 

At  crossings  to  bridge  the  gap,  as  shown  in 
Pigs.  59  and  61,  jumpers  are  used. 

In  Figs.  56  and  57  the  ends  of  these  jumpers 
show  plainly  also  in  Fig.  60.  They  may  also  be 
seen  in  Figs.  58  and  59.  The  end  of  the  cable  is 
riveted  to  the  third  rail. 

The  part  of  cable  underground  may  be  protected 
in  several  ways.    The  rubber  insulated,  lead  cov- 
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ered  cable  may  be  protected  by  a  fiber  conduit  and 
buried  in  concrete,  or  it  may  be'  protected  by  an 
iron  pipe. 


Fig.    Gl — A    UL'dde   CrosBing. 

The  dome-shape  cover  over  end  of  jumper  is  to 
exclude  moisture  from  conduit. 

The  jumper  shown  in  Fig.  60  has  the  portion 
above  ground  protected  by  a  wooden  sheathing, 
like  that  on  the  third  rail. 

Where  the  cable  leaves  pipe  it  is  plugged  with 
oakum  soaked  in  a  bituminous  compound,  so  as  to 
exclude  moisture. 

Fig.  62  shows  a  motor  car  with  motors  in  both 
trucks.  Each  truck  has  two  75-horsepower  motors 
or  vlOO-horsepower  per  car. 
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Fig.  63— Motor  Cars,  400  E 
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The  dome-shape  cover  over  end  of  jumper  is  to 
exclude  moisture  from  conduit. 

The  jumper  shown  in  Fig,  60  has  the  portion 
above  ground  protected  by  a  wooden  sheathing, 
like  that  on  the  third  rail. 

Where  the  cable  leaves  pipe  it  is  plugged  with 
oakum  soaked  in  a  bituminous  compound,  so  as  to 
exclude  moisture. 

Fig.  62  shows  a  motor  car  with  motors  in  both 
trucks.  Each  truck  has  two  75-horsepower  motors 
or  300-horSepower  per  car. 
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Fig.  63— Motor  Cars,  400  E 
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Flsi-  <1S~ Motor  C 


PlB.  63— Motor  Cats.  400  E 
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The  car  shown  in  Fig.  63  has  motors  in  only 
one  truck.  This  truck  contains  two  200-horse- 
power  motors,  making  400-horsepower  per  car. 


FIs-  04 — Truck  of  Klator  as  Shown  in  Fig.  63. 

These  cars  are  also  equipped  with  a  regular 
trolley  for  use  on  branch  lines. 

The  terminal  stations  are  equipped  with  third 
rail,  as  this  gives  far  less  complication  tiian  over- 
head trolley. 


CHAPTER  XV. 

THE  ELECTBICAL  EQUIPMENT  EMPLOYED  IN  THE  ALTEB- 

NATING  CURRENT  OPERATION  OF  ELECTRIC 

DIVISIONS  OF  STEAM  RAILROADS. 

(new    YORK,     NEW     HAVEN     &     HARTFORD     RAILROAD 

METHOD.) 

By  Sidney  Aylmer-Small,  E.  E.,  Instructor  of  Electricity  Rail- 
road Y.  M.  C.  A.,  Ex- Assistant  in  Electrical  Engineering  Columbia 
University. 

The  information  given  in  these  pages  is  the 
same  as  was  given  to  the  employees  of  a  great  rail- 
way when  it  was  preparing  to  electrically  operate 
its  terminal  divisions. 

The  catechism  contains  the  questions  asked  the 
candidates  for  position  of  motorman  on  a  motor 
car  or  engineer  of  an  electric  locomotive,  and 
the  answers  are  those  which  an  applicant  for  such 
positions  is  expected  to  give. 

One  of  the  best  features  of  alternating  current 
systems  of  traction  is  the  ability  to  transmit  the 
power  from  the  station  to  the  train  at  high  volt- 
age. 

When  one  considers  that  the  size  and,  to  a  cer- 
tain extent,  the  expense  of  the  feeders  and  trolley 
wire  depends  upon  the  current,  it  is  readily  under- 
stood what  a  great  economy  is  gained  by  use  of  a 
high  voltage. 
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The  car  yhown  in  Fig.  63  has  motors  in  only 
one  truck.  This  truck  contains  two  200-horse- 
power  motors,  making  400-horsepower  per  car. 


Fig.  64— Tnick  at  Motor  bb  Shown  in  Fig,  63, 
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trolley  for  nse  on  branch  lines. 

The  terminal  stations  are  equipped  with  third 
rail,  as  this  gives  far  less  complication  than  over- 
head trolley. 
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way when  it  was  preparing  to  electrically  operate 
its  terminal  divisions. 

The  catechism  contains  the  questions  asked  the 
candidates  for  position  of  motorman  on  a  motor 
car  or  engineer  of  an  electric  locomotive,  and 
the  answers  are  those  which  an  applicant  for  such 
positions  is  expected  to  give. 

One  of  the  best  features  of  alternating  current 
systems  of  traction  is  the  ability  to  transmit  the 
power  from  the  station  to  the  train  at  high  volt- 
age. 

When  one  considers  that  the  size  and,  to  a  cer- 
tain extent,  the  expense  of  the  feeders  and  trolley 
wire  depends  upon  the  current,  it  is  readily  under- 
stood what  a  great  economy  is  gained  by  use  of  a 
high  voltage. 
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The  ear  yhown  in  Fig.  63  has  motors  in  only 
one  truck.  This  truck  contains  two  200-horse- 
power  motors,  making  400-horsepower  per  car. 


Fig.  64— Truck  of  Motoc  sb  Shown  In  Fl?.  63. 

These  cars  are  also  equipped  with  a  regular 
trolley  for  use  on  branch  lines. 

The  terminal  stations  are  equipped  with  third 
rail,  as  this  gives  far  less  complication  than  over- 
head trolley. 
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way when  it  was  preparing  to  electrically  operate 
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candidates  for  position  of  motorman  on  a  motor 
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the  answers  are  those  which  an  applicant  for  such 
positions  is  expected  to  give. 

One  of  the  best  features  of  alternating  current 
systems  of  traction  is  the  ability  to  transmit  the 
power  from  the  station  to  the  train  at  high  volt- 
age. 

When  one  considers  that  the  size  and,  to  a  cer- 
tain extent,  the  expense  of  the  feeders  and  trolley 
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stood what  a  great  economy  is  gained  by  use  of  a 
high  voltage. 
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A  certain  power  can  be  transmitted  with  half 
the  current,  if  the  voltage  is  doubled.  If  the 
line  is  the  same  resistance,  then  the  lost  power 
on  the  line  is  i/4  Ei^,  whereas  before  it  was  Ei^. 

Hence,  doubling  the  voltage  reduces  the  waste 
of  power  to  one  quarter  of  its  original  value. 

So  important  is  this  principle  that  in  all  direct 
current  work,  where  the  third  rail  is  kept  at  600 
to  750  volts,  the  power  is  transmitted  to  the  third 
rail  by  alternating  current  at  a  high  voltage ;  at 
lease  11,000  volts,  and  frequently  double  that. 

When  the  power  comes  from  a  distant  waterfall, 
60,000  volts  for  the  transmission  line  is  used. 

The  added  economy  of  operation  gained  by  serv- 
ing trains  at  a  higher  voltage  is  one  of  the  main 
reasons  for  adopting  a  system  of  traction  which, 
today,  is  rather  a  new  thing,  but  is  destined  soon 
to  become  a  standard  system  alongside  of  its 
older  mate,  the  direct  current  system. 

With  the  use  of  11,000  or  22,000  volts  coming 
into  direct  connection  with  the  train,  some  new 
factors  enter  into  the  design  of  the  alternating 
current  system  of  traction. 

At  the  present  time  no  one  wants  to  bring 
11,000  volts  into  even  one  end  of  a  motor  car. 
It  is  doubtful  if  public  opinion  would  allow  it 
until  existing  locomotive  equipments  have  proved 
its  safetv. 

This  means  that,  for  the  present,  heavy  trac- 
tion work  will  be  done  by  locomotives.  This  is  a 
distinct  loss  in  suburban  work,  as  a  train  of  mo- 
tor cars  need  not  shift  an  engine  at  the  end  of 
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trips  and  can  maintain  faster  schedule  speed  than 
a  train  drawn  by  a  locomotive. 

In  the  yard  and  stations  at  large  terminals  the 
use  of  a  very  high  voltage  is  out  of  the  question, 
but  the  difficulty  is  easily  overcome.  The  lines 
within  the  yard  limits  can  be  supplied  through 
transformers,  with  a  lower  voltage. 

It  will  frequently  happen  that  a  road  is  using 
a  third  rail,  direct  current  system  in  its  terminal 
at  the  time  when  the  alternating  current  system 
is  decided  upon  as  the  system  for  its  main  line; 
or  a  road  may  even  enter  a  city  over  leased  tracks, 
which  are  equipped  with  a  third  rail. 

In  such  cases  the  alternating  current  locomo- 
tives must  be  designed  so  as  to  run  on  either  di- 
rect or  alternating  current  at  will,  and  with  the 
least  possible  manipulation  of  apparatus  at  the 
change-over  points. 

Two  factors  will  always  make  an  alternating 
system  use  an  overhead  trolley. 

In  the  first  place,  the  voltage  used  must  be 
kept  from  all  accidental  contacts.  Up  in  the  air 
is  the  only  safe  place  for  11,000  volts.  In  the  sec- 
ond place,  a  large  conductor  of  a  magnetic  mate- 
rial, like  iron,  has  an  extra  resistance  which  it 
offers  to  alternating  current,  but  not  to  direct  cur- 
rent. This  extra  resistance  or  reactance  causes 
a  third  rail  to  have  a  low  conductivity  for  alter- 
nating current. 

A  small  sized  copper  wire,  say,  of  the  size 
of  one's  finger,  offers  very  little  extra  resistance. 
The  alternating  current  system  will,  then,  always 
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be  an  overhead  trolley  wire  system,  and  for  some 
time  to  come  it  will  be  a  locomotive  system. 

Generating  Plant. — The  typical  plant  will  be 
either  a  high  pressure,  condensing  turbine  direct 
connecfed  to  small  diameter,  high  speed  alterna- 
tors, or  water  turbines  operating  similar  alter- 
nators. 

In  many  instances,  there  will  be  no  transform- 
ers,  for  the  generator  voltage  will  be  the  same  as 
the  line  voltage.  In  such  a  case,  the  absence  of 
the  transformers,  the  blower  motors  and  their 
switchboard  panels  reduces  the  station  to  abso- 
lute simplicity.  This  is  especially  the  case  where 
single-phase  current  is  generated. 

Since  polyphase  alternators  are  the  most  eco- 
nomical to  operate,  there  are  reasons  for  the  use 
of  two  and  three-phase  generators. 

In  either  of  these  cases  each  phase  may  be 
used  to  feed  a  different  section  of  the  line. 

In  one  large  railroad  plant  the  generator  arma- 
tures are  designed  so  as  to  be  connected  either 
single-phase  or  three-phase.  They  have  a  con- 
tinuous capacity  of  3,750  KW  single-phase,  and 
5,500  KW  three-phase.    (See  Fig.  65.) 

Transmission  Line.  Feeders. — The  line  from 
the  generating  plant  to  the  trolley  wire  is  car- 
ried on  steel  poles  of  the  windmill  type. 

The  feeders  run  on  the  same  structure  as  the 
trolley  wire. 

Trolley  Line. — ^The  first  thing  to  arrange  for 
in  a  trolley  wire  is  stiffness,  both  in  a  vertical 
and  in  a  horizontal  plane. 
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The  pressure  of  the  trolley  and  the  swaying  of 
the  locomotive  combined  would  put  anything  but 
the  stiffest  kind  of  construction  into  violent  vibra- 
tion. 

With  a  high  voltage  the  fewer  the  points  of 
support  the  better,  since  each  gives  a  chance  for 
leakage.  Furthermore,  each  support  makes  an 
unyielding  place  in  the  trolley  wire,  which  tends 
to  strike  the  trolley  a  blow  as  it  passes  under  at 
high  speed. 

For  high  speeds  the  trolley  wire  should  be  level. 
Now,  to  stretch  a  trolley  wire  from  supports  300 
feet  apart,  at  even  a  small  sag,  puts  an  enormous 
strain  on  the  wire. 

In  the  catenary  trolley  a  steel  cable  is  swung 
from  supports  with  considerable  sag.  From  this 
messenger  cable  the  trolley  wire  is  hung  by  hang- 
ers of  different  length,  longest  at  the  supports 
and  shortest  at  the  middle  of  the  span.  Thus,  the 
trolley  wire  is  absolutely  level  without  any  strain. 

To  give  this  construction  stiffness  sideways, 
two  messenger  cables  are  employed.  These  are 
wide  apart  at  the  supporting  bridges  and  curve 
inward  and  downward  towards  the  center  of  the 
span. 

They  are  held  at  the  correct  distance  apart  by  a 
series  of  triangular  frames  of  decreasing  size, 
as  the  center  of  the  span  is  approached. 

When  these  frames  are  attached  to  the  messen- 
ger cables  their  lower  comers  are  in  a  straight 
line  22  feet  above  the  rail.  To  the  lower  corners 
of  the  triangles  the  trolley  wire  is  fastened.  It 
is  bolted  into  an  ear  and  then  soldered.     The 
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steel  cable  thus  increases  the  conductivity  of  the 
trolley  wire.  The  trolley  wire  is  a  4-0  hard  drawn 
copper  wire. 

The  cross  bridges  of  structural  steel  carry  the 
signals,  automatic  circuit  breakers  and  the 
feeders. 

Every  two  miles,  section  switches  are  installed 
so  that  in  case  of  line  trouble  only  two  miles  of 
one  track  need  be  cut  out. 

The  appearance  of  this  doable  catenary  con- 
stmction  is  shown  in  Fig.  66.  One  of  the  bridges 
bearing  signals  is  shown  in  side  and  end  view  in 
Figs.  67  and  68. 

Fig.  69  is  a  photograph  of  actual  railroad  con- 
strnetion. 


Fig.  66 — Cateaary  Trolley. 
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insulator  supports  and  the  roof  of  the  locomo- 
tive. 


Fls.  08 — side  View  of  a  Gantry. 


d  with  grease,  helps  to  re- 
'een  the  bow  and  trolley 

18  locomotive  has  the  ap- 
presB  car.  The  ends  are 
e  center  of  its  end.  There 
>site  the  motormau's  seat 
8.  72  and  73.) 
end  and  passing  down  the 
ative  the  apparatus  is  ar- 

T  with  motorman's  seat, 
ire  the  motorman's  anto- 
brake  valves  and  the  air 
rhistle  handle  and  below, 
e  the  treadles  for  sanding 
s. 

on  which  are  the  speed 
•ect  current  ammeter,  the 
leter  and  the  temperature 

lie,  there  is  the  A.  C*  oil 
comes  the  steam  heating 
hand  brake-wheel.  Three 
)eing  placed  np  near  the 
be  found  the  two  storage 
'  resistance  grids  for  mo- 
t  transformer  comes  next, 
r  of  the  length  of  the  cab. 
three  switch  groups  are 
charging  the  storage  bat- 

ng  cnrrent.   D.  C.  being  used  for 
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from  A.  C.  power,  and  the  preventive  coils 
protect  the  transformer  as  the  tap  con- 
ns are  being  changed. 

'oud  the  main  transformer  is  the  D.  C.  main 
1,  the  No.  2  blower  motor, 
the  next  group  are  the  hand  pump  for  on- 
g  trolley,  switches  for  blower  and  compres- 
lotors,  the  motor  control  cut-out,  the  box 
ays  controlling  change-over  switches,  a  fuse 
:he  compressor  motor  and  the  change-over 
I.    Returning  from  the  No.  2  end  of  the  cab 


PIb.  70 — Pantagraph  Bow  Trolley  Lowered. 

oward  the  No.  1  end  the  duplicate  apparatus 
i  left  side  of  the  locomotive  is  arranged  in 
,me  order.  Thus,  the  No.  1  A.  C  oil  circuit 
ar  is  diagonally  opposite  to  the  No.  2  break- 
?his  is  true  of  all  duplicate  apparatus,  the 
of  any  piece  being  in  the  other  end  of  the 
1  the  other  side  of  the  locomotive. 
I  two  main  transformers  being  each  in  the 
■  of  its  side  are  directly  opposite  each  other, 
urning  to  the  No.  1  end,  along  the  left  side, 
tater  switches  and  the  balancing  transform- 
rough  which  A.  C.  heating  current  is  drawn, 
assed  just  before  reaching  the  resistance 

t  beyond  the  No.  1  main  transformer  is  situ- 
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ated  the  air  compressor  governor,  the  distrib- 
uting valve  and  several  other  air  valves. 

The  Motobs. — While  it  is  evident  that  a  series 
wound  motor  will  revolve  continuously  in  one 


Fig.  71 — FBntasrapb  Bow  Trolle;  RalMd. 
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The  armature  is  made  of  slightly  larger  di- 
ameter or  run  at  a  higher  speed.  The  number 
of  conductors  on  it  is  reduced  a  little.  A  more 
Uberal  allowance  of  iron  is  made  in  the  arma- 
ture and  field  cores.  This  results  in  a  motor  which 
is  larger  and  heavier  than  its  direct  current  pred- 
ecessor. These  changes  take  care  of  the  heating 
and,  in  addition,  make  the  motor  an  extra  good 
D.  C.  motor. 

The  next  modification  is  an  extra  winding  on 
both  armature  and  field. 

Copper  bars  are  placed  in  slots  in  the  pole  faces 
and  connected  so  as  to  form  a  continuous  circuit 
connected  in  series  with  the  main  field. 

The  magnetism  produced  by  the  armature  is  op- 
posed by  this  compensating  winding  and  com- 
pletely neutralized.  It  is  the  effect  of  the  arma- 
ture magnetism  which  causes  half  the  sparking, 
and  so  sparkless  commutation  is  half  accom- 
pUshed. 

In  the  bottom  of  the  armature  slots  is  an  extra 
winding  which  is  connected  in  between  the  regu- 
lar winding  and  the  commutator. 

This  winding  is  proportioned  so  as  to  neutral- 
ize the  sparking,  due  to  the  short  circuiting  of 
the  coils  in  an  alternating  field. 

This  preventive  winding  cuts  out  the  other 
cause  of  sparking  and  the  result  is  a  motor  in 
which  there  is  practically  no  sparking  at  any 
load,  either  for  forward  or  reverse  running. 

The  preventive  winding  is  in  series  with  the 
other  winding,  for  the  current  must  flow  through 
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it  to  pass  from  the  regular  winding  to  the  brushes 
via  the  commutator  bar. 

In  the  locomotive  described,  there  are  four  of 
these  motors  which  will  operate  either  on  D.  C.  or 
A.  C.  single-phase  power. 


'..  Shoes  Up.  Read;  to  Ron 

They  are  wound  for  approximately  235  volts 
on  alternating  current,  and  275  or  300  volts  when 
operated  by  direct  current.  They  have  normal 
rated  outputs  of  250-horsepower  on  the  basis  of 
ordinary  railway  practice,  and  a  continuous  ca- 
pacity of  200-horsepower  each.  The  locomotive, 
therefore,  has  a  continuous  operating  capacity  of 
800  horsepower. 
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The  motor  frames  are  made  of  east-steel  and 
are  of  a  circular  skeleton  form.  They  are  di- 
vided horizontally  into  two  parts  in  order  to 
give  access  to  the  inside  of  the  field  or  to  the 
armature.  A  laminated  core,  with  slotted  pro- 
jecting poles,  is  built  up  .within  this  frame  and 
womid  with  field  coils  of  flat  copper  strap  in- 
sulated between  turns  with  asbestos,  and  filled 
with  an  insulating  compound  which  is  heat-con- 
ducting and  waterproof,  so  that  a  sealed  coil  is 
produced  which  can  withstand  moisture  and  inter- 
nal heat. 

The  compensating  winding  in  pole  faces  is  so 
formed  that  it  need  not  be  disturbed  in  order 
to  remove  the  main  field  coils. 

The  armature  core  is  built  up  of  soft  steel 
punchings,  which  are  assembled  on  a  east-iron 
spider  and  held  in  place  and  keyed  to  prevent 
their  turning.  The  surface  is  slotted  and  the 
armature  winding  is  arranged  in  three  layers.  The 
two  upper  layers  are  composed  of  copper  strap 
connected  to  form  the  usual  direct  current  type 


>  FtBine  Which  Supports 
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of  winding.    The  third  layer  constitutes  the  pre- 
ventive winding. 

Motor  Suspension. — The  weight  of  each  motor 
is  carried  on  a  frame  which  passes  over  tie 
wheels  and  side  frames  and  rests  on  the  joumal 
boxes.  Each  frame  carries  four  bolts  which  re- 
ceive the  weight  of  the  motor  and  each  bolt  is 
fitted  with  a  heavy  coil  -spring  at  its  lower  end 
through  which  all  weight  is  transmitted  to  it, 
so  that  the  motor  is  carried  on  very  flexible 
springs  and  is  independent  of  the  truck  frame. 
(See  Fig.  74.)  The  torque  of  the  motor  and  the 
jar  caused  by  sudden  starts  and  stops  are  trans- 
mitted from  the  motor  to  the  truck  through  heavy 
tie-rods,  which  affect  the  motion  of  the  motor  only 


Fie.  7S— A  Complete  Motor  Mounted  on  lU  Pair  of  Dtlvcra.    Note    , 
eypB   for   tie   rods,   hand   holes   tor   commutator   ISBpectlon  on    rlgAL 
perloratlon  lor  air  to  escape  In  middle,  alt  duct  on  left  side. 
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lengthwise  of  the  locomotive.  (See  Fig.  75.)  The 
armature  is  not  placed  directly  on  a  shaft,  but  is 
built  up  on  a  quill  through  which  the  car  axle 
passes,  with  about  %-inch  clearance  all  around. 
(See  Fig.  76.)  The  bearings  which  carry  the  field 
frame  are  mounted  on  this  quill,  and  from  a 
flange  at  each  end  of  the  quill  seven  round  pins 
project  parallel  to  the  shaft  into  corresponding 
podtets  formed  in  the  hub  of  the  driving  wheel. 
(See  Figs.  77,  78  and  79.)    The  torque  of  the 

Fig.  76— Armature  Mounted  on  Quill. 

motor  is  transmitted  from  these  pins  to  the  wheel 
through  helical  steel  springs  which  are  wound 
with  their  turns  progressively  eccentric,  and  which 
are  contained  between  two  steel  bushings,  the 
smaller  of  which  slips  over  the  pin  and  the  larger 
fits  in  the  pocket  in  the  wheel.  These  springs  are 
under  compression  both  longitudinally  and  hori- 
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ms-  T7— QdUI  with  Drlvliig  PUu. 


Fig.  78— Fockels  to  DrlvlDE  Wbesi  for  DrlTlns  PIdi 
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motion.  Their  longitudinal  compression  between 
the  qmll  and  the  segmental  cover  over  the  outer 
ends  of  the  pockets  in  the  wheel  keeps  the  motor 
at  all  times  midway  between  the  hubs.  The  end 
play  of  the  motor  does  not  come  directly  on  the 
wheels,  but  is  taken  by  strong  coiled  springs  in- 
side of  the  driving  pins,  which  press  against  the 
covers  in  the  outer  ends  of  the  spring  pockets  in 
the  wireels.  Though  normally  required  to  trans- 
mit only  the  torqne  of  the  motor  and  to  keep  the 
motor  axis  parallel  to  the  axle,  these  springs  are 
amply  strong  to  carry  the  entire  weight  of  the 
motor.  They  allow  a  total  vertical  movement  of 
about  %  inch.  (See  Fig.  80.)  Tlie  torque  of  the 
motor  is  taken  by  heavj'  parallel  rods,  which 
anchor  the  frame  to  the  truck  above  and  below 
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the  axle  and  permit  vertical  or  side  motion 
motor,  bat  prevent  excessive  bmnping  s 
from  coming  on  the  driving  springs.  If 
springs  are  compressed  more  than  ^  in 
the  heavy  centrifugal  force  exerted  by  the  i 
when  rounding  curves,  the  force  is  taken 
noses  on  the  motor,  which  fit  into  correspc 
recesses  in  the  cross-ties  between  the  side  f 
of  the  locomotive. 


Fig.  so— Details  of  Quill  and  Driver  n 


This  suspension  has  the  advantage  of  rem 
all  dead  weight  from  the  axle,  of  driving  th 
springs,  and  at  the  same  time  of  having  the : 
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thoroughly  anchored  to  prevent  undue  strain  on 
the  driving  spring.  The  only  parts  of  the  loco- 
motive not  spring  supported  are  the  driving 
wheels,  axles  and  journal  boxes. 

Motor  Cooling. — In  order  to  draw  from  a  mo- 
tor continuously  any  power  beyond  one-half  of 
its  rating  as  a  railway  motor  it  must  be  cooled. 

These  motors  are  cooled  by  air  forced  into  their 
casings  by  the  blower  motor  through  flexible  can- 
vas conduits. 

An  additional  feature  is  that  this  steady  pres- 
sure of  air  outwards  keeps  the  motor  clean. 

Collecting  Poweb. — On  the  direct  current  part 
of  the  line,  current  is  taken  from  the  third  rail 
system  by  eight  collecting  shoes,  four  on  each 
side  of  the'  locomotive,  arranged  in  pairs  of  two 
each.  There  are  two  pairs  on  each  side,  one  at 
each  end,  for  the  purpose  of  bridging  such  gaps 
as  may  occur  in  the  third  rail  system.  The  di- 
rect current  contact  shoes  are  designed  to  work  on 
two  forms  of  third  rail— one  in  which  the  shoe 
runs  under  the  rail,  and  the  other  on  top  of 
the  rail.  To  collect  alternating  current  from  the 
high-potential  overhead  trolley  line,  the  locomo- 
tive is  equipped  with  two  pantagraph  type,  bow 
trolleys,  each  of  which  has  a  capacity  sufficient 
to  carry  the  total  current  required  by  the  loco- 
motive under  average  conditions — two  being  pro- 
vided to  insure  reserve  capacity. 

Masteb  Controller. — The  appearance  of  the 
master  controller  is  well  shown  in  Figs.  81  and 
82.  The  side  ^'iew  shows  the  controller  plug  at- 
tached to  the  reverser  lever  by  a  chain.    The  top 
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view  shows  the  three  positions  of  the  reverse  lever 
and  the  arrangement  of  the  push  buttons. 

These  buttons  are  to  draw  the  A.  C.  trolley 
down,  temporarily  raise  the  D.  C.  trolley,  unlock 
the  shoes  and  trolley,  put  the  shoes  down,  reset 
the  D.  C.  circuit  breaker,  sand  forward,  sand  re- 
verse and  ring  the  bell.  An  extra  button  is  pro- 
vided to  cut  in  thq  temperature  meter. 

In  Fig.  83  is  shown  the  contact  fingers.  The 
vertical  row  at  the  top  are  the  contacts  for  the 
push  buttons. 


Pig.  83— Interior  o 


The  three  upper  sets  of  fingers  in  a  horizontal 
position  are  connected  to  the  reverse  lever  and 
serve  to  arrange  the  circuits  for  reversing  the' 
locomotive. 
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e  ten  lower  fingers  are  connected  to  th 

iting  wires  which  operate  the  switch 

nit  switch  groups. 

enty  volts  are  supplied  to  the  eontroll 

torage  batteries. 

ere  arc  twenty-three  teeth  on  the  dial 

3  controller,  which,  by  means  of  the  no 

of  the  controller  handle,  hold  the  h 
enty-three  different  positions  called  no, 
e  first  three  notches  are  dead,  and  tl 
3er,  being  numbered  from  1  to  20,  caus 

drum  to  assume  twenty  different  pos: 
regard  to  the  contact  fingers.    This  c 

ten  fingers  to  be  inter-connected  in  t\ 
ent  combinations,  which,  by  aid  of  intei 
le  unit  switches  themselves,  throws 
hes  into  twenty  different  groupings, 
ig  all  the  desired  changes  in  field,  armf 
former  and  resistance  arrangement  to 
le  train. 

C.  Circuit  Bbeakeb. — The  A.  C.  c 
:ers  are  automatic  switches  which  open 
arrent  exceeds  a  certain  amount.  (Fif 
15.) 

prevent  the  excessive  sparking  due  to 
n  11,000-volt  circuit,  the  jaws  are  plac 
1  tank. 

e  high  tension  lead  from  the  trolley  € 
:gh  one  of  the  porcelain  tube  insnlaton 
able  to  the  transformer  emerges  froi 

e  two  cables  terminate  in  sockets  with  s 
.    Connection  is  made  across  these  ac 
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Fig.  84— Alteruatlns  Current  Circalt  Breaker. 
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by  a  bar  filled  with  two  plugs,  which,  when  f 
into  sockets,  make  good  electrical  conneetic 


FIk-  8S — A.  C.  circuit  Breaker,  Oil  Tank  Kemoved. 

The  rod  holding  the  cross  bar  is  an  insu 
When  the  A.  C.  circuit  breaker  is.  close 
handle  is  down;  to  open  it  the  handle  sboi 
raised. 

The  handle  of  the  circuit  breaker  does  not 
when  the  overload  trip  coil  opens  the  break 
which  case  the  handle  is  raised  to  pick  n 
latch  and  then  drawn  down  dosing  the  breal 
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There  is  a  tendency  for  the  breaker  always  to 
open,  it  being  resisted  by  a  latch  held  by  the 
overload  trip  coil. 

When  the  current  is  too  great,  the  magnet  of 
the  trip  coil  draws  the  dog  away  from  the  latch 
and  so  the  breaker  is  released  and  opens. 

Main  Transformers. — The  main  transformers 
(one  for  each  pair  of  motors)  are  for  lowering  the 
line  voltage  to  a  value  suitable  for  the  motors 
under  the  different  conditions  of  speed  and  load. 

They  are  not  of  the  primary  and  secondary 
type,  but  are  auto-transformers. 

Suppose  a  transformer,  with  no  secondary,  were 
connected  across  the  11,000-volt  circuit,  from  trol- 
ley to  rails;  suppose  it  had  250  turns.  Between 
each  turn  and  the  next  there  would  be  a  voltage 
of  44  volts. 

In  order  to  get  any  desired  voltage  to  operate 
the  motors,  it  would  only  be  necessary  to  tap  into 
the  winding  and  include  as  many  turns  between 
the  two  taps  as  forty-four  goes  into  the  voltage 
desired.  To  get  260  volts,  six  of  these  turns  should 
be  included. 

The  first  unit  switch  includes  enough  turns  to 
give  239  volts  and  the  rest  of  the  switches  up  to 
IX  connect  to  taps  giving  increasing  voltages  up 
to  636  volts. 

The  transformers  are  protected  by  an  iron  case 
into  which  air  from  the  blowers  is  led.  This  air 
passing  through  and  around  the  coils  effectually 
cools  them. 

Preventive  Coil. — In  order  to  keep  the  circuit 
closed  while  shifting  from  one  transformer  tap 
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inner  end  of  the  switch  arm  up,  and  since  it  is 
pivoted  in  the  middle  it  pulls  the  outer  end  down 
and  keeps  the  switch  open. 

The  valve  which  controls  the  air  supply  to  the 
cylinder  is  a  magnetically  operated  needle  valve. 

When  the  contact  is  made  in  the  controller, 
current  is  supplied  to  this  magnet  valve.  The 
valve  opens  and  air  pressure  enters  the  cylinder, 
forcing  the  piston  down  against  the  spring  and 
closing  the  switch. 

Any  switch  thus  closed  remains  closed,  and  is 
held  by  the  air  pressure  until  current  is  with- 
drawn from  the  magnet  valVe.  The  needle  valve 
then  closes  and  the  exhaust  valve  opens.  The 
spring  then  returns  the  piston  to  its  original  po- 
sition. 

As  the  piston  returns,  the  switch  remains 
closed  until  the  piston  is  near,  the  upper  end  of  its 
stroke,  then  the  switch  opens  suddenly.  This  is 
accomplished  by  means  of  a  spring  toggle.  This 
avoids  burning  of  the  switch  tips,  as  a  quick  break 
causes  very  little  arcing. 

Switch  group  No.  1  contams  switches  1,  2,  3,  4, 
5,  6,  7  and  G2.  Switches  1,  2,  3  and  4  constitute 
a  reversing  gear.  Switches  1  and  4  are  used  for 
forward,  and  switches  2  and  3  for  backward  mo- 
tion. Switch  5  is  only  used  in  D.  C.  zone.  Switches 
Gr2,  6  and  7  are  only  used  in  A.  C.  zone. 

Switch  group  No.  2  contains  switches  I,  II,  III, 
IV,  V,  VI,  VII,  VIII,  IX,  also  8  and  9.  I  to  IX 
are  used  in  A.  C.  zone ;  8  and  9  in  D.  C.  zone. 

Switch  group  No  3.  is  only  used  in  D.  C.  opera- 
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versing  the  field  connections  so  as  to  move  the  lo- 
comotive fonrard  or  backward. 

Switches  5  and  15  are  used  to  connect  the  field 
coils  and  the  compensating  winding,  as  shown  in 
Fig.  90,  for  D.  C.  operation.  , 

Switches  6,  7,  16  and  17  connect  the  field  coils 
and  compensating  coils,  as  in  Fig.  89,  for  A.  C.  op- 
eration. 

Switches  8,  9,  18  and  19  connect  in  the  re- 
sistances which  shunt  the  fields  to  produce  a 
higher  speed  while  running  D.  C.  series. 

Switches  J  and  JR  are  jumper  connections.  JR 
is  used  to  place  the  motors  of  the  two  trucks  in 
series  for  D.  C.  running. 

J  is  used  as  a  temporary  juniper  while  chang- 
ing from  series  to  multiple. 

Gl  and  G2  control  ground  connections. 

Interlocks. — On  some  of  the  switches  are 
auxiliary  contacts,  called  interlocks. 

The  purpose  of  these  interlocks  is  to  prevent 


Fig.  ST— Uotot  Cntoats. 
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•rtain  favitches  from  closing  at  the  same  ti 
appose  switcbes  A  and  B,  if  dosed  togetl 
onld  cause  a  short  circnit.  To  prevent  this, 
rcnit  whicli  close-*  B  is  carried  through  a  con1 
D  the  stem  of  switch  A,  and  arranged  so  t 
hen  A  is  closed  these  contacts  are  open,  Tl 
ay  effort  to  close  switch  B  will  f  aU  nntU  switcl 
pens. 

These  auxiliary  contacts  are  fingers  carried 
le  upper  side  of  the  piston,  making  contact  v 
le  buttons  carried  by  the  insulated  ^ubes  throi 
le  side  of  the  air  cylinder. 

Besistakce  QBn>s. — There  are  twelve — six 
ich  side — resistances  used  in  accelerating 
lotors  in  D.  C  zone.  Each  is  a  cast-iron  fra 
ork  holding  through  insulating  pieces  a  sel 
ist-iron  plates.    The  shape  of  these  plates  i^ 

ribbon  folded  back  and  forth. 

These  plates  or  grids  are  connected  to  e 
ther  to  form  one  continuous  circuit  and  at  poi 
sads  are  tapped  in  so  that  it  may  be  used 
jctions. 

MoTOB  Control  Cut-out. — Each  locomotiv* 
imished  with  two  of  these  for  use  in  cutting 

pair  of  motors  in  case  of  trouble. 

They  consist  of  a  series  of  contacts  on  a  woo 
rum.  Contact  fingers  rest  on  these  contacts 
>mplete  the  circuits  to  the  switch  groups.  {] 
7.) 

A  handle  outside  of  the  sheet-iron  contair 
ase  is  used  to  throw  the  drum  into  a  posii 
here  the  contact  fingers  do  not  make  circuits 
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This  apparatus  carries  only  20  volts,  supplied 
by  the  storage  batteries. 

Speed  Indicators. — The  absence  of  noise  about 
an  electric  locomotive  makes  it  very  difficult  to 
judge  its  speed.  Even  judging  by  the  rapidity  of 
passing  objects  is  difficult  at  high  speeds. 

An  exact  knowledge  of  speed  is,  therefore,  de- 
sirable for  crossing  bridges,  passing  through 
yards  and  around  curves. 

Each  locomotive  has  a  speedometer  mounted  on 
the  panel  in  front  of  the  motorman.  It  is  oper- 
ated by  a  small  magneto,  driven  from  one  of  the 
driving  wheels  by  a  friction  wheel.  The  indicator 
on  the  panel  is  really  a  voltmeter,  marked  off  in 
miles  per  hour.  The  faster  the  magneto  is  driven 
the  greater  a  voltage  it  generates,  thus  causing 
the  voltmeter  to  read  higher,  showing  a  greater 
number  of  miles  per  hour. 

Tempebature  Indicators. — The  cotton  insulator 
on  armature  winding  can  be  damaged  by  con- 
tinuous overheating  as  well  as  by  the  fierce  but 
short-lived  heat  of  a  short  circuit. 

To  guard  against  this,  there  are  coils  imbedded 
in  the  windings  of  motors  No.  1  and  No.  4.  These 
coils  attain  the  same  temperature  as  the  motor 
windings. 

The  higher  the  temperature  of  one  of  these  ex- 
ploring coils  the  higher  its  resistance. 

The  temperature  meter  on  the  panel  is  a  volt- 
meter so  connected  to  the  exploring  coil  as  to 
indicate  its  resistance.  The  scale  of  the  volt- 
meter is  marked  off  in  temperatures. 

In  order  to  learn  the  temperature  of  motors  the 
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first  bnttoD  on  the  controller  should  be  pus 
which  will  connect  in  the  meter.  A  tempera 
of  80  is  too  high.  The  maximum  temperatnr 
which  a  locomotive  shonld  be  operated  is  75 
grees. 

Motob-Generatob. — To  charge  the  two  stoi 
batteries  while  in  D.  C.  zone  a  small  motor-i 
erator  is  installed. 

Blqweb  ahd  Compbessob  Motobs. — The  cei 
fugal  air  blower  fan  and  the  air  compressor 
each  provided  with  a  small  motor  of  the  s 
type  as  the  main  motors.  These  motors  thus 
erate  with  equal  facility  on  D.  C.  or  A.  C.  po 

There  is  a  blower  and  a  compressor  on  each 
of  the  cab. 

Watt-Metees. — As  a  check  against  careless 
erating  of  a  locomotive  and  of  its  daily  us 
D.  C.  and  an  A.  C.  wattmeter  is  installed.  I 
instrument  is  read  and  a  record  is  made  at  the 
of  runs. 

Sandebs. — Sand  is  taken  from  the  sand  be 
located  at  the  side  of  the  controllers  and  is  bl 
on  the  track  by  air  taken  from  the  main  r» 
voir. 

The  flow  is  controlled  by  magnetic  valves  w 
are  opened  by  push  buttons  on  the  controUei 
by  foot-treadles  under  the  controller. 

Heatino.— A  steam  boiler  heated  by  a  blue-f 
kerosene  burner  furnishes  80  pounds  steam  i 
sure  to  a  reducing  valve  which  feeds  the  train 
In  train  line  5  pounds  of  steam  is  carried 
each  car  in  the  train. 

The  oil  to  the  burner  is  blown  in  by  air  i 
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the  fire  is  started,  but  after  75  pounds  of  steam  is 
up  the  air  is  shut  off  and  the  steam  is  turned  on. 
There  is  always  25  pounds  pressure  on  the  oil 
tank. 

A  regulator  automatically  keeps  the  water  line 
of  the  boiler  at  a  correct  point. 

To  heat  cars  equipped  with  electric  heaters  ar- 
rangements are  made  to  take  whatever  current 
is  in  the  locomotive  and  feed  it  to  the  heater  train 
Une. 

When  in  D.  C.  zone  the  current  comes  from  the 
third  rail  shoes  to  the  heater  change-over  switch, 
thence  through  a  single  pole,  single-throw  knife 
switch,  to  the  heater  bus  line. 

This  bus  line  has  jumper  sockets  at  each  end 
of  the  locomotive  to  connect  with  the  cars. 

When  in  A.  C.  zone  the  change-over  switch 
opens  the  connection  to  the  third  rail  shoes  and 
closes  the  connection  to  a  small  transformer  which 
can  be  connected  to  either  or  both  of  the  main 
transformers  by  single-pole,  double-throw  knife 
switches. 

Under  normal  conditions,  both  of  these  switches 
are  in  the  up  position  and  the  heaters  draw  half 
of  their  current  from  each  transformer.  When 
both  switches  are  down,  the  heating  transformer 
is  cut  off. 

Should  a  main  transformer  become  disabled, 
placing  one  switch  in  the  up  and  the  other  in  the 
down  position,  it  throws  the  heating  transformer 
entirely  on  one  of  the  main  transformers. 

Change-over  Switches. — These  are  magneti- 
cally operated  switches,  which  automatically  pro- 
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Should  A.  C.  current  enter  the  locomotive, 
A.  C.  relays  get  current  through  one  of  the 
voltage  taps  of  the  main  transformers.  They 
pick  up  their  discs  and  current  may  pass  fron 
storage  battery  on  to  the  switch  groups  ovei 
circuits  as  arranged  by  the  change-over  sv 
for  A.  C.  operation. 

The  path  of  the  control  current  is  now  thr< 
the  upper  connections  and  the  discs  of  the  ^ 
relays  and  the  lower  connections  and  disc  of 
D.  C.  relay. 

Should  D.  C  now  accidentally  get  into  the  1 
motive  the  change-over  switches  would  tr 
move  both  ways  at  once  and  if  it  did  move  ei 
way  then  both  A.  C.  and  D.  C.  would  enter 
same  apparatus  were  it  not  that  the  D.  C.  w 
instantly  lift  the  disc  of  the  D.  C.  relay,  ma 
a  break  in  the  control  circuit.  This  would  a 
all  the  switches  to  open  and  no  current  W' 
reach  the  apparatus. 

When  operating  on  D.  C.  current  the  mai 
of  the  D.  C.  relay  picks  up  its  disc  and  the  c 
of  the  A.  C.  relays  lie  on  the  lower  contacts, 
control  circuit  from  the  battery  now  pa 
through  the  upper  connections  and  disc  of  E 
relay  and  the  lower  connections  and  the  disc 
the  A.  C.  relays. 

Should  A.  C.  current  now  enter  the  loeomc 
the  contact  discs  of  the  A.  C.  relays  are  insta 
drawn  up,  the  control  circuit  is  broken,  all 
switches  are  opened  and  no  current  can  get  tc 
apparatus. 

From  this  it  will  be  seen  that  it  is  impos! 
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to  cut  any  apparatus  into  circuit  while  both  A. 
C.  and  D.  C.  power  are  both  in  the  locomotive. 

Operation  of  Motor-Control. — The  path  of 
the  current  in  A.  C.  zone  is  from  the  trolleys  to 
the  A.  C.  circuit  breaker,  to  transformers,  from 
transformer  taps  to  fields,  to  armatures,  to 
ground. 

In  D.  C.  zone  the  path  is  from  the  third  rail 
shoes  to  the  switches,  to  fields,  to  armatures,  to 
resistances,  to  ground. 

A  reference  to  Plate  7  will  make  clear  the 
connections  made  by  the  switches. 

In  A.  C.  zone  when  the  controller  handle  reaches 
the  first  notch  switches  1,  4,  6,  7, 12, 13, 16, 17,  and 
62  close,  thus  preparing  the  motors  for  the  for- 
ward movement  when  the  current  is  supplied  to 
them. 

In  the  A,  C.  Switching  position  or  notch  3  both 
switches  I  close  and  239  volts  is  applied  to  each 
pair  of  motors.  The  path  of  the  current  may  be 
traced  on  plate  7  as  follows.  From  tap  I  around 
through  1,  through  side  field  coils  on  through 
4  and  the  armatures  and  thence  to  the  ground 
through  G2.  Had  reverser  lever  been  in  the  other 
position,  then,  instead  of  1  and  4,  switches  2  and  3 
would  have  closed  and  the  current  passing  through 
fields  in  opposite  direction  the  motion  would  have 
been  reversed. 

The  zigzag  lines  show  the  compensating  wind- 
ing on  fields,  and  the  loops  the  field  coils. 

In  A.  C.  No.  1  to  A.  C.  No.  6  the  only  diflfer- 
ence  is  in  the  switches  I  to  IX  closing  one  after 
the  other.    Note  that  while  four  of  these  switches 
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re  closed  at  a  time  yet  there  is  always  a  pj 
le  preventive  coils  in  series  between  taps. 
'  If  IX  and  V  were  closed  together  this  woul 
3  so,  but  IX  and  V  are  not  closed  at  the  sam* 
see  Table  I.) 

The  actual  arrangement  of  the  fields  and 
ensating  winding  while  running  on  A.  C.  i 
I  best  seen  in  Fig.  89. 


Fi 


%F 


Each  main  field  has  a  C  in  series  with  it, 
18  center  F  has  both  C's  in  series. 
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When  operating  with  D.  C.  power  the  first 
lotch  or  D.  C.  switching  position  closes  switches 
I,  4,  5,  Ml,  12,  13,  S,  15  and  JR. 

The  path  of  the  current  is  then  from  S  through 
;he  blow-out  eoils  of  switch  group  No.  3,  through 
Ml,  1,  6  and  7,  through  both  field  coils,  through  4, 
;he  two  armatures,  all  the  resistance  across  JE  to 
;he  other  two  motors,  through  their  resistances, 
lelds,  armatures  and  thence  to  the  ground  at  G. 

An  understanding  of  the  exact  relations  of  the 
main  fields  and  the  C  coils  will  be  gained  from 


I    Compengallpg    CoIIe    tor 
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Rg.  90,  where  it  will  be  seen  that  the  C  cot 
shnnted  aronnd  a  portion  of  the  fields. 

The  motors  are  now  in  series  and  the  nc 
np  to  Xo.  10,  wliich  in  D.  C.  series  simply 
Bl  and  BBl ;  B2  and  BB2,  etc.,  mitU  aU  ti 
sistance  is  cut  out. 

To  get  slightly  higher  speeds  D.  C.  shnnt 
or  No.  2  is  used.  These  Aotehes  close  switt 
and  18;  9  and  19.  Thus  placing  the  resist 
shown  as  a  shnnt  aronnd  the  field  (see  Fig 

At  notch  13  switch  J  closes  matdng  a  shoi 
colt  around  the  resistances  so  that  all  the  1 
RB  switches  may  open  at  notch  14  and  als 
without  making  any  electrical  changes. 

At  notch  15  switches  Gl  and  M2  may  close 
out  danger.  From  S,  through  M2,  through  J 
and  to  the  ground  has  eight  resistances  i: 
cuit  and  is  safe.  From  S  through  Ml  : 
through  J  to  G  is  safe  as  there  arc  four  mot< 
series. 

Then  when  at  notch  16  switch  J  opens,  th 
sets  of  motors  are  in  multiple  with  all  resis 
in.  The  notches  from  17  to  20,  the  D.  C. 
multiple  are  intended  simply  to  cut  out  i 
ances. 

Catechism. — In  describing  parts  of  the 
motive  it  should  be  remembered  that  the 
brake  wheel  and  the  storage  batteries  are  i 
No.  1  end  and  on  the  right  hand  side  of  the 
motive;  the  other  end  and  side  being  knoi 
the  No.  2  end  and  left  side. 

Standing  at  the  controller  at  the  No!  1  en 
right  side  of  the  locomotive  is  on  your  righl 
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The  motors  are  numbered  consecutively  1,  2,  3, 
md  4,  with  No.  1  motor  in  the  No.  1  end  of  loco- 
Dotive, 

Motors  Nos.  1  and  2  are  in  the  truck  at  the  No. 
L  end  and  motors  Nos.  3  and  4  are  in  the  truck  at 
Jie  No.  2  end  of  the  locomotive. 

All  the  apparatus  for  No.  1  truck  is  on  the  left 
ade  of  the  locomotive  and  the  apparatus  for  the 
[Jo.  2  truck  is  on  the  right  side  of  the  locomotive. 

The  reverse  lever  is  not  attached  to  the  con- 
;roller,  but  in  the  "off"  position  is  removable, 
it  the  forward  or  backward  positions  it  ia  locked 
a.  Attached  to  this  lever  is  the  controller  plug, 
rhe  chain  connecting  the  two  is  long  enough  not 
o  interfere  with  the  movements  of  the  reverse 
ever.    Fig.  83. 

The  controller  handle  or  lever  is  permanently 
ittached  to  the  controller.  Until  the  controller 
)lng  is  inserted  in  its  receptacle  the  reverse  lever 
mt  in  place  and  thrown  to  the  forward  or  back-  ^ 

rard  position  the  controller  lever  is  inoperative. 
Jntil  the  plug  and  lever  are  so  arranged  no  cur-  ^ 

ent  can  get  to  the  controller  contacts,  ^ 

The  reverser  lever  and  its  attached  controller  ^ 

)lug  should  never  be  left  in  the  locomotive  at  the  ^ 

ind  of  a  run.    It  should  be  removed  by  the  motor-  =3 

nan  and  left  with  the  proper  ofBcial.  u-i 

Standing  in  A.  C.  Zone. — Question  1 — In  what  i — 

Kisition  should  the  apparatus  be  when  the  locomo- 
ive  is  lying  idle  in  an  A.  C.  terminal  or  standing 
n  an  A.  C  zone  not  coupled  to  a  train  1 

Answer — The  apparatus  should  be  arranged  as 
'ollows : 
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are  closed  at  a  time  yet  there  is  always  a  par 
the  preventive  coils  in  series  between  taps. 

If  IX  and  V  were  closed  together  this  would 
be  so,  but  IX  and  V  are  not  closed  at  the  same  1 
(see  Table  I.) 

The  actual  arrangement  of  the  fields  and  c 
pensating  winding  while  running  on  A.  C.  po 
is  best  seen  in  Fig.  89. 


Ft 
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Each  main  field  has  a  C  in  series  with  it,  -vi 
the  center  F  has  both  C's  in  series. 
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When  operating  with  D.  C.  power  the  first 
notch  or  D.  C.  switching  position  closes  switches 
1,  4,  5,  Ml,  12,  13,  S,  15  and  JR. 

The  path  of  the  current  is  then  from  S  through 
the  blow-out  coils  of  switch  group  No.  3,  through 
Ml,  1,  6  and  7,  through  both  field  coils,  through  4, 
the  two  armatures,  all  the  resistance  across  JR  to 
the  other  two  motors,  through  their  resistances, 
fields,  armatures  and  thence  to  the  ground  at  G. 

An  understanding  of  the  exact  relations  of  the 
main  fields  and  the  C  coils  will  be  gained  from 
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Fig.     00 — Arrangement    of    Field   Colls    and    Compensating   Coils    for 

D.  C.  Operation. 
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2.  Inspect  the  A.  C.  trolley  locks  to  see  that 
they  operate  properly. 

3.  Raise  and  lower  the  D.  C.  trolley  a  few 
times. 

4.  Lower  the  third  rail  shoes  a  few  times.  If 
in  an  A.  C.  zone  they  should  automatically  return 
to  the  up  position. 

5.  Before  starting  on  the  first  run  each  day  fill 
the  central  groove  of  each  A.  C.  trolley  with  heavy 
grease. 

6.  See  that  the  sand  boxes  are  filled. 

7.  Test  the  bell,  sanders  and  light  circuits. 

8.  Test  cut  the  control  (as  described  later). 
Question  7 — Should  the  A.  C.  trolleys  be  used 

alternately  ? 

Answer — ^Yes.  Trolleys  should  be  changed  each 
day.  Under  no  circumstances  should  one  trolley 
be  continuously,  used.  At  the  end  of  each  day's 
run  cut  out  the  trolley  used  that  day  and  cut  in 
the  other  trolley  ready  for  the  next  day's  run. 

Question  8 — How  is  the  trolley  cut  out! 

Answer — After  locking  down,  the  lock  is  cut  out 
by  closing  the  air  cock'  on  the  trolley  side  of  the 
magnet  valve  leading  to  the  unlocking  cylinder  of 
this  trolley. 

Question  9 — ^What  should  be  done  to  make  ready 
for  starting? 

Answer — In  A.  C.  zone : 

1.  See  that  both  A.  C.  circuit  breakers  are 
open. 

2.  See  that  safety  chain  catches  are  unlocked. 

3.  Eaise  one  A.  C.  trolley  by  pushing  down 
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controller  button  marked  **Shoe  and  Trolley  Un- 
lock" or  by  methods  described  later. 

4.  Close  both  A.  C.  circuit  breakers  and  note 
that  transformers  are  energised. 

5.  Start  air  compressors  and  see  that  140 
pounds  pressure  is  attained  in  reservoir,  and  that 
compressors  automatically  cut  out  at  that  pres- 
sure. 

6.  Throw  the  battery  switches  upon  the  even 
days  of  the  month  and  down  on  the  odd  days. 

7.  Start  the  motor-generator  by  closing  the 
snap  switch  first  and  then  the  knife  switch. 

8.  Insert  the  controller  plug  and  reverse  lever. 

9.  Start  the  fan  motors.  The  fans  should  be 
kept  in  constant  operation  while  the  locomotive  is 
running.  ^ 

In  D.  C,  Zone. — 1.  Start  the  air  compressor 
motors  and  see  that  140  pounds  is  attained  in  the 
reservoirs  and  that  compressors  automatically  cut 
off  at  their  pressure. 

2.  Throw  the  battery  switches  upon  the  even 
days  and  down  on  the  odd  days  of  the  month. 

3.  See  that  the  motor-generator  switches  are 
open. 

4.  Insert  the  controller  plug  and  reverse  lever. 

5.  Start  the  fan  motors.  The  fans  should  be 
kept  in  constant  operation  while  the  locomotive 
is  running. 

At  the  End  of  Run. — Question  10 — ^What  should 
be  done  at  the  end  of  a  run  ? 

Answer — The  apparatus  should  be  placed  in 
position  of  standing  in  a  zone.    The  reverse  lever 
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and  its  attached  controller  plug  shonld  be  handed 
to  the  proper  official. 

Operation  of  the  Locomotive. — Question  11 — 
How  should  a  train  be  handled  while  leaving  ^ 
terminal  f 

Answer — ^In  leaving  a  terminal,  in  passing  over 
switches,  cross  overs  or  turn  tables,  in  coupling 
up  to  trains  and  at  other  places  where  a  slow 
speed  is  required,  the  controller  lever  should  be 
placed  in  one  of  the  switching  positions. 

Question  12 — Should  the  lever  be  kept  in  the 
switching  position? 

Answer — No.  The  A.  C.  switching  position  is 
wasteful  and  should  not  be  used  as  a  running  po- 
sition. This  position  should  never  be  used  any 
longer  than  is  absolutely  necessary. 

The  D.  C.  switching  position  is  not  only  waste- 
ful, but  the  operation  of  the  locomotive  with  the 
lever  in  this  position  too  long  may  result  in  burn- 
ing out  a  grid  resistance. 

Question  13 — How  should  a  low  speed  be  main- 
tained in  D.  C.  zone  ? 

Answer — By  bringing  the  lever  to  D.  C.  series 
and  retaining  the  lever  in  this  position  for  a  short 
time,  then  shut  off  and  coast.  In  this  way  a  very 
low  average  speed  can  be  maintained. 

Question  14— What  is  the  **Off''  position  of  the 
controller  lever  ? 

Answer — The  first  three  notches  on  the  con- 
troller dial  ring  are  not  considered  as  having  num- 
bers, being  simply  the  *'off''  notches.  The  lever 
is  pushed  as  far  forward  as  it  will  go  for  the  full- 
off  position. 
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Question  17 — ^What  are  the  running  positions 
of  controller  lever  in  an  A.  C.  zone! 

Answer — The  notches  Nos.  6,  7,  8,  9,  10  and  11 
are  the  A.  C.  running  positions. 

Question  16 — ^What  is  the  A.  C.  switching  posi- 
tion? 

Answer — ^Notch  No.  3  is  the  A.  C.  switching  po- 
sition. 

Questidon  17 — ^What  are  the  running  positions 
of  lever  in  D.  C.  zone! 

Answer — Notches  Nos.  10,  11,  12,  and  20  are 
D.  C.  running  positions. 

Question  18— What  is  the  D.  C.  switching  posi- 
tion ? 

Answer — ^Notch  No.  1  is  the  D.  C.  switching  po- 
sition. 

Question  19 — ^What  are  notches  Nos.  2,  4,  5,  13, 
14,  15,  16,  17,  18,  19  which  have  not  been  men- 
tioned ? 

Answer — These  are  notches  where  changes  are 
made  in  the  connections  of  circuits,  but  where  the 
combinations  are  not  suitable  or  are  unsafe  for  F- 

the  continuous  operation  of  the  motors. 

Question  20 — Should  the  controller  lever  be  held 
on  one  of  these  notches  ? 

Answer — Never.  These  notches  should  be 
passed  over  promptly.  uj 

Question  21 — In  mentioning  the  A.  C.  positions 
of  the  controller  lever  notches  Nos.  1,  2,  4,  5,  and 
12  to  20  inclusive  were  not  spoken  of.    Why! 

Answer — ^When  operating  in  an  A.  C.  zone  the 
notches  from  **off"  to  2  inclusive  and  from  12  to 
20  inclusive  are  dead.     The  controller  lever  in 
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any  of  these  positions  makes  no  electrical  con- 
nections. Notches  4  and  5  give  snch  a  low  voltage 
to  the  motors  that  they  are  wasteful  of  power 
and  therefore  should  not  be  used. 

Question  22 — ^In  mentioning  the  D.  C.  i)ositions 
of  the  controller  lever  notches  Xos.  2,  4,  5,  and 
13  to  19  inclusive  were  not  spoken  of.    Why! 

Answer — ^Because  these  notches  are  positions 
where  the  connections  made  are  unsuitable,  if  not 
unsafe  for  continuous  oi>eration  of  motors. 

Question  23 — ^How  is  the  train  oi)erated  in  an 
A.  C.  zone? 

Answer — To  start  the  train  the  lever  should  be 
drawn  promptly  to  A.  C.  No.  1  position  and  then 
to  positions  A.  C.  Nos.  2,  3,  4,  5,  and  6  as  fast  as 
is  necessary  to  obtain  the  desired  acceleration. 

Question  24 — ^What  precautions  should  be  taken 
to  prevent  too  much  power  being  used  ? 

Answer — ^While  the  locomotive  is  accelerating 
the  ammeter  should  be  watched  carefully  and  a 
current  of  1600  amperes  maintained  as  nearly  as 
possible.  Over  1800  amperes  should  never  be 
drawn. 

Question  25 — Suppose  the  controller  lever  is 
pushed  beyond  A.  C.  No.  6  position? 

Answer — Should  the  controller  lever  be  pushed 
beyond  A.  C.  No.  6,  the  power  will  be  cut  off  from 
the  locomotive.  The  lever  should  be  immediately 
pushed  back  to  A.  C.  No.  6. 

Question  26 — Suppose  the  locomotive  has 
slowed  down  before  the  mistake  is  observed? 

Answer— ^Should  the  locomotive  slow  down,  the 
controller  plug  should  be  removed,  the  controller 
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lever  pushed  to  ^ '  off, ' '  the  plug  replaced  and  the 
lever  pulled  to  the  desired  running  position. 

Question  27 — How  should  the  train  be  operated 
in  D.  C.  zone  ? 

Answer — In  starting  a  train  with  D.  C.  power, 
the  controller  lever  should  be  promptly  brought 
to  a  notch  which  will  give  a  current  of  about  1600 
amperes  on  ammeter,  and  after  a  pause  the  lever 
should  be  promptly  brought  to  the  D.  C.  series  po- 
sition, p^ 

Question  28 — ^What  precautions  should  be  taken 
to  avoid  drawing  too  much  power? 

Answer — ^While  increasing  the  speed  the  am- 
meter should  be  watched  and  a  current  of  1800 
amperes  never  exceeded.  Should  2500  amperes 
be  exceeded  the  D.  C.  circuit  breaker  will  open. 

Question  29 — ^What  should  be  done  if  the  circuit 
breaker  opens? 

Answer — Throw  the  controller  lever  to  **off'' 
and  press  the  controller  button  marked  *  ^  Cir.  Bkr. 
Reset. ' '    Then  pull  the  lever  to  the  desired  notch. 

Question  30 — How  should  the  speed  be  increased 
beyond  D.  C.  series? 

Answer — The  lever  should  be  placed  in  the  D. 
C.  Shunt  No.  1  position  or  D.  C.  Shunt  No.  2  po- 
sition. 

* 

If  a  still  higher  speed  is  required  move  prompt-  2 

ly  to  D.  C.  Full  Multiple. 

If  this  draws  a  current  of  over  1800  amperes, 
return  to  D.  C.  Shunt  No.  2. 

To  run  very  slowly,  alternately  coast  and  run 
on  D.  C.  series. 

Change  from  A.  C.  to  D.  C.  Operation. — Ques- 
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tion  31 — ^How  is  the  change  over  point  in  passing 
from  A.  C.  to  D.  C.  zone  indicated? 

Answer — ^At  the  change  over  point  there  are 
two  posts.  The  first  is  marked  ** Shoes  Down," 
the  second  *^ Power  Off.'' 

Question  32 — How  is  the  change  over  made  ? 

Answer — 1.  At  the  *^ Shoes  Down"  sign,  press 
the  controller  button  marked  ^*  Shoes  Down"  and 
see  that  the  shoes  on  both  sides  are  down. 

2.  On  reaching  ** Power  Off"  sign,  throw  the 
controller  lever  to  the  *^off"  position. 

3.  Open  the  storage  battery  knife  switch. 

4.  Open  the  motor-generator  snap  switch. 

5.  As  soon  as  the  locomotive  is  in  D.  C.  zone 
pull  the  controller  lever  to  the  proper  rimning 
position  to  secure  the  desired  speed. 

6.  See  that  the  A.  C.  trolley  has  lowered. 
Question  33 — Does  not  the  A.  C.  trolley  require 

lowering? 

Answer — As  soon  as  the  shoes  touch  the  live 
third  rail  the  A.  C.  trolley  is  automatically  low- 
ered. Should  the  third  rail  be  dead  the  A.  C. 
trolley  should  be  lowered  by  pressing  the  control- 
ler button  marked  *  *  A.  C.  Trolley  Down. ' '  * 

Question  34 — ^Are  not  other  changes  required  to 
prepare  the  locomotive  for  D.  C.  power? 

Answer — ^No.  As  soon  as  the  shoes  come  in 
contact  with  the  third  rail  the  change-over 
switches  are  automatically  thrown.  This  cuts  out 
the  A.  C.  apparatus  and  cuts  in  the  D.  C.  appara- 
tus. 

Change  from  D.  C.to  A.  C.  Zone. — Question  35 
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— ^How  is  the  change-over  point  in  passing  from 
the  D.  C.  to  the  A.  C.  zone  indicated? 

Answer — ^A  sign  post  marked  ** Controller  off'' 
Tvill  be  found  at  the  change-over  point. 

Question  36 — How  is  the  change-over  made? 

Answer — Immediately  on  reaching  **  Controller 
off  post, 

1.  Throw  the  controller  to  the  ^^off"  position. 

2.  Press  the  controller  button  marked  '^Shoe 
and  Trolley  Unlock"  and  hold  it  down  until  the 
shoes  leave  the  third  rail. 

3.  Close  the  motor-generator  snap  switch  and 
knife  switch. 

4.  As  soon  as  A.  C.  power  is  in  the  locomotive 
and  the  transformers  are  energized,  the  controller 
lever  may  be  pulled  to  the  proper  running  posi- 
tion for  securing  the  desired  speed. 

Question  37 — Will  the  A.  C.  trolley  rise  auto- 
matically ? 

Answer — ^Yes.  When  the  shoes  leave  the  third 
rail,  the  *'Shoe  and  Trolley  Unlock"  button  being 
held  down,  the  shoes  automatically  fold  up  to  the 
side  of  the  locomotive  and  the  A.  C.  trolley  is 
automatically  forced  up  against  the  trolley  wire. 

Question  38 — ^Are  there  not  other  changes  to 
be  made  in  preparing  the  apparatus  for  A.  C. 
operation  ? 

Answer — No.  The  change-over  switches  auto- 
matically make  the  necessary  changes. 

Operation  with  D.  C.  Overhead  Rail. — Question 
39 — How  should  the  locomotive  be  operated  us- 
ing the  D.  C.  overhead  rail? 
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Answer — 1.  Leave  the  controller  lever  in  its 
position. 

2.  Hold  down  the  controller  button  **D.  C. 
Trolley  up "  as  long  as  contact  is  needed  with  the 
overhead  rail. 

3.  Handle  the  controller  as  in  regular  D.  C. 
service  to  secure  the  desired  speeds. 

4.  Wait  until  the  third  rail  shoes  are  in  con- 
tact with  the  third  rail. 

5.  Eelease  the  controller  button. 
Operation  with  A.  C.  Third  Rail. — Question  40 

— ^Where  will  the  A.  C.  third  rail  be  found? 

Answer: — On  bridges  of  low  clearance,  and  on 
draw  bridges  there  is  no  trolley  wire.  If  of  suf- 
ficient length  an  A.  C.  third  rail  is  installed. 

Question  41 — Is  this  A.  C.  third  rail  for  regular 
use? 

Answer — No.  It  is  intended  that  under  normal 
conditions  trains  will  coast  over  these  bridges. 

Question  42 — How  are  these  bridges  to  be 
crossed? 

Answer — ^When  approaching  the  bridge  the  end 
of  the  trolley  wire  should  be  watched  for.  Just 
before  reaching  the  end,  the  controller  lever 
should  be  thrown  to  **off'*  and  the  trolley  low- 
ered by  pushing  the  **A.  C.  Trolley  Down"  but- 
ton. As  soon  as  the  trolley  wire  is  met  on  the 
other  side  the  trolley  should  be  raised  by  the 
''Shoes  and  Trolley  Unlock"  button.  Then  the 
speed  should  be  accelerated  as  usual. 

Question  43 — ^How  should  the  A.  C.  third  rail 
be  used  when  the  train  is  stalled  on  a  bridge? 

Answer — 1.    See  that  the  double  throw  heater 
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switches  are  both  in  the  up  position. 

2.  Throw  the  D.  C.  main  switch  to  its  upper 
position. 

3.  Lower  the  third  rail  shoes  by  the  *^  Shoes 
Down''  button. 

4.  Signal  the  tower  operator  to  cut  the  current 
into  the  third  rail. 

5.  Eun  train  with  the  controller  lever  in  the 
A.  C.  positions,  using  a  very  low  speed.  Keep 
the  lever  in  its  position.    Do  not  run  and  coast. 

6.  Just  before  the  end  of  the  A.  C.  third  rail 
is  reached,  throw  the  controller  lever  to  the  '  ^  off. ' ' 

7.  Throw  the  D.  C.  main  switch  to  the  down  po- 
sition. 

8.  Press  the  button  marked  ''Shoe  and  Trol- 
ley Unlock.''  This  raises  the  A.  C.  trolley  and 
folds  up  the  third  rail  shoes. 

9.  Accelerate  the  speed  of  the  train  as  usual. 
Double    Heading. — Question    44 — How  should 

locomotives  be  arranged  for  double  heading? 

Answer — 1. '  Make  the  three  jumper  connections 
between  locomotives. 

2.  Test  control  of  each  locomotive.  Each  must 
be  perfect. 

3.  Eemove  the  controller  plug  and  the  reverse 
lever  from  all  controllers,  except  one  from  which 
train  is  to  be  operated. 

4.  Baise  one  trolley  on  each  locomotive. 
Question  45 — Is  there  any  difference  in  handling 

double-headed  trains? 

Answer — No.  Except  in  case  of  trouble  to  pull 
the  jumpers  between  the  locomotives  before  in- 
vestigating. 
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Raising  A.  C.  Trolleys. — Question  46 — ^How  are 
A.  C.  trolleys  raised? 

Answer — ^By  pressing  the  controller  button 
marked  **Slioe  and  Trolley  Unlock,''  the  A  C. 
trolley  is  automatically  raised  if  in  A.  C.  zone.  If 
in  D.  C.  zone  the  shoes  would  drop  down. 

Question  47 — ^Where  does  the  air  pressure  for 
unlocking  come  from! 

Answer — Ordinarily  the  air  pressure  for  un- 
locking will  come  from  the  main  reservoir.  If  the 
locomotive  has  been  standing  and  the  air  pres- 
sure has  leaked  oflf,  air  from  the  emergency  con- 
trol reservoir  should  be  used. 

To  do  this  the  handle  of  three-way  cock  should 
be  thrown  directly  over  the  reservoir  to  the  right. 
After  unlocking,  the  handle  of  the  three-way  cock 
should  then  be  returned  to  its  normal,  central  po- 
sition. 

Question  48 — If  both  these  reservoirs  lose  pres- 
sure, what  should  be  done? 

Answer — The  A.  C.  trolley  No.  2  should  be 
raised  by  using  the  hand  pump. 

Question  49 — How  is  this  done? 

Answer — To  raise  the  A.  C.  trolley  by  the  hand 
pump  the  cock  in  the  air  pipe  connecting  the  trol- 
ley lock  to  its  magnet  valve  should  be  closed,  the 
cock  connecting  it  to  the  hand  pump  should  be 
opened  and  three  or  four  strokes  made.  The  trol- 
ley will  unlock  and  rise  automatically.  The  con- 
nection to  the  pump  should  then  be  closed  and  the 
cock  to  the  magnet  valve  opened. 

Question  50 — ^If  all  this  fails  can  the  trolley  be 
raised  in  any  other  way  ? 


FBESENT  AND  FUXUBE,  349 

Answer — ^Yes.  The  latch  on  the  trolley  lock  may- 
be pulled  by  a  hook  on  the  end  of  the  wooden  pole 
carried  on  the  locomotive. 

This  may  be  done  by  standing  in  the  side  door 
or  on  the  ladder.  The  pole  should  be  kept  dry, 
or  else,  as  in  wet  weather,  rubber  gloves  should  be 
worn.  One  should  never  go  on  top  of  the  locomo- 
tive to  unlock  trolley. 

To  Raise  D.  C.  Trolley.— Question  51— Will 
there  ever  be  any  diflSculty  in  unlocking  D.  C. 
trolley  due  to  lack  of  air  ? 

Answer — No,  because  the  D.  C.  trolley  will  only 
be  used  in  leaving  D.  C.  terminal  where  shoes 
have  been  resting  on  third  rail.  Hence  pressure 
may  be  secured  by  the  compressors. 

Testing  Control. — Question  52 — ^How  is  control 
tested  in  A.  C.  zqne  in  daylight? 

Answer — 1.  There  should  be  at  least  70 
pounds  air  pressure  on  control  reservoir. 

2.  The  A.  C.  circuit  breakers  should  be  opened. 

3.  The  reverse  lever  should  be  inserted  and 
thrown  to  its  forward  position. 

4.  The  controller  should  be  notched  up  to  each 
successive  A.  C.  position  and  care  taken  to  see 
that  the  proper  switches,  as  shown  in  Table  I, 
close  at  each  successive  A.  C.  position. 

5.  The  controller  handle  is  then  returned  to 
the  ** off''  position. 

6.  The  reverse  lever  is  next  thrown  to  the 
backward  position. 

7.  The  test  is  then  repeated  as  in  4. 

8.  A.  C.  circuit  breakers  should  then  be  closed. 
Question  53 — ^How  is  control  tested  in  A.  C. 
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zone  at  night  when  the  electric  lights  are  needed 
to  illuminate  the  cab  ? 

Answer — In  making  this  test  either  controller 
may  be  used,  but  only  half  the  equipment  may  be 
tested  at  a  time. 

To  test  switch  groups  Nos.  4,  5,  and  6  on  right 
hand  side  of  the  locomotive : 

1.  The  balancing  transformer  must  be  com- 
pletely disconnected  by  throwing  both  the  heater 
circuit  switches  to  the  down  position. 

2.  Both  the  air  compressor  switches  should 
be  opened. 

3.  No.  1  right  hand  auto  transformer  should 
be  disconnected  from  the  trolley  by  opening  the 
right  hand  A.  C.  circuit  breaker. 

4.  The  handle  of  No.  2  motor  control  cut  out 
should  be  thrown  to  the  ^^ouf  position. 

5.  The  reverse  lever  of  controller  should  be 
thrown  to  the  forward  position. 

6.  The  controller  lever  should  be  notched  up 
to  each  successive  A.  C.  position  and  care  taken 
to  see  that  the  proper  switches  in  switch  groups 
Nos.  4,  5,  and  6  close  at  each  successive  A.  C.  po- 
sition. 

7.  Then  the  controller  lever  is  returned  to  the 
'^*off"  position. 

8.  The  reverse  lever  is  thrown  to  the  back- 
ward position. 

9.  The  test  as  in  6  should  be  repeated. 

10.  The  reverse  lever  is  then  thrown  in  the 
central  position.  To  test  switch  groups  Nos.  1, 
2,  and  3  on  the  left  hand  side  of  the  locomotive 
proceeds  as  follows : 
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11.  Throw  the  handle  of  the  No.  1  motor  con- 
trol cut  (on  right  hand  side)  to  the  **out"  posi- 
tion. 

12.  Beset  the  right  hand  A.  C.  circuit  breaker. 

13.  Open  the  left  hand  A.  C.  circuit  breaker. 

14.  Throw  the  handle  of  the  No.  2  motor  con- 
trol cut  out  (on  the  left  hand  side)  to  the  '^In'^ 
position. 

15.  Throw  the  reverse  lever  to  the  forward 
position. 

16.  Test  as  in  No.  5  the  switches  in  switch 
groups  Nos.  1,  2,  and  3. 

17.  Eeturn  the  controller  lever  to  the  *'off" 
position. 

18.  Throw  the  reverse  lever  to  the  backward 
position. 

19.  Eepeat  the  test  as  in  No.  16. 

20.  Reset  the  left  hand  circuit  breaker. 

21.  Throw  the  hsindle  of  the  left  hand  motor 
control  cut  out  (No.  1)  to  the  ^^In''  position. 

Testing  in  this  manner  leaves  the  lighting  cir- 
cuits connected  to  the  trolley  throughout  the  whole 
test. 

Question  54 — How  is  control  tested  in  D.  C. 
zone? 

Answer — 1.    D.  C.  main  switch  is  opened. 

2.  The  reverse  lever  is  inserted. 

3.  The  reverse  lever  is  thrown  to  the  forward 
position. 

4.  The  controller  lever  is  brought  to  each  notch 
in  succession  and  the  proper  switches  seen  to 
close  at  each  notch.  Every  notch  from  D.  C. 
Switching  to  D.  C.  Full  Multiple  is  tested. 
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5.  The  controller  lever  is  returned  to  the  **off'' 
position. 

6.  The  reverse  lever  is  thrown  to  the  back- 
ward position. 

7.  The  test  as  in  4  is  repeated. 

8.  D.  C.  main  switch  is  then  closed. 
Question  55 — Do  not  the  lights  which  illuminate 

the  cab  affect  the  test  in  D.  C.  zone? 

Answer — No,  because  opening  D.  C.  main 
switch  does  not  cut  the  current  out  of  the  light- 
ing circuits.  Nor,  in  fact,  out  of  the  heating  cir- 
cuits or  the  circuits  for  compressor  or  blower 
motors. 

Train  Failures. — Question  56 — ^In  case  of  any 
irregularity  of  operation,  such  as  a  short  circuit, 
open  circuit  arcing,  blowing  of  fuse,  smoke,  etc., 
develops,  what  should  be  done? 

Answer — In  such  a  case  the  controller  lever 
should  be  placed  in  the  **off"  position. 

If  on  A.  C.  the  controller  button  marked  '*A. 
C.  Trolley  down'*  should  be  pressed. 

If  on  D.  C.  the  paddle  between  the  shoes  and  the 
third  rail  should  be  inserted  and  an  investigation 
should  then  be  made. 

Fire. — Question  57 — Should  fire  occur  how  may 
it  be  extinguished? 

Answer — By  the  use  of  sand. 

Question  58 — ^Why  not  use  water? 

Answer— Because  water  would  cause  short  cir- 
cuits and  pi'obably  increase  the  fire. 

Question  59 — ^When  are  the  fire  extinguishers 
provided  in  locomotives  to  be  used? 

Answer — Only  in  extreme  cases  where  sand 
has  failed  or  it  is  evident  that  sand  will  fail. 
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Difficulty  in  Starting. — Question  60 — Suppose 
the  train  refuses  to  start? 

Answer — Usually  it  is  because  the  brakes  are 
not  properly  released. 

Question  61 — ^What  amount  of  current  should 
start  a  train? 

Answer — The  locomotive  should  always  be  able 
to  start  a  train  with  a  current  of  1800  amperes 
registered  on  each  ammeter. 

If  the  brakes  are  properly  released  and  the 
train  will  not  start  at  this  current  the  train  is  too 
heavy  for  one  locomotive. 

Note — A  locomotive  should  never  be  allowed  to 
stand  an  instant  with  the  current  in  the  motors, 
else  the  armatures  will  be  burned  out. 

General  Troubles. — Question  62 — ^What  is  to  be 
done  when  a  transformer  gives  trouble? 

Answer — ^It  should  be  cut  out  by  opening  the 
circuit  breaker  which  feeds  the  current  to  that 
transformer. 

Then  the  heater  switch  which  feeds  the  current 
from  that  transformer  to  the  balancing  trans- 
former should  be  opened,  i.  e.,  put  in  the  down  po- 
sition, and  the  compressor  motor  switch  opened. 

Question  63 — Suppose  an  A.  C.  circuit  breaker 
goes  out? 

Answer — This  is  generally  due  to  a  current  of 
over  1800  amperes  being  drawn.  One  or  both  of 
the  circuit  breakers  may  go  out  and  should  be 
reset  by  hand. 

Question  64-^How  is  an  A.  C.  circuit  breaker 
reset  ? 
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Answer — The  button  in  end  of  the  drcuit 
breaker  handle  should  be  pressed.  The  handle 
thrown  to  the  upper  position  and  then  to  down 
position. 

Question  65 — Suppose  the  A.  C.  circuit  breaker 
goes  out  repeatedly  with  less  than  1800  amperes 
in  motors  ? 

Answer — The  adjusting  screw  on  the  overload 
trip  should  be  screwed  down  to  a  point  which  will 
allow  1800  amperes  to  be  drawn,  without  causing 
breaker  to  go  out. 

Question  66 — Suppose  that  the  A.  C.  circuit 
breaker  goes  out  repeatedly  after  adjustment? 

Answer — The  control  cut-out  on  the  same  side 
of  the  locomotive  as  the  circuit  breaker  should  be 
thrown  to  the  out  position.  This  will  cut  out  a 
pair  of  motors. 

A.  C.  Trolleys. — Question  67 — ^In  case  of  me- 
chanical difficulty  with  A.  C.  trolley  what  should 
be  done! 

Answer — The  damaged  trolley  should  be  locked 
down  and  cut  out  as  previously  described. 

Question  68 — If  the  locking  mechanism  has  been 
damaged,  what  then? 

Answer — The  trolley  should  be  tied  down  with 
a  rope. 

Question  69 — ^Wl^y  should  the  safety  chains 
never  be  used  for  fastening  a  damaged  trolley. 

Answer — The  safety  chains  being  grounded  if 
they  were  fastened  to  one  trolley  and  the  other 
was  raised,  it  would  cause  a  short  circuit. 

Question  70 — ^In  case  of  trouble  in  the  cable 
connecting  A.  C.  trolleys ;  what  is  to  be  done? 
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Answer — The  set-screws  should  be  loosened  in 
the  sockets  where  this  cable  enters  each  trolley, 
and  the  cable  removed. 

Question  71 — Why  must  both  trolleys  be  used 
now! 

Answer — There  is  a  connection  from  the  base 
of  each  trolley  to  one  pair  of  motors.  It  is  this 
connecting  cable  which  enables  one  trolley  to  fur- 
nish current  to  both  pairs  of  motors. 

Question  72 — Suppose  the  trolley  cable  gives 
trouble  ? 

Answer — If  one  of  the  cables,  which  run  from 
the  base  to  the  trolley  to  a  circuit  breaker  gives 
out,  it  should  be  disconnected  by  loosening  the 
set  screws  in  the  sockets  then  the  cable  should  be 
withdrawn. 

Question  73 — Can  both  pairs  of  motors  then  be 
used? 

Answer — ^No.  This  cuts  out  one  pair  of  motors 
absolutely. 

Question  74 — In  working  on  top  of  a  locomotive 
what  precautions  must  be  taken? 

Answer — One  should  never  go  on  top  of  a  lo- 
comotive under  any  circumstances  when  a  trol- 
ley is  in  contact  with  the  trolley  wire. 

Question  75 — ^What  is  the  proper  use  of  the 
safety  chains? 

Answer — ^After  getting  on  top  of  a  locomotive 
the  safety  chains  should  be  instantly  snapped  on 
both  trolleys. 

This  prevents  the  trolleys  from  being  raised 
from  the  inside  of  the  locomotive. 
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Just  before  leaving  the  top  of  a  locomotive  the 
safety  chains  must  be  unsnapped  from  both  trol- 
leys. 

Should  one  be  chained  down  and  the  other 
raised  it  will  cause  a  short  circuit  resulting  in 
the  power  being  cut  off  on  that  section  of  the 
road. 

Safety  chains  should  never  be  used  to  tie  down 
a  damaged  trolley. 

Unit  Switch  Groups. — Question  76 — Suppose 
after  a  test  of  control  one  of  the  six  switch 
groups  has  been  found  inoperative.  What  is  the 
probable  cause  and  the  remedy? 

Answer — The  failure  of  a  switch  group  can  be 
traced  to  one  of  these  reasons,  and  should  be  in- 
vestigated in  this  order: 

1.  Low  air  pressure. 

2.  Low  battery  voltage. 

3.  Improper  contacts  in  the  control  circuits. 

4.  Trouble  in  wires  of  control  circuits.  An 
almost  impossible  occurrence.  (Should  it  happen 
no  road  repair  is  possible.) 

1.    Low  air  pressure: 

The  control  line  pressure  gauge  should  be  ex- 
amined to  see  that  it  registers  a  pressure  of  70 
pounds  or  over.  If  a  lower  pressure  is  registered 
the  pressure  on  the  main  reservoir  gauge  should 
be  observed.  Should  this  be  low  the  pressure 
should  be  pumped  to  130  pounds.  Should  this 
read  130  pounds  there  is  trouble  in  the  three-way 
cock,  or  in  the  reducing  valve. 

Any  slight  obstruction  in  the  three-way  cock 
may  usually  be  removed  by  throwing  the  handle 
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from  one  extreme  position  to  the  other  several 
times,  and  then  returning  it  to  its  normal  central 
position. 

Any  slight  obstruction  in  the  reducing  valve  or 
its  failure  to  work  from  some  minor  cause  may  be 
remedied  by  tapping  it  sharply  several  times  with 
a  hammer. 

2.  Low  battery  voltage: 

If  a  movement  of  the  lever  of  the  controller, 
with  all  of  the  apparatus  in  normal  working  con- 
dition, does  not  result  in  a  movement  of  any  of 
the  unit  switches,  the  probability  is  that  the  stor- 
age battery  has  been  exhausted.  Both  storage 
battery  switches  should  be  thrown  to  the  oppo- 
site positions.  This  cuts  out  the  battery  that  has 
been  in  use  and  cuts  in  the  other. 

3.  Improper  contacts  in  the  control  circuits : 
If  a  movement  of  the  controller  lever  to  the 

running  positions  results  in  the  coming  in  of  a 
portion  of  the  switches  and  a  failure  on  the  part 
of  others,  then  the  trouble  is  probably  due  to 
improper  contacts  of  some  of  the  fingers  of  the 
motor  control  cut  outs,  change-over  switches  or 
controllers. 

In  the  event  of  this,  if  it  is  possible  to  handle 
the  train  with  one  pair  of  motors,  the  side  of  the 
locomotive  in  which  the  failure  occurs  should  be 
cut  out  and  the  locomotive  operated  with  one  pair 
of  motors. 

If  this  cannot  be  done,  the  locomotive  circuits 
should  be  arranged  as  described  for  testing  con- 
trol and  the  controller  notched  up  imtil  the  point 
of  failure  is  reached. 
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The  cases  of  the  control  cut-outs,  change-over 
switches  and  master  controllers  should  be  opened 
and  a  piece  of  wood  run  along  the  control  fingers 
and  interlocks.  The  pressure  of  the  piece  of 
wood  shouJd  close  up  any  imperfect  contacts  and 
cause  the  switches  to  come  in.  Should  this  not 
occur  slide  a  thin  slip  of  wood  imder  each  con- 
tact finger. 

If  this  does  not  cause  a  switch  to  drop  out  it 
is  proof  that  the  seeming  contact  was  imperfect 
and  current  did  not  pass. 

By  these  two  tests  the  imperfect  contacts  can  be 
detected. 

Third  Rail  Shoes. — Question  77 — ^What  is  the 
method  of  procedure  and  repair  for  a  broken 
third  rail  shoe? 

Answer — Before  attempting  to  touch  the  shoes 
the  following  things  should  be  done  in  the  order 
named : 

1.  Open  D.  C.  main  switch. 

2.  Open  both  compressor  switches. 

3.  Open  both  blower  switches. 

4.  Open  train  line  heater  switch. 

5.  Insert  wooden  paddles  between  the  third 
rail  and  all  contact  shoes. 

The  broken  shoe  or  shoe  support  can  be  en- 
tirely broken  off  or  it  may  be  tied  up ;  which  ever 
will  cause  the  least  delay. 

A  tool  with  a  wooden  handle  should  always  be 
used,,  such  as  a  hammer  or  a  sledge  to  break  off 
the  remainder  of  the  shoe. 

Note — A  crow-bar  or  a  coupler  pin  should  never 
be  used  about  an  electric  locomotive. 
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Question  78 — ^How  many  shoes  are  necessary  j 

to  operate  train?  i 

Answer — One  good  shoe  on  each  side  of  each  I 

truck;  four  in  all  are  necessary. 

Change-Over  Switch. — Question  79 — If  change-  ' 

over  switches  do  not  operate  properly  what  should 
be  done! 

Answer — Failure  of  air  supply  or  control  in- 
terlocking relays  is  likely  to  be  the  probable 
cause  of  change-over  switch  not  operating.  g 

1.  The  control  line  pressure  gauge  should  read 
at  least  70  pounds,  if  it  does  not  it  should  be 
pumped  up  to  that  pressure.  S 

2.  The  relay  box  should  be  opened  and  the 
relays  examined  to  see  that  they  are  in  their 
proper  positions  as  follows : 

On  A.  C;  both  A.  C.  relays  up  and  D.  C.  re- 
lay down. 

On  D.  C. ;  both  A.  C.  relays  down  and  D.  C.  re- 
lay up. 

If  they  are  in  a  wrong  position,  they  should  be 
left  there  and  the  change-over  switch  thrown  by 
hand. 

Question  80 — ^How  is  the .  change-over  switch 
thrown  by  hand  ? 

Answer — The  handle  is  at  the  back  close  to  the 
side  of  the  cab. 

In  A.  C.  zone  this  handle  is  thrown  down.  In 
D.  C.  zone  it  is  thrown  up. 

Master  Controllers. — Question  81 — ^What  is  the 
probable  cause  of  a  master  controller  failure! 

Answer — ^An  imperfect  contact  between  drum 
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and  fingers  or  displacement  of  the  fingers  is  likely 
to  be  the  probable  cause  of  trouble. 

This  may  readily  be  discovered,  when  the  cover 
is  removed  by  testing  as  explained  in  Answer  76. 

Question  82 — In  case  of  more  serious  trouble, 
what  is  the  remedy  ? 

Answer — The  reverse  lever  with  its  controller 
plug  should  be  removed  and  the  other  controller 
used  from  which  to  operate. 

Brake  Failure. — Question  83 — ^When  the  air 
brake  fails  how  should  the  train  be  stopped? 

Answer — The  power  should  be  shut  off  and  the 
train  allowed  to  slow  down  to  about  10  miles  per 
hour,  then  the  motors  can  be  reversed  and  the 
train  brought  to  a  stop. 

Question  84 — Can  motors  be  reversed  when 
running  at  full  speed? 

Answer — ^Yes ;  but  they  never  should  be  except 
as  an  extreme  measure  to  save  life  or  prevent  an 
accident. 

Question  85 — ^How  should  the  controller  be 
handled  in  such  a  case? 

Answer — 1.  The  controller  lever  should  be 
thrown  to  the  ''off'^  position. 

2.  The  reverse  lever  should  be  thrown  to  the 
opposite  position. 

3.  The  controller  slowly  notched  up  until  a 
stop  is  made,  meanwhile  watching  the  ammeter. 
The  current  should,  if  possible,  be  kept  just  be- 
low 1800  amperes. 

Question  86 — ^What  is  the  chief  danger  in  mak- 
ing this  kind  of  a  stop  ? 

Answer — ^If  the  controller  is  notched   up  too 
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rapidly  there  is  danger  of  the  circuit  breaker  go- 
ing out.  This  cuts  off  the  power  and  greatly  re- 
daces  the  braking  power  of  the  motors. 

There  is  also  danger  of  burning  out  an  arma- 
ture. 

Question  87 — Can  a  train  be  stopped  when  the 
air  brakes  fail  and  the  power  is  off  the  line! 

Answer — Yes,  but  not  very  quickly. 

In  A.  C.  zone  the  lever  should  be  brought  to  any 
running  position. 

In  D.  C.  zone  the  controller  lever  should  be 
brought  to  a  point  beyond  D.  C.  Shunt  No.  2. 

"When  the  power  is  off  the  line  it  is  not  neces- 
sary to  move  the  reverse  lever. 

Cutting  Out  Motors. — Question  88 — When  a 
motor  or  a  transformer  becomes  disabled  it  is  nec- 
essary to  cut  out  a  pair  of  motors.  How  is  this 
done  I 

Answer — In  A.  C.  zone  the  operations  are  as 
follows : 

1.  The  motor  control  cut  out,  controlling  that 
pair  of  motors  should  be  thrown  to  the  out  posi- 
tion. 

2.  The  circuit  breaker  leading  to  the  pair  of 
motors  to  be  cut  out  should  be  opened. 

3.  The  heater  circuit  on  the  side  of  the  locomo- 
tive which  is  to  be  cut  out  should  be  disconnected 
by  throwing  the  heater  circuit  switch  to  the  down 
position,  except  that  a  maximum  current  of  2000 
amperes  may  be  used. 

In  D.  C.  zone,  the  procedure  is  dependent  to 
some  extent  upon  from  which  truck,  No.  1  or  No, 
2,  the  pair  are  to  be  cut  out. 
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To  cut  out  motors  Nos.  3  and  4,  the  following 
operations  are  necessary: 

The  motor  control  cut  out  on  the  left  side  of  the 
locomotive  should  be  thrown  to  the  out  position. 

To  cut  out  motors  Nos.  1  and  2  the  operations 
are  as  follows: 

1.  The  motor  control  cut  out  on  the  right  side 
of  the  locomotive  is  thrown  to  the  out  position. 

2.  The  D.  C.  main  switch  should  be  opened 
by  throwing  it  to  the  down  position. 

3.  The  trap  door  in  the  floor  over  motors  Nos. 
1  and  2  should  be  raised  and  the  two  extreme 
right  hand  leads  disconnected  at  the  joints  in  the 
cables  painted  white. 

The  operation  is  the  same  as  with  four  motors. 
A  current  of  2000  must  never  be  exceeded. 

Failure  of  Air  Supply. — Question  89 — ^How  can 
control  be  operated  should  the  air  compressors 
fail  to  furnish  a  sufl5cient  amount  of  air  or  ac- 
tually become  inoperative  ? 

Answer — The  emergency  control  reservoir  con- 
tains a  sufl5cient  air  supply  to  start  the  train  eight 
or  ten  times. 

Question  90 — ^How  is  this  emergency  reservoir 
cut  inf 

Answer — By  throwing  the  handle  of  the  three- 
way  cock  on  the  top  of  the  reservoir  to  the  ex- 
treme left.  Under  normal  conditions  this  handle 
is  in  central  position. 

Question  91 — Can  air  brakes  be  operated  from 
this  reservoir! 

Answer — No.  The  train  must  be  operated  at 
very  low  speeds  so  as  to  be  under  control  by 
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the  use  of  the  reversed  motors  and  hand  brakes. 

Temperature  of  Motors.  —  Question  92 — At 
what  temperature  does  the  operation  of  motors 
become  dangerous? 

Answer — If  the  temperature  of  the  motors  is 
over  80  degrees  a  telephone  message  should  be 
sent  to  the  terminal  foreman  for  instructions  be- 
fore further  operation  of  locomotive. 

Blowers. — Question  93 — In  the  event  of  one 
blower  becoming  disabled,  what  should  be  done? 

Answer — Both  the  dampers  of  that  blower 
should  be  closed  then  air  from  the  other  blower 
will  pass  through  both  pairs  of  motors. 

Question  94 — In  snow  storms  how  are  blowers  3 

to  get  air  supply? 

Answer — ^When  the  snow  shutters  on  the  blower 
air  inlets  are  closed,  one  of  the  cab  doors  should 
be  opened.  If  the  storm  is  too  severe  for  this, 
then  one  or  two  of  the  trap  doors  in  the  cab  floor 
may  be  opened.  5 

Question  95 — Should  sanders  be  cut  out  in  case  ^ 

of  air  leakage?  z 

Answer — ^Yes.    In  case  of  air  leakage  through  3 

sanders  or  any  of  their  connections,  they  should  ^ 

be  shut  off  by  closing  the  cut  out  cock  provided  £ 

for  that  purpose.    If  this  is  not  done  the  main  --^ 

reservoir  pressure  may  be  lost.  j^ 

Replacing  Fuses. — Question  96 — How  are  third  •-* 

rail  fuses  replaced? 

Answer — If  it  becomes  necessary  to  replace  a 
third  rail  fuse  on  the  road : 

1.  D.  C.  main  switch  should  be  opened. 

2.  Both  compressor  switches  should  be  opened. 
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3.  Both  blower  switches  should  be  opened. 

4.  The  train  line  heater  switch  should  be 
opened. 

5.  The  wooden  paddles  between  all  shoes  and 
the  third  rail  should  be  inserted. 

6.  After  the  fuse  has  been  replaced  the  pad- 
dles, should  be  withdrawn  and  the  above  ap- 
paratus cut  in. 

Question  97 — ^How  are  lighting  circuit  fuses  to 
be  replaced? 

Answer — The  top  fuse  in  each  fuse  box  (located 
over  the  change-over  switch)  is  in  the  A.  C.  light- 
ing circuit.    To  replace  either  of  these  fuses. 

1.  The  knife  lighting  switch  on  the  ceiling  at 
the  No.  2  end  should  be  opened. 

2.  Both  A.  C.  circuit  breakers  should  be 
opened. 

3.  The  fuse  renewed. 

4.  The  circuit  breakers  should  be  reset  and  the 
switch  closed. 

Question  98 — ^What  about  the  lighting  circuit 
fuses  when  in  D.  C.  zone? 

Answer — The  lighting  circuits  while  in  D.  C. 
zone  are  fed  through  the  central  fuse  in  the  same 
fuse  boxes. 

Question  99 — Have  these  fuses  any  other  duty? 

Answer — ^Yes.  The  central  fuses  protect  the 
combined  D.  C.  blower,  compressor  and  lighting 
circuits. 

Question  100 — How  are  either  of  these  central 
fuses  to  be  replaced? 

Answer  1 — The  D.  C.  main  switch  should  be 
opened. 
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2.  The  paddles  between  all  shoes  and  the  third 
rail  inserted. 

3.  The  fuse  replaced. 

4.  The  paddles  removed  and  the  switch  closed^ 
Question  101 — What  is  the  duty  of  the  lower 

fuse  in  these  boxes  ? 

Answer — The  lower  fuses  protect  the  A.  C. 
blower  and  compressor  circuits. 

Question  102 — ^How  are  these  lower  fuses  to 
be  replaced? 

Answer — 1.  Both  A.  C.  circuit  breakers  should 
be  opened. 

2.  The  fuse  renewed. 

3.  The  circuit  breakers  reset. 

Question  103 — ^Where  is  the  heater  circuit  fuse? 

Answer — The  heater  circuit  fuse  is  in  a  fuse 
box  in  the  No.  2  end  on  the  left  side  of  the  cab. 

Question  104 — ^How  is  the  heater  circuit  fuse  to 
be  replaced? 

Answer — In  A.  C.  zones: 

1.  Th^  three  heater  knife  switches  should  be 
opened. 

2.  The  fuse  replaced. 

3.  The  three  switches  closed. 
In  the  D.  C.  zones : 

1.  The  train  line  heater  switch  should  be 
opened. 

2.  The  paddles  inserted  between  all  the  shoes 
and  the  third  rail. 

3.  The  fuse  replaced. 

4.  The  paddles  removed  and  the  heater  switch 
closed. 


BOOK  II 
THE  TELEGRAPH 


CJHAPTEE  I. 

THE  GENESIS   OF   THE   TELEGRAPH. 

The  word  telegraph  signifies  to  write  afar;  spe- 
cifiically  applied,  it  refers  to  an  apparatus  for  com- 
municating intelligence  at  a  distance  through  the 
medium  of  signs  addressed  to  the  eye  or  ear.  Its 
basis  is  electricity  and  its  manifestations  either 
visible  or  audible  signals. 

Visible  signals  may  be  (a)  momentary— as  in 
some  systems  of  needle  telegraph  and  forms  of 
apparatus  on  submarine  cables— or  (b)  perma- 
nenty  as  in  the  case  of  the  Morse  register  which 
produces  a  lasting  record. 

Audible  signals  are  in  their  nature  momentary 
and  are  produced  by  a  device  known  as  a  soimder. 

The  operation  of  the  telegraph,  as  we  know  it^ 
dates  from  about  the  year  1837.  The  idea  of  using 
electricity  for  signaling,  however,  is  much  older. 
Telegraphy,  is,  after  all,  but  an  amplified  system  of 
signaling,  perfected  step  by  step  as  new  discover- 
ies were  made  as  to  the  adaptability  of  electric 
force  to  mechanical  appliances. 

Nearly  three  hundred  years  ago,  when  men  were 
still  dreaming  of  alchemy  and  the  philosopher's 
stone,  the  idea  was  conceived  of  using  two  sympa- 
thetic needles,  which,  instead  of  always  pointing 
towards  the  pole,  should  be  so  powerfully  related 
to  each  other  that  in  whatever  direction  one 
pointed  the  other  would  follow.  The  intention 
was  to  use  in  connection  with  the  needle  a  dial 
having  the  letters  of  the  alphabet  inscribed  around 
the  edge,  the  letter  it  was  desired  to  communicate 

11 


12  THE  SCIENCE  OF  RAILWAYS. 

being  indicated  by  the  needle  stopping  thereat. 
This  conceit  was  ridiculed  as  a  chimerical  dream, 
as  indeed  it  was,  there  being  no  means  provided 
for  connecting  the  two  dials.  Wheatstone  's  needle 
telegraph,  well  known  in  England,  is  based  on 
this  idea.  The  needles  are  kept  in  perfect  sympa- 
thy with  each  other  by  means  of  a  wire  charged 
with  electricity,  stretched  from  one  to  the  other, 
any  electric  disturbance  affecting  the  wire  acting 
on  both  needles  alike.  This  illustration  conveys 
a  more  accurate  idea  of  the  primary  principles  of 
the  telegraph  than  any  conception  we  can  form 
of  a  current  flowing  through  a  long  conducting 
wire. 

The  first  attempts  to  construct  an  electric  tele- 
graph followed  soon  after  experiments  in  connec- 
tion with  defining  the  velocity  of  frictional  elec- 
tricity had  been  made  by  Watson  in  London, 
Winkler  in  Leipsic,  and  others  during  the  years 
1746  and  1747.  In  the  year  1753  an  anonymous 
writer  wrote  to  Scott  ^s  Magazine  in  England,  sug- 
gesting a  telegraph  by  the  use  of  as  many  insu- 
lated conductors  as  there  are  letters  in  the  alpha- 
bet, each  wire  to  be  used  for  a  separate  letter. 

The  first  successful  attempt  to  apply  frictional 
electricity  (the  only  form  of  electricity  at  that 
time  known)  to  the  telegraph,  was  made  by  Le- 
Sage,  a  philosopher  of  Genoa,  in  the  year  1774.* 
The  medium  which  he  used  for  communicating 
between  two  stations  was  a  rope,  composed  of 

*The  first  form  of  electricity  known  was  undoubtedly  tke 
frictional.  Its  discovery  is  generally  attributed  to  Thales,  one 
of  the  seven  wise  men  of  Greece,  a  famous  philosopher  and  as- 
tronomer who  lived  in  the  sixth  century  B.  C.  He  observed  that 
amber,  after  being  rubbed  by  silk,  had  the  property  of  attracting 
light  bodies,  such  as  pieces  of  paper,  particles  of  bran,  etc.  It  was 
afterwards  found  that  other  substances,  such  as  glass,  sulphur 
and  resin  gained  this  same  property  by  friction. 
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twenty-four  strands  of  insulated  wire,  one  strand 
for  each  letter  of  the  French  alphabet.  The  strands 
were  separated  over  a  table  of  glass,  the  ends  ter- 
minating in  a  couple  of  pith  balls  hung  over  the 
letter  which  that  strand  designated.  When  any 
one  of  the  wires  was  placed  in  communication  with 
an  electrical  generating  machine,  the  pith  balls  at 
the  opposite  end  repelled  each  other.  In  this  man- 
ner any  of  the  letters  could  be  indicated.  LeSage  *s 
invention  could  be  operated  for  only  short  dis- 
tances, and  was  therefore  impractical. 

Lomond,  in  1797,  devised  a  system  by  which  a 
single  wire  and  a  pair  of  pith  balls  were  used. 
His  system  provided  for  an  alphabet  of  motions, 
a  certain  number  of  deviations  of  the  balls  being 
arranged  for  each  letter. 

About  this  time  systems  of  signaling  by  I^eans 
of  electric  sparks  were  suggested  by  Iteise,  Caval- 
lo  and  Don  Silva  of  Madrid,  but  nothing  practical 
came  of  them. 

With  the  discovery  of  the  Voltaic  pile  and  the 
discovery  by  Nicholson  and  Carlisle  of  the  decom- 
X)08ition  of  water,  and  subsequient  researches  by 
Davy  on  the  decomposition  of  salts  by  the  Voltaic 
current,  a  new  impetus  was  given  to  telegraph  in- 
ventions. This  meant  the  discovery  of  a  new  meth- 
od of  generating  electricity.  The  frictional  pro- 
cess had  been  and  is  able  to  produce  it  in  but  small 
quantities  and  in  weak  measure  and  therefore  ren- 
dered it  ineligible  for  practical  application.  What 
is  now  known  as  ** current'^  or  *' voltaic''  electric- 
ity now  became  available.* 

In  1808  Sommering  devised  an  apparatus  for 
the  transmission  of  intelligence,  based  on  the  new 


•This  form  is  produced  by  cTiemical  action  and  la  described 
later  on. 
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principles.  Sonmieriiig  used  a  strand  of  tw^ity- 
seven  insulated  wires,  each  terminating  at  the  re- 
c^vinp^  station,  in  a  glass  tron^  filled  with  water, 
one  wire  being  nsed  for  each  letter.  At  the  send- 
ing station  each  wire  terminated  in  a  metallic  ter- 
minaL  To  signal  it  was  necessary  to  connect  the 
poles  of  a  voltaic  pile  or  battery  with  two  of  the 
terminals.  The  current  passing  through  the  wires 
caused  babbles  to  rise  in  the  water  at  the  termi- 
nals at  the  receiving  station,  oxygen  at  one  and 
hydrogen  at  the  other.  Sommering  signaled  two 
letters  at  a  time.  On  account  of  the  great  expense 
resulting  from  the  use  of  so  many  wires,  this  sys- 
tem was  never  used  for  practical  commercial  pur- 
poses. 

With  the  brilliant  discovery  of  Prof.  Oersted, 
of  Copenhagen,  in  1820,  of  electro-magnetism,  the 
development  of  telegraphy  was  given  a  new  im- 
petus in  an  entirely  different  direction.  He  ob- 
served that  a  galvanic  current,  when  placed  near 
a  magnetic  needle,  caused  the  needle  to  be  deflect- 
ed from  its  natural  direction  pointing  north  and 
south.  Immediately  attempts  were  made  to  adapt 
this  discovery  to  telegraphic  purposes,  and  va- 
rious systems  of  needle  telegraphy  were  devised, 
too  ntgnerous  to  describe. 

Although  at  this  time  the  electro-magnet  had 
in  a  certain  sense  become  known,  it  was  but  a  toy 
working  feebly  in  a  short  circuit.  About  1831 
Prof.  Joseph  Henry  of  Albany  invented  the  elec- 
tro-magnet as  it  now  is,  viz.,  a  horse  shoe  of  soft 
iron  wound  with  many  turns  of  insulated  copper 
wire.  He  also  demonstrated  the  possibility  of 
exciting  magnetic  energy  at  a  distance,  by  the  use 
of  a  battery  of  a  sufficient  number  of  cells.  It  was 
not  until  this  time,  after  the  discovery  of  a  low 
form  of  electricity,  so  low  as  to  allow  of  easy  inr 
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snlation  of  thousands  of  miles  of  wire,  together 
with  the  discovery  of  the  relations  existing  be- 
tween electricity  and  magnetism,  by  means  of 
which  magnets  many  miles  apart  can  be  put  in 
communication  with  each  other,  and  caused  to  act 
in  harmony,  that  the  invention  of  the  telegraph, 
as  now  constructed,  became  possible. 


CHAPTER  n. 

THE  MOBSE  TELEGRAPH  AND  ITS  DEVELOPMENT; 
SOUBCES  OF  ELECTRICITY ;  THE  GRAVITY  BATTERY ; 
MAGNETISM ;  ELECTRO  MAGNETISM. 

No  single  individual  can,  it  is  apparent,  justly 
claim  the  invention  of  the  electric  telegraph.  That 
honor  must  be  divided  among  many.  It  was,  in 
fact,  a  growth,  and  the  work  of  many  minds  ex- 
tending over  a  long  period  of  years.  But  to  Prof. 
S.  F.  B.  Morse  belongs  the  credit  of  adapting  the 
many  discoveries,  and  making  the  electro-mag- 
netic  telegraph  practical.  The  idea  of  an  electro- 
magnetic telegraph  occurred  to  him  while  he  was 
returning  to  the  United  States  from  a  trip  to 
France  in  the  year  1832.  Before  the  voyage  was 
completed  he  outlined  his  ideas  of  a  telegraph  sub- 
stantially as  follows: 

1.  A  single  circuit  of  conductors  from  some 
suitable  generator  of  electricity. 

2.  A  system  of  signs  consisting  of  dots  and 
dashes  and  spaces  to  represent  letters  and  nu- 
merals. 

3.  A  mechanical  arrangement  operated  by 
clock-work,  for  causing  a  record  of  the  signals 
to  be  made  upon  a  strip  of  paper,  through  the 
agency  of  an  electro-magnet,  armed  with  a  pen 
or  pencil,  at  the  end  of  a  lever. 

Two  or  three  years  ensued  before  he  was  able 
to  embody  his  ideas  in  permanent  form.  In  1835 
he  constructed  the  first  rude  working  model  of 
his  apparatus  and  showed  it  to  his  friends.  A 
public  exhibition  of  his  apparatus  was  given  in 
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1837,  at  which  tune  he  succeeded  in  recording  sig- 
nals through  a  distance  of  one-third  of  a  mile  of 
wire.  Soon  after  this  a  recording  instrument  was 
devised  which  registered  dots  and  dashes  substan- 
tially as  in  his  perfected  apparatus. 

After  many  discouragements  a  line  was  finally 
constructed  from  Washington  to  Baltimore.  This 
line  was  completed  and  successfully  operated  in 
1844.  The  first  mesage  was  transmitted  over  it 
on  May  27, 1844. 

In  the  next  few  years  many  telegraph  lines  were 
built  in  the  United  States,  and  as  the  country 
developed,  lines  constructed  from  ocean  to  ocean, 
until  now  a  vast  net-work  of  wires  connects  the 
greatest  centers  of  population  with  the  humblest 
hamlets  in  the  land. 

Sources  of  Electricity-— 'Electricitj  is  a  power 
in  nature.  It  is,  we  know,  a  manifestation  of 
energy,  exhibiting  itself  when  in  disturbed 
equilibrium  or  in  activity,  by  a  circuit  move- 
ment, by  attraction  between  surfaces  of  unlike 
polarity  and  repulsion  between  those  of  like.  It  is 
generally  brought  into  action  by  any  disturbance 
of  molecular  equilibrium  whether  from  chemical 
or  mechanical  cause. 

Electricity  is  produced  in  various  ways,  and 
while  fundamentally  the  same  in  all  forms,  is 
called  by  different  names,  indicative  of  the  man- 
ner in  which  produced,  as  frictional,  chemical, 
current  or  voltaic,  magnetic  and  thermal  electric- 
ity. The  form  of  electricity  particularly  applica- 
ble to  telegraphy  is  that  produced  by  chemical  ac- 
tion. 

It  is  a  fundamental  law  of  physics,  known  as 
the  law  of  the  conservation  of  energy,  that  the 
disappearance  of  energy  anywhere  is  always  ac- 
companied by  the  appearance  of  an  equal  amount 
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of  energy  somewhere  in  some  other  form  or  forms. 
If  a  cannon  ball  be  raised  ten  feet  from  the  earth 
and  allowed  to  fall,  it  will  exert  exactly  the  same 
force  in  its  fall  that  was  expended  in  raising  it. 
Whatever  force  is  nsed  in  separating  two  sub- 
stances that  are  naturally  united,  the  same  amount 
of  energy  is  given  out  when  they  are  brought  to- 
gether again.  The  most  common  case  of  such  sep- 
aration and  reunion  is  in  the  abstraction  of  oxy- 
gen (which  has  a  strong  aflfinity  for  almost  all 
other  substances)  and  its  return  to  its  original 
combination.  Considerable  force  is  required  to 
separate  these  atoms,  and  when  they  are  re-united 
a  corresponding  amount  of  force  is  given  out. 
This  energy,  or  force,  sometimes  reappears  in  tl;ie 
form  of  heat,  or  where  the  action  is  very  intense, 
in  the  form  of  heat  and  light,  thus  producing 
combustion,  and  under  some  conditions  in  the 
form  of  electricity. 

It  having  been  found  that  the  development  of 
electric  action  is  always  accompanied  by  the  ex- 
penditure of  some  form  of  force,  and  that  the  elec- 
tric agency  can  be  made  to  reproduce  the  forms 
of  energy  in  which  it  originated,  it  becomes  ap- 
parent that  the  electric  current  is  simply  an  im- 
pulse of  force.  This  force  is  not  a  single  force,  but 
exists  in  two  forms,  having  a  remarkable  relation 
to  each  other.  For  many  years  after  electricity 
was  first  discovered  it  was  generally  supposed  to 
be  a  separate  substance  pervading  all  objects. 
There  were  supposed  to  be  two  kinds  which  were 
called  fluids.  The  theory  of  DuFaye  and  Symer 
was  that  an  object  when  electrically  excited  was 
said  to  be  charged  with  an  excess  of  one  fluid  or 
the  other,  sometimes  the  vitreous  or  positive  fluid, 
and  sometimes  the  resinous  or  negative  fluid. 
When  these  two  fluids  came  together  again  and 


TSE  TBLEORAPa.  1» 

neutralized  each  other,  a  disturTjance  was  snp- 
posed  to  be  caused  which  created  a  current  of  elec- 
tricity. Objects  not  electrically  excited  were  re- 
garded as  charged  with  the  same  amount  of  each 
fluid. 

Opposing  this  idea  was  the  one  flaid  theory  of 
Franklin.  He  held  that  there  was  but  one  fluid, 
and  that  "vitreous"  electricity  was  a  surplus  of 
this  one  fluid  over  the  ordinary  amount,  and  that 
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a  deficiency  was  "resinous"  electricity.  Conse* 
quently  he  named  the  one  positive  and  the  other 
negative,  and  explained  the  current,  or  discharge, 
as  the  act  of  a  surplus  in  an  over-charged  object 
passing  to  an  object  which  was  undercharged,  thus 
restoring  them  to  their  normal  state. 
While  these  theories  were  in  vogue,  came  the 
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of  energy  somewhere  in  some  other  form  or  forms. 
If  a  cannon  ball  be  raised  ten  feet  from  the  earth 
and  allowed  to  fall,  it  will  exert  exactly  the  same 
force  in  its  fall  that  was  expended  in  raising  it. 
Whatever  force  is  used  in  separating  two  sub- 
stances that  are  naturally  united,  the  same  amount 
of  energy  is  given  out  when  they  are  brought  to- 
gether again.  The  most  common  case  of  such  sep- 
aration and  reunion  is  in  the  abstraction  of  oxy- 
gen (which  has  a  strong  affinity  for  almost  all 
other  substances)  and  its  return  to  its  original 
combination.  Considerable  force  is  required  to 
separate  these  atoms,  and  when  they  are  re-united 
a  corresponding  amount  of  force  is  given  out. 
This  energy,  or  force,  sometimes  reappears  in  tl;ie 
form  of  heat,  or  where  the  action  is  very  intense, 
in  the  form  of  heat  and  light,  thus  producing 
combustion,  and  under  some  conditions  in  the 
form  of  electricity. 

It  having  been  found  that  the  development  of 
electric  action  is  always  accompanied  by  the  ex- 
p^diture  of  some  form  of  force,  and  that  the  elec- 
tric agency  can  be  made  to  reproduce  the  forms 
of  energy  in  which  it  originated,  it  becomes  ap- 
parent that  the  electric  current  is  simply  an  im- 
pulse of  force.  This  force  is  not  a  single  force,  but 
exists  in  two  forms,  having  a  remarkable  relation 
to  each  other.  For  many  years  after  electricity 
was  first  discovered  it  was  generally  supposed  to 
be  a  separate  substance  pervading  all  objects. 
There  were  supposed  to  be  two  kinds  which  were 
called  fluids.  The  theory  of  DuFaye  and  Symer 
was  that  an  object  when  electrically  excited  was 
said  to  be  charged  with  an  excess  of  one  fluid  or 
the  other,  sometimes  the  vitreous  or  positive  fluid, 
and  sometimes  the  resinous  or  negative  fluid. 
When  these  two  fluids  came  together  again  and 
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nentralized  each  other,  a  distnrljance  was  sup- 
posed to  be  caased  which  created  a  cnrrent  of  elec- 
tricity. Objects  not  electrically  excited  were  re- 
g:arded  as  charged  with  the  same  amount  of  each 
fluid. 

Opposing  this  idea  was  the  one  fluid  theory  of 
Franklin.  He  held  that  there  was  but  one  fluid, 
and  that  "vitreous'*  electricity  was  a  surplus  of 
this  one  fluid  over  the  ordinary  amount,  and  that 
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a  deficiency  was  "resinous"  electricity.  Conse- 
qnently  he  named  the  one  positive  and  the  other 
negative,  and  explained  the  current,  or  discharge, 
as  the  act  of  a  surplus  in  an  over-charged  object 
passing  to  an  object  which  was  undercharged,  thus 
restoring  them  to  their  normal  state. 
While  these  theories  were  in  vogue,  came  the 
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of  energy  somewhere  in  some  other  form  or  forms. 
If  a  cannon  ball  be  raised  ten  feet  from  the  earth 
and  allowed  to  fall,  it  will  exert  exactly  the  same 
force  in  its  fall  that  was  expended  in  raising  it. 
Whatever  force  is  nsed  in  separating  two  sub- 
stances that  are  naturally  united,  the  same  amount 
of  energy  is  given  out  when  they  are  brought  to- 
gether again.  The  most  common  case  of  such  sep- 
aration and  reunion  is  in  the  abstraction  of  oxy- 
gen (which  has  a  strong  aflfinity  for  almost  all 
other  substances)  and  its  return  to  its  original 
combination.  Considerable  force  is  required  to 
separate  these  atoms,  and  when  they  are  re-united 
a  corresponding  amount  of  force  is  given  out. 
This  energy,  or  force,  sometimes  reappears  in  the 
form  of  heat,  or  where  the  action  is  very  intense, 
in  the  form  of  heat  and  light,  thus  producing 
combustion,  and  under  some  conditions  in  the 
form  of  electricity. 

It  having  been  found  that  the  development  of 
electric  action  is  always  accompanied  by  the  ex- 
penditure of  some  form  of  force,  and  that  the  elec- 
tric agency  can  be  made  to  reproduce  the  forms 
of  energy  in  which  it  originated,  it  becomes  ap- 
parent that  the  electric  current  is  simply  an  im- 
pulse of  force.  This  force  is  not  a  single  force,  but 
exists  in  two  forms,  having  a  remarkable  relation 
to  each  other.  For  many  years  after  electricity 
was  first  discovered  it  was  generally  supposed  to 
be  a  separate  substance  pervading  all  objects. 
There  were  supposed  to  be  two  kinds  which  were 
called  fluids.  The  theory  of  DuFaye  and  Symer 
was  that  an  object  when  electrically  excited  was 
said  to  be  charged  with  an  excess  of  one  fluid  or 
the  other,  sometimes  the  vitreous  or  positive  fluid, 
and  sometimes  the  resinous  or  negative  fluid. 
When  these  two  fluids  came  together  again  and 
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neutralized  each  other,  a  distnrhance  was  sup- 
posed to  be  caused  which  created  a  current  of  elec- 
tricity. Objects  not  electrically  excited  were  re- 
garded as  charged  with  the  same  amount  of  each 
Doid. 

Opposing  this  idea  was  the  one  fluid  theory  of 
Franklin.  He  held  that  there  was  but  one  fluid, 
and  that  "vitreous"  electricity  was  a  surplus  of 
this  one  fluid  over  the  ordinary  amount,  and  that 
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a  deficiency  was  "resinous"  electricity.  Consfr 
quently  he  named  the  one  positive  and  the  other 
negative,  and  explained  the  current,  or  discharge, 
as  the  act  of  a  surplus  in  an  over-charged  object 
passing  to  an  object  which  was  undercharged,  thus 
restoring  them  to  their  normal  state. 
While  these  theories  were  in  vogue,  came  the 
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development  of  the  invention  of  the  galvanic  bat- 
tery, hence  the  adoption  of  the  terms  ** Current,'* 
** Positive''  and  ** Negative"  to  indicate  the  action 
of  the  battery.  These  terms  though  at  variance 
with  present  opinions  are  still  used. 

The  Galvanic  battery  is  a  device  for  the 
generation  of  the  electric  current  by  chemical  ac- 
tion. The  battery  consists  essentially  of  two  un- 
like metals  inmiersed  in  a  liquid  which  conducts 
electricity,  and  which  tends  to  combine  with  one 
of  the  metals,  or  with  one  more  than  the  other. 
The  chemical  result  is  greatest  when  two  metals 
are  used,  one  of  which  is  strongly  and  the  other 
slightly  acted  upon.  Such  metals  are  classified  in 
groups.  Gold,  platinum  and  copper  show  a  de- 
cided electrification  when  placed  in  a  cell  with  a 
member  of  the  other  group,  zinc,  iron  or  magne- 
sium. 

A  simple  form  of  cell,  or  battery,  consists  of  a 
plate  of  zinc  and  a  plate  of  copper  inunersed  in 
water  containing  a  small  quantity  of  sulphuric 
acid.*  Water  consists  of  oxygen  and  hydrogen 
held  together  by  a  strong  chemical  affinity.  A 
chemical  reaction  takes  place  between  the  water 
and  the  zinc,  caused  by  the  oxygen  of  the  water 
leaving  the  particles  of  hydrogen  with  which  it 
was  united  and  combining  with  the  zinc,  the  zinc 
dissolving  slowly  in  the  liquid.  It  will  be  noticed 
that  bubbles  form  upon  the  zinc.  These  bubbles 
contain  hydrogen  gas.  If  now  the  zinc  and  copper 
are  connected  by  a  wire  outside  the  cell,  or  bat- 


*The  general  name  for  these  plates  is  Electrodes.  The  zine 
is  the  positive  plate,  the  copper  the  negative.  The  current  is 
said  to  flow  from  the  positive  to  the  negative.  The  copper  at- 
tracting the  positive  current  is  known  as  the  positive  pole.  The 
copper,  while  it  is  the  negative  plate,  is  called  the  positive  pole, 
the  zinc  or  positive  plate  constituting  the  negative  pole. 
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tery,  the  chemical  action  will  become  more  vigor- 
ous, the  zinc  dissolving  with  increased  rapidity, 
the  bubbles  of  hydrogen  now  appearing  upon  the 
copper  instead  of  the  zinc.  This  chemical  action  re- 
sults in  the  development  of  electricity,  very  vigor- 
ous when  the  cell  is  first  set  up,  but  rapidly  falling 
off,  caused  by  bubbles  of  hydrogen  forming  upon 
the  surface  of  the  copper,  which  prevent  the  ac- 
tion of  the  solution  thereon.  This  is  called  polar- 
ization of  the  cell,  and  may  be  diminished  by  any 
means  which  will  cause  the  bubbles  to  rise  to  the 
surface  instead  of  remaining  attached  to  the  cop- 
per. 

This  is  usually  effected  by  immersing  the  cop- 
per and  zinc  in  two  different  solutions  of  unequal 
density,  so  that  one  floats  upon  the  other,  like  oil 
on  water.  To  accomplish  this  a  solution  of  sul- 
phate of  copper  is  placed  in  the  lower  half  of  the 
cell,  and  a  solution  of  sulphate  of  zinc  in  the  up- 
per half.  This  combination  is  known  as  a  Gravity 
or  Constant  battery  from  the  fact  that  the  solu- 
tions are  separated  by  gravity,  and  its  action  is 
even  and  continual  until  the  material  is  used  up. 

The  manner  in  which  the  electric  force  or  ener- 
gy is  produced  in  the  cell  is  still  an.  open  question. 
When  the  zinc  and  copper  are  placed  in  the  cell 
what  is  termed  a  difference  of  potential 
is  set  up  between  them.  This  term  is  used 
to  indicate  a  difference  of  condition  for  work, 
or  difference  in  tendency  to  do  work.  The  mole- 
cules of  the  liquid  are  being  continually  broken 
up  and  a  continual  tendency  to  equalize  the  condi- 
tions is  manifested.  This  is  overcome  by  the 
continued  reaction  in  the  cell,  of  such  character 
as  to  re-establish  the  potential  difference.  The 
force  evolved  in  these  changes  is  in  the  form  of 
positive  and  negative  electricity.    These,  separat- 
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ing  from  each  other,  pass  out  of  the  battery,  one 
going  through  the  fluid  to  the  copper  and 
thence  to  its  wire,  and  the  other  in  the 
opposite  direction,  and  they  meet  and  seek 
to  rexmite  in  those  parts  of  the  circuit 
where  no  change  is  taking  place.  Meanwhile 
the  process  of  evolving  more  positive  electricity 
upon  the  copper,  and  more  negative  electricity 
upon  the  zinc  goes  on,  resulting  in  the  phenome- 
non known  as  the  electric  current,  which,  for  con- 
venience,  is  said  to  flow  from  the  battery,  travers- 
ing not  only  the  wire,  but  the  plates  and  solutions 
within  the  cell,  the  whole  path  forming  what  is 
termed  the  electric  circuit. 

The  Gravity  Battery— The  Gravity  or  Constant 
battery  may  be  said  to  be  the  standard  form  in  use 
in  the  United  States. 

It  consists  of  a  glass  jar  about  seven  or  eight 
inches  high  and  six  inches  in  diameter,  at  the  bot- 
tom of  which  is  placed  sheet  copper  opened  in 
scroll  form,  to  which  is  riveted  an  insulated  con- 
ducting wire  which  passes  up  the  side  and  out  of 
the  jar.  This  constitutes  the  copper  or  positive 
pole  of  the  battery. 

If  there  is  no  old  solution  at  hand  from  an  old 
battery,  the  jar  may  be  filled  with  pure  soft  water. 
Bain  water  is  preferred  where  obtainable,  as  hard 
water  tends  to  impair  the  strength  of  the  battery. 

In  the  bottom  of  the  jar,  on  top  of  and  around 
the  copper  is  placed  a  combination  of  sulphuric 
acid  and  oxide  of  copper  in  the  form  of  sulphate 
of  copper,  commonly  known  as  blue  vitriol. 

Suspended  above  the  copper  about  two  or  three 
inches  and  completely  immersed  in  the  water  is 
hung  the  zinc  plate.  This  is  suspended  by  means 
of  a  brass  hanger  which  serves  as  a  conductor 
from  the  zinc  and  is  provided  with  a  clamp  screw 
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to  which  a  metallic  wire  may  be  attached.    This 
constitutee  the  negative  pole  of  the  battery. 

If  the  wires  from  the  two  poles  of  the  battery 
are  now  nnited,  thus  short  circuiting  the  cell,  it 
will  attain  its  full  strength  in  a  day  or  two.  It  ir 
not  necessary  to  use  any  zinc  solution  in  setting 
op  the  cell  as  sufiScient  will  form  in  the  cell  to 
bring  it  to  its  full  stren^h.  It  will  be  observed 
that  the  copper  solution  in  the  lower  part  of  the 
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jar  will  he  of  a  deep  blue  color;  it  should  extend  to 
a  point,  a  little  above  the  copper.  The  zinc  solu- 
tion in  the  upper  portion  of  the  jar  wiU  be  trans- 
parent. 

Batteries  should  be  kept  in  an  enclosed  box  on  a 
shelf  aboat  two  feet  from  the  floor.  The  jar  should 
be  placed  in  the  position  it  is  to  occupy  before  it 
is  filled,  as  shaking  or  carelessness  in  moving  the 
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battery  will  cause  the  solution  to  mingle,— a  con- 
dition to  be  avoided. 

As  the  action  of  the  battery  progresses,  some 
of  the  materials  will  become  exhausted.  The  ra- 
pidity with  which  this  occurs  depends  largely 
upon  the  amount  of  work  done  by  it.  The  first 
sign  of  waste  will  usually  be  observed  in  the  so- 
lation  of  sulphate  of  copper,  indicated  by  the  line 
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of  blue  color,  falling  towards  the  bottom  of  the 
jar.  This  may  be  remedied  by  placing  more  blue 
vitriol  in  the  cell.  A  suflScient  supply  of  blue 
vitriol  should  be  kept  in  the  cell  to  keep  the  blue 
color  up  to  within  an  inch  of  the  lower  surface 
of  the  zinc,  but  not  high  enough  to  touch  it.  "When 
the  blue  color  rises  too  high  no  more  blue  vitriol 
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should  be  added  until  it  has  receded  almost  to  tJie 
bottom  of  the  jar. 

It  will  be  observed  as  the  chemical  action  in 
the  jar  goes  on  that  the  zinc  gradually  dissolves, 
is,  in  fact,  burned  up.  The  copper,  on  the  con- 
trary, gradually  increases  in  weight,  owing  to  the 
abstraction  of  copper  from  the  solution  which  is 
deposited  upon  its  surface. 

Every  three  or  four  months  the  battery  should 
be  thoroughly  cleaned.  The  zinc  and  copper  should 
be  carefully  removed;  the  clean  liquid  should  be 
poured  into  a  separate  jar  and  the  dirt  and  loose 
copper  which  has  accumulated  on  the  bottom  of 
the  jar  thrown  out.  The  deposit  upon  the  copper 
plate  need  not  be  disturbed,  but  the  zinc  plate, 
which  will  be  found  to  be  covered  with  a  coating 
of  brown  oxide,  should  be  thoroughly  scraped 
down  to  the  metal  and  washed  in  clean  water  and 
returned  to  the  jar.  This  should  be  done  while  it 
is  still  wet. 

The  copper  may  then  be  replaced  in  the  jar,' 
adding  a  few  crystals  of  blue  vitriol,  the  clean 
liquid  which  was  taken  out  should  be  returned, 
the  zinc  replaced  and  sufficient  water  added  to  fill 
the  jar  to  the  proper  height.  The  battery  will 
then  be  restored  to  its  original  strength. 

Copper  plates  gradually  become  encrusted  with 
metallic  deposits,  when  it  becomes  necessary  to 
replace  them  with  new  copper.  Zinc  plates,  in 
time,  dissolve  to  such  an  extent  that  new  zincs 
must  be  furnished. 

The  battery  should  be  kept  in  a  dry  clean  place, 
in  an  even  temperature  and  not  exposed  to  dust. 
It  should  never  be  allowed  to  freeze. 

To  gain  the  force  necessary  for  a  main  line,  a 
number  of  cells  are  joined  together.  In  connect- 
ing batteries  it  must  be  remembered  that  the  cur- 
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rent  will  not  flow  unless  it  can  pass  from  one  pole 
around  to  the  other,  thus  making  a  complete  cir- 
cuit. Hence  the  cells  are  imited  by  connecting  the 
positive  pole  of  one  with  the  negative  pole  of  its 
neighbor  and  so  on.  Each  cell  is  termed  an  ele- 
ment. A  battery  of  one-hundred  elements  means 
one  composed  of  one-hundred  jars  or  cells. 

Magnetism— Ftobi  time  immemorial,  it  has 
been  known  that  certain  ores  possessed  the  prop- 
erty of  attracting  iron  or  steel,  and  that  these 
metals  were  themselves  capable  of  being  endowed 
with  similar  characteristics  under  certain  condi- 
tions. A  mass  of  magnetic  ore  is  called  a  load- 
stone or  natural  magnet,  and  magnetism  is  that 
variety  of  electricity  or  force  which  exists  in  the 
magnet  or  loadstone.* 

A  bar  of  iron  or  steel  to  which  magnetic  quali- 
ties have  been  imparted  by  unnatural  means  is 
called  an  artificial  magnet.  The  permanence  of 
an  artificial  magnet  depends  upon  the  condition 
of  the  iron  of  which  it  is  constructed.  Soft  iron 
is  capable  of  retaining  magnetic  properties  only 
so  long  as  it  remains  under  the  magnetic  influence, 
and  is,  under  such  circumstances,  a  temporary 
magnet  only.  Hard  iron,  and  especially  hardened 
steel,  retains  a  portion  of  these  properties  after 
the  withdrawal  of  the  magnetizing  influence,  and 
hence  may  be  called  a  permanent  magnet. 

Artificial  magnets  are  made  in  various  forms.  A 
bar  magnet  is  simply  a  straight  bar  of  steel.  If 
a  bar  magnet  is  thrust  into  a  mass  of  steel  filings, 
the  filings  will  be  attracted  to  the  bar,  and  adhere 
in  greater  quantities  near  each  end  and  scarcely 
at  all  in  the  middle,  showing  that  the  attraction 

*The  loadstone  is  said  to  have  been  first  found  near  Magnesia, 
an  ancient  city  of  Asia  Minor.  It  is  now  found  in  the  Hartz 
Mountains  of  Germany,  and  in  portions  of  Siberia. 
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of  the  magnet  is  greatest  at  the  ends  of  the  bar 
and  is  nentralized  at  the  center,  where  it  entirely 
disappears.    These  points  of  attraction  are  called 
the  poles  of  the  magnet.* 
Another  characteristic  of  the  magnet  ia  that 


BHOVING  ATTRACTION  OF  II 


particles  of  iron  having  been  attracted,  and  at- 
tached to  the  magnet,  will  themselves  attract  other 
pieces  of  iron  or  steel.  This  is  termed  magnetic 
induction. 

Magnets  are  most  commonly  formed  of  a  bar 
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of  steel  with  the  ends  curved  together  in  the  shape 

'Thia  characteristic  of  the  magnet  was  koown  centurieB  ago 
to  the  Chinese.  Thej'  applied  it  to  the  Mariner's  Compaas,  whicb 
i«  simplf  a  bar  magnet  and  a  diaL 
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of  a  horseshoe  or  letter  U.  A  suitably  shaped 
piece  of  soft  iron  is  usually  fitted  to  the  poles  of 
the  magnet.  Any  piece  of  iron  so  used  is  termed 
an  armature. 

Electro  Magnetism— For  many  years  scientists 
sought  to  discover  the  relation  betwen  Electricity 
and  Magnetism.  Finally,  Hans  Christian  Oersted, 
Professor  of  Natural  Philosophy  at  Copenhagen, 
in  1819  found  that  if  a  current  of  electricity  is 
passed  through  a  wire  in  the  neighborhood  of  a 
compass  or  magnet  needle  without  touching  it,  the 
needle  will  be  caused  to  turn  and  take  a  position  at 
right  angles  to  the  wire,  or  tend  to  that  position  in 
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proportion  to  the  strength  of  the  current.  The  di- 
rection in  which  the  needle  moves,  will  indicate  the 
direction  of  the  current. 

If  a  current  is  passed  in  like  maimer  across  a 
bar  of  iron  without  touching  it,  the  iron  becomes 
a  magnet,  that  is,  the  proximity  of  the  current  will 
make  iron  that  is  a  magnet,  turn  at  right  angles 
to  the  current.  When  the  current  is  cut  off  or 
broken,  the  needle  returns  to  its  original  position 
and  the  bar  ceases  to  be  a  magnet.  All  of  the  tele- 
graphs now  in  use  are  based  upon  this  property 
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of  the  electric  current  to  make  a  temporary  mag- 
net of  every  piece  of  soft  iron  coming  within  its  in- 
fluence, and  to  deflect  the  magnetic  needle  at  right 
angles  to  itself. 

The  magnetizing  influence  of  the  galvanic  cur- 
rent upon  a  piece  of  iron  is  more  powerful  as  the 


MAGNETIZATION  OF  AN  IRON  BAB. 


iron  is  placed  nearer  the  current,  and  as  a  greater 
length  of  the  wire  acts  upon  the  same  amount  of 
iron.  Therefore  if  insulated  wire  is  wound  spiral- 
ly around  a  piece  of  soft  iron  the  magnetism  pro- 
duced is  quite  perceptible.    This  effect  is  not  pro- 
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BIGHT  HAND  WOUHO  MAGNET. 


LEFT  HAND  WOUND  MAGNET. 


duced  by  winding  the  bare  wire  around  the  bar; 
the  wire  is  therefore  always  insulated,  and  as  each 
turn  is  separated  from  the  others  the  current  is 
compelled  to  follow  the  whole  length  of  the  wire. 
A  magnet  produced  in  this  manner  is  termed  an 
ElectrorMagnet.  The  Electro-Magnet  in  general 
use  is  that  called  the  horseshoe  magnet,  although 
not  made  in  precisely  that  form. 
The  magnet  is  constructed  of  a  bar  or  heel  piece 
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of  soft  iron,  into  which  are  screwed  two  pencil- 
diaped  pieces  of  iron  which  form  the  cores  of  the 
magnets.    Over  these  cores  are  slipped  a  couple 


of  spools  or  bobbins  upon  which  are  wound  hnn- 
dreds  of  feet  of  fine  insulated  wire.  As  much  of 
the  wire  as  possible  is  wound  next  the  core,  as 
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the  inductive  influence  of  the  current  decreases 
as  the  distance  increases  between  the  condnctli^ 
wire  and  the  core.    The  inner  ends  of  the  wires  on 
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the  two  bobbins  are  connected  together,  the  outer 
ends  remaining  free  to  connect  with  the  battery. 
The  two  spools  are  covered  with  vulcanized  rub- 
ber and  rudely  resemble  the  barrels  of  an  opera 
glass. 

As  the  wires  of  both  bobbins  form  one  contin- 
uous circuit,  when  the  other  ends  are  connected 
with  the  battery  the  current  passes  through  this 
wire,  the  soft  cores  of  iron  instantly  become  mag- 
netic, remaining  so  as  long  as  the  current  contin- 
ues, and  becoming  demagnetized  the  instant  the 
current  is  cut  off. 

Magnetism  may  be  produced  and  destroyed  in 
soft  iron  magnets  with  infinite  rapidity.  This 
fact  it  will  be  seen  has  been  taken  advantage  of 
in  telegraphy.  Directly  in  front  of  the  poles  or 
cores  where  it  will  be  acted  upon  when  the  cores 
become  magnetized,  is  placed  the  armature,  which 
is  kept  just  out  of  reach  of  touching  the  poles  and 
so  arranged  as  to  be  attracted  toward  them  each 
time  the  magnetic  influence  is  exerted. 


CHAPTER  III. 

THE  ELECTEICAL  CUKRENT ;  THE  LOCAL  CIBCUIT  ;  THE 

MAIN  cibcuit;  the  telegraph  instrument; 
the  key  ;  adjustment  of  the  key ;  the  relay ; 
adjustment  of  the  relay ;  the  sounder ;  the 
resonator;  the  box  reij^y;  cut  outs,  switch 
boards  and  other  devices;  arrangement  of 
instruments  in  local  offices. 

The  essential  features  of  the  main  circuit  are  as 
follows : 

1.  The  Generator  or  Batteries. 

2.  The  Line  Conductor. 

3.  The  Earth. 

4.  The  instruments  for  transmitting  and  receiv- 
ing signals. 

It  has  already  been  stated  that  a  complete  cir- 
cuit must  be  constructed  in  order  to  cause  the 
electric  current  to  move.  Early  telegraph  lines 
were  constructed  of  a  wire  running  from  one  ter- 
minal to  the  other  and  then  returning  to  the  bat- 
tery at  the  starting  point,  thus  creating  a  complete 
metallic  circuit.  This  made  the  construction  of 
telegraph  lines  very  expensive  and  efforts  were 
made  to  do  away  with  the  return  wire.*  It  was 
during  the  year  1838  while  conducting  experi- 
ments in  connection  with  efforts  to  use  the  rails 
of  a  railway  track  for  the  return  current,  that 
Prof.  Steinheil  discovered  that  the  earth  would  act 
as  a  conductor  for  the  return  current,  thus  effect- 
ing the  saving  of  the  entire  cost  of  the  return  wire 
and  its  insulation. 

It  is  still  a  question  whether  the  current  actuafly 

32 
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returns  through  the  earth  to  the  starting  point  or 
whether  the  earth  is  a  vast  reservoir  of  electricity, 
but  for  all  practical  purposes  the  earth  acts  as  a 
return  wire.  Since  this  discovery  a  single  wire 
suffices  for  a  complete  circuit,  provided  adequate 
connection  is  made  with  moist  soil  at  each  ter- 
minal. In  cities  this  may  be  accomplished  by  es- 
tablishing a  connection  with  gas  or  water  pipes. 
At  places  where  there  are  no  such  facilities  the 
ground  connection  may  be  made  by  attaching  the 
wire  to  a  plate  of  sheet  copper  or  galvanized  iron 
which  should  be  buried  in  moist  earth.  This  is 
designated  making  a  ground. 

What  is  known  as  the  Closed  circuit  is  the  one 
used  in  the  United  States,  so  called  owing  to  the 
fact  of  the  generator,  or  batteries  being  ordinarily 
kept  in  connection  with  the  line,  causing  a  contin- 
uous current  through  the  circuit,  signals  being 
conveyed  by  alternately  opening  and  closing  the 
circuit.  The  batteries  in  the  main  line  circuit 
may  be  located  only  at  one  terminal,  especially 
if  the  line  be  a  short  one,  but  better  results  are 
obtained  by  providing  batteries  at  both  terminals. 
A  sufficient  battery  should  be  provided  to  produce 
a  current  of  adequate  strength  to  cause  the  electro- 
magnet of  the  receiving  instrument  at  the  distant 
terminal  to  attract  its  armature,  the  object  being 
to  produce  signals  by  alternately  opening  and  clos- 
ing the  circuit  at  the  sending  station,  thus  alter- 
nately magnetizing  and  de-magnetizing  the  electro- 
magnets of  the  receiving  instrument  at  the  dis- 
tant station. 

Galvanized  iron  wire  is  generally  used  for  out 
door  lines,  and  insulated  copper  wires  for  interiors 
and  office  connections.  The  lines  are  carried 
through  the  country  on  poles,  numbering  about 
thirty-five  or  forty  to  the  mile,  according  to  condi- 
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tions.    At  each  pole  the  wire  is  fastened  to  the 
insulator  to  prevent  escape  of  the  earrent. 

The  insulator  in  general  use  is  shaped  like  an 
inverted  glass  cup,  mounted  upon  an  oak  pin  which 
is  attached  to  the  pole,  the  line  being  attached  to 
the  insulator  by  tie  wires  passing  around  the  in- 
sulator in  a  groove,  and  the  ends  wrapped  abont 
the  line  wire.  Where  several  wires  are  to  be  car- 
ried on  the  same  poles  cross-arms  are  secured  to 
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each  pole,  the  insulators  attached  to  these  being 
placed  about  twenty  inches  apart. 

The  Local  Circuit— The  Local  Circuit  is  what  is 
technically  termed  the  "short"  circuit;  it  is  con- 
fined wholly  to  the  local  battery  and  the  wires  be- 
ginning and  ending  in  the  oiBces  where  used.  Its 
purpose  is  to  operate  the  sounder,  and  the  object 
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of  the  latter  is  to  give  volume  so  that  the  sound 
may  be  heard  distinctly  by  the  operator. 

The  essential  parts  of  the  local  circuit  are  as 
follows : 

1.  The  local  battery. 

2.  The  armature  lever  of  the  relay  and  its 
frame. 

3.  The  local  sounder. 

4.  The  wires  connecting  the  battery  and  these 
instruments. 

The  local  battery  usually  consists  of  two  jars, 
or  cells,  for  each  instnraient. 

Copper  insulated  wire  is  generally  used  for  the 
office  connections,  as  small  copper  wire  is  as  ef- 
ficient a  conductor  as  the  ordinary  iron  wire,  and 
is  sufficiently  strong,  as  it  is  not  subject  to  strain 
as  on  the  main  line. 

Ill  ordinary  country  offices  the  circuit  is  short, 
usually  but  a  few  feet  from  the  battery  to  the 
instruments.  In  the  larger  offices,  however,  the 
batteries  are  kept  in  a  room  by  themselves,  neces- 
sitating a  longer  circuit. 

The  course  of  the  local  current  is  from  the  bat- 
tery along  the  wire,  through  the  vibrating  arma- 
ture lever  of  the  relay  and  its  frame,  thence 
through  the  electro-magnets  of  the  sounder,  and 
back  to  the  battery. 

The  Main  Circuit— The  Main  Circuit  consists  of 
the  main  line  (wire)  proper  that  conducts  the 
electricity.  This  wire  pases  into  and  through  each 
local  office.  The  electricity  thus  conducted  passes 
through  the  relay  and  key  and  so  out  and  away 
to  the  next  office  beyond.  The  operating,  electrical 
force  of  the  main  current  is  the  main  battery  or 
batteries.  The  main  wire  terminates  in  the  earth 
at  each  end,  as  described  elsewhere. 

Hie  Telegraph  Instruments— The  Morse  sys- 
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tern  of  telegraphy,  which  is  in  general  use  in  the 
United  States,  creates  audible  signals  at  distant 
points  by  means  of  three  instruments,  which  are 
essential  to  every  set. 

1.  The  Key,  or  circuit  breaker,  by  means  of 
which  the  operator  opens  and  closes  the  circuit, 
thereby  forming  the  signals. 

2.  The  Relay,  which  connects  the  main  and  local 
circuits,  by  means  of  which  the  opening  and  clos- 
ing of  the  former  opens  and  closes  the  latter. 

3.  The  Sounder,  which  produces  the  audible 
signals. 

The  Key— The  Key  is  a  very  simple  mechanical 
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device  for  opening  and  closing  the  circuit,  thus 
producing  signals.  It  will  be  more  readily  under- 
stood from  the  drawing  of  a  rude  form  in  which 
it  was  first  made. 

The  wire  *'a''  is  carried  through  the  table  ^'B'' 
and  connected  with  the  little  anvil  **F/'  When 
the  button  *  *  C ' '  at  the  end  of  the  spring,  or  lever, 
**D'*  is  pressed  down  and  touches  the  anvil  ^'F/' 
the  current  instantly  passes  through,  and  from  the 
metallic  block  **E"  passes  to  the  wire  '^b.'* 

Keys  are  now  made  in  various  forms,  but  all 
have  the  same  fundamental  principle  as  the  fore- 
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going.  Its  essential  features  are  the  lever,  the 
finger  knob,  the  spring,  the  circuit  closer  and  the 
base. 

A  pattern  of  Key  much  used  is  shown  in  the 
accompanying  figure. 

This  is  called  a  Steel  Lever  Leg  Key.  Its  prin- 
cipal feature  is  a  steel  lever,  four  or  five  inches 
long,  provided  with  trunnions  which  are  sup- 
ported by  adjustable  screws  at  the  side.  The  lever 
has  a  small  vertical  movement  upon  its  axis,  lim- 


ited in  one  direction  by  an  adjustable  set  screw, 
and  in  the  other  by  a  platinum  contact  point, 
■which  is  inserted  in  the  anvil,  and  is  insulated 
from  the  frame. 

Underneath  the  base  are  two  metallic  rods  or 
legs,  by  means  of  which  the  Key  is  fastened  to  the 
table,  and  which  serve  to  connect  the  wires  from 
the  main  circuit.  One  of  the  wires  is  fastened  to 
the  rod  "A"  by  means  of  the  adjustable  set  screw. 
This  rod  is  connected  with  the  frame  of  the  Key, 
The  other  wire  is  connected  to  the  rod  "B."    Tliis 
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rod  is  connected  with  the  anvil  but  is  insulated 
from  the  frame. 

The  lever  is  provided  with  a  knob  ''C/*  By 
this  means  the  lever  may  be  pressed  down  at  wUl 
of  the  operator,  thus  bringing  a  platinum  contact 
point  on  the  imder  side  of  the  lever,  in  contact 
with  the  platinum  point  in  the  anviL  "When  the 
Key  is  pressed  the  circuit  is  closed,  and  the  cur- 
rent passes  through  the  wires  precisely  as  in.  the 
crude  form  of  Key  first  shown.  When  the  pres- 
sure is  withdrawn  a  spring  beneath  the  lever  re- 
stores it  to  its  normal  position. 

As  the  normal  position  of  the  Key  was  open, 
some  means  had  to  be  devised  for  closing  the  cir- 
cuit when  the  Key  was  not  in  use.  This  is  accom- 
plished by  means  of  the  circuit  closer  **D,**  which 
consists  of  a  metallic  arm  attached  to  the  base  of 
the  Key  in  such  a  manner  that  it  can  slide  into 
a  little  recess  formed  between  the  lip  of  the  anvil 
and  the  frame,  thus  making  an  electrical  connec- 
tion between  the  two,  and  closing  the  circuit  when 
the  Key  is  not  in  use.  When  the  operator  desires 
to  use  the  Key  the  circuit  closer  must  first  be 
opened. 

The  finger  pieces  on  the  lever  and  circuit  closer 
are  usually  made  of  hard  rubber  so  as  to  prevent 
shock  to  the  operator. 

Platinum  is  used  for  the  contact  points  for  the 
reason  that  this  metal  possesses  infusible  proper- 
ties which  prevent  oxidation  by  the  electric  spark 
which  is  formed  whenever  the  circuit  is  broken. 
It  is  also  very  hard  and  therefore  will  withstand 
the  wear  from  the  constant  pounding  of  the  points 
much  better  than  a  softer  metal. 

The  trunnion  set  screws  should  be  adjusted  care- 
fully to  prevent  friction,  or  unnecessary  lateral 
movement.    These  set  screws,  as  well  as  the  one 
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at  the  end  of  the  lever,  are  all  adjustable  and  pro- 
vide for  the  adjuatment  of  the  Key. 

Another  form  of  Key  is  shown  here  called  the 
Legless  Key,  which  is  fastened  to  the  top  of  a 
table  by  screws  through  the  frame,  the  wire  con- 
nections being  made  at  the  binding  posts  shown 
on  each  side  at  the  rear  of  the  Key. 

Adjustment  of  the  Key— The  Key  should  be  al- 
lowed to  play  freely,  the  best  results  being  ob- 
tained by  allowing  a  small  movement  with  a  mod- 
erate upward  spring  pressure.  The  distance  be- 
tween the  two  points  should  be  about  the  thickness 
of  three  or  four  sheets  of  ordinary  paper.    In  bad 
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weather  when  there  is  more  or  less  escape  of  the 
cnrrent,  or  when  the  battery  is  weak,  it  is  essential 
that  the  adjustment  should  be  loose  so  that  the 
points  will  strike  together  with  ample  force. 

The  Belay— VThen  the  main  line  is  of  some 
length,  or,  as  is  usually  the  case,  when  the  insul- 
ation is  poor,  the  current  may  be  too  feeble  or  too 
variable  to  operate  a  sounder  satisfactorily.  This 
difficulty  is  overcome  by  usin^  an  intermediate  in- 
strument caled  the  Relay,  which  is  connected  with 
both  the  main  and  local  circuits. 

Its  connection  with  the  main  line  is  electrical, 
while  with  the  local  circuit  it  is  both  electrical  and 
mechanical;  its  function  being  to  open  and  close 
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the  local  circuit  to  which  the  Boander  is  Gonnected. 
by  means  of  which  the  sounder  is  made  to  prodace 
the  required  volume  of  sound. 

The  Belay  consists  of  an  electro-magnet  having 
a  vibrating  armature  delicately  balanced  so  as  to 
move  freely  when  acted  upon  by  miTiimnm  mag- 
netic attraction,  and  which,  when  moved,  puts  the 
local  circuit  in  motion. 

The  electro-magnet  "A"  is  composed  of  two 
■  soft  iron  cores,  each  two  inches  long  and  11-32 
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of  an  inch  in  diameter,  screwed  into  a  yoke  two 
inches  long  and  y^  inch  in  diameter. 

The  front  ends  of  the  magnet  are  supported 
in  a  vertical  metallic  frame  which  is  firmly  se- 
cured to  the  base  by  screws  from  beneath. 

The  frame  has  two  circular  openings  large 
enough  to  allow  the  helices,  or  coils,  of  the  electro- 
magnet to  pass  through  them  without  being 
fastened.  The  rear,  or  yoke  end  of  the  magnet  is 
upheld  by  a  passing  through,  and  supported  by,  a 
brass  pillar  "B"  fastened  to  the  base.    This  con- 
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trivance  imparts  a  forward  and  backv/ard  move- 
ment to  the  electro-magnets  through  a  small  dis- 
tance horizontally.  In  front  of  the  poles  of  the 
magnet  is  the  soft  iron  armature  attached  to  a 
lever,  the  lower  end  mounted  upon  a  steel  arbor, 
turning  between  two  adjustable  set  screws  mount- 
ed upon  standards  projecting  from  the  lower  part 
of  the  frame. 

The  armature  and  the  lever  have  a  to  and  fro 
movement  upon  the  axis.  In  one  direction  from 
the  attraction  of  the  electro-magnets,  and  in  the 
other  from  the  retractile  force  of  the  spring  ' '  C.  ^  * 
The  movement  is  slight,  confined  in  one  direction 
by  the  adjustable  screw  stop  *'D,^*  and  in  the 
other  by  another  screw  stop  *'E.**  By  means  of 
a  hook  at  one  end  of  the  spring  *  *  C  *  *  is  attached 
to  the  lever,  and  at  the  other  end  to  a  thread  which 
winds  upon  a  spindle  *'F*'  to  which  a  milled  head 
is  attached. 

The  spmdle  is  mounted  upon  one  end  of  a  brass 
rod  which  moves  through  a  pillar  and  is  rendered 
adjustable  by  means  of  a  set  screw. 

The  electrical  connections  of  the  Relay  are  as 
follows:  On  the  base  are  two  binding  screws  or 
posts,  for  the  attachment  of  wires,  two  being 
known  as  main  binding  posts  and  the  remaining 
two  local  bmding  posts. 

The  insulated  wires  leading  from  the  electro- 
magnet pass  through  the  base,  beneath  which  they 
are  connected  to  the  two  right  hand,  or  main  line 
binding  posts.  The  current  enters  at  one  binding 
post,  passes  through  the  electro-magnet  and  goes 
out  through  the  other  binding  post. 

As  before  stated,  the  principal  function  of  the 
Belay  is  to  open  and  close  the  local  circuit  to 
which  the  local  sounder  is  connected.  To  e'ffect 
this  the  armature  lever  is  insulated  from  the 
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in  contact  with  the  battery,  and  when  elevated 
with  the  ground. 

By  this  means  the  wire  is  never  **open^''  but  is 
always  in  readiness  to  be  operated  from  either  end. 

The  transmitter  also  acts  as  a  sounder  to  the 
sending  operator,  who  being  accustomed  to  the 
sound  of  his  own  sending  needs  this  as  a  guide 
when  transmitting. 

The  above  method  of  operating  the  duplex  is 
known  as  the  * '  differential  method. ' ' 

To  those  who  wish  to  familiarize  themselves 
with  the  more  abstruse  and  specialized  subjects 
connected  with  the  application  of  electricity  to  te- 
legraphy, knowledge  not  necessary  to  a  telegraph 
operator,  the  higher  technical  books  on  the  sub- 
ject should  be  sought  and  mastered. 

Arrangement  of  Instruments  in  Local  Offices— 
In  Figure  25  but  one  set  of  instruments  is  used, 
this  being  the  simplest  combination  pos- 
sible. This  consists  of  the  Key,  Eelay,  Sounder, 
Switch  Board,  Local  Battery  and  the  wires  con- 
necting the  different  instruments.  The  Key,  Ee- 
lay and  Sounder  should  be  placed  upon  a  table 
about  two  feet  wide  and  three  or  four  feet  long. 
The  Key  should  be  placed  at  the  right,  back  from 
the  front  of  the  table  so  that  the  elbow  may  rest 
upon  the  table  when  the  fingers  touch  the  button 
of  the  Key.  The  Eelay  should  be  placed  at  the 
left  side  of  the  table  and  the  Sounder  between  the 
two  as  shown  in  the  diagram. 

The  Switch  Board  should  be  upright  upon  the 
wall  in  any  convenient  place  and  the  two  jars  of 
the  local  battery  in  a  box  under  the  table. 

When  the  main  line  wires  are  brought  into  the 
building  they  are  connected  to  insulated  office 
wires  which  lead  to  the  two  binding  posts  of  the 
switch  board  1  and  2.    The  wires  from  the  instru- 
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skill  and  experience.  When  the  attraction  from 
the  magnet  is  very  strong  the  armature  does  not 
act  quickly  when  released,  and  the  tension  of  the 
spring  may  be  increased  by  turning  the  milled 
head.  If  this  does  not  accomplish  the  desired 
result,  by  turning  the  screw  "B"  the  action  of  the 
electro-magnets  upon  the  armature  may  be  re- 
duced by  moving  the  magnets  further  away  from 
the  armature. 

The  Sounder— The   essential    features    of   the 
Sounder  are  an  electro-magnet  "A,"  together  with 


an  armature  fastened  to  a  very  heavy  movable 
lever  "B,"  mounted  on  trunnions  between  set 
screws,  in  a  manner  similar  to  the  Key.  A  spring 
*'C*'  attached  to  the  lever  is  designed  to  draw  the 
armature  away  from  the  magnets.  Also  two  other 
set  screws  "D"  and  "E"  forming  adjustable 
stops  which  limit  the  motion  of  the  lever  in  each 
direction. 

When  the  current  passes  through  the  magnets 
the  armature  is  attracted  and  strikes  against  the 
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sounding  post  "F."  When  the  sounder  is  fas- 
tened securely  to  a  table  this  vibration  is  com- 
municated to  the  table,  which)  acts  to  some  extent 
as  a  sounding  board. 

When  the  Morse  telegraph  was  first  invented 
a  register  was  used  by  which  the  signals  were 
indicated  upon  a  moving  strip  of  paper,  by  means 
of  a  lever,  to  which  a  pen  or  pencil  was  attached. 
Operators  soon  noticed  the  dissimilarity  of  the 
various  signals  used  and  learned  to  interpret  the 
message  by  the  sound. 


Gradually  the  register  was  done  away  with, 
imtil  now  they  are  rarely  used. 

It  will  be  noticed  in  practice  that  there  is  a 
difference  between  the  "down"  and  the  "up" 
strokes.  The  "down"  stroke  indicating  the  length 
of  the  signal,  whether  a  dot  or  a  dash,  and  the 
"up"  stroke  the  interval  between  the  signals.  One 
soon  learns  to  distinguish  between  them  and  flins 
a  substantial  advance  has  been  made  by  the  stu- 
dent. 

The  Sounder  is  provided  with  two  binding  posts 
*'G,"  by  which  it  is  connected  with  the  local  cir- 
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cuit.    The  wire  passes  from  one  post  to  the  Relay, 
and  from  the  other  post  to  the  local  battery. 

The  adjustment  of  the  Sounder  is  less  difficult 
than  that  of  the  Relay.  The  trunnion  set  screws 
should  be  adjusted  so  that  the  lever  will  work 
freely  without  binding.  The  set  screw  "  E '  *  should 
be  adjusted  so  that  there  will  be  a  space  the  thick- 
ness of  a  sheet  of  paper  between  the  armature 


and  the  magnets.  The  stroke  is  adjusted  by  means 
of  the  screw  *'D,"  the  spring  "C"  being  tight- 
ened until  the  up  and  down  strokes  appear  about 
even.  As  the  ear  becomes  educated  to  the  sounds 
this  is  readily  determined. 

"When  there  is  a  great  deal  of  noise  in  a  room 
the  sounder  may  be  placed  in  a  resonator,  illus- 
trated in  Fig.  19.    This  is  found  to  be  a  great  aid 
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to  the  operator,  as  it  can  be  provided  with  a 
movable  base  and  moved  about  on  a  table  at  will, 
will. 

The  Box  Belay — Another  instrument  frequent- 
ly used  in  telegraph  offices  is  the  combination  set, 
or  box  relay  and  key. 

This  instrument  is  provided  with  powerful 
electro-magnets  enclosed  in  a  wooden  bos,  th;e 
resonance  of  which  greatly  increases  the  sound 
made  by  the  strokes  of  the  armature  lever,  which 
strikes  against  a  screw  point  attached  to  the  box. 

This  instrument,  being  complete  in  itself,  is  very 
convenient  for  the  use  of  line  repairers,  or  for 
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establishing  temporary  offices  in  case  of  accidents, 
as  it  can  be  worked  directly  by  the  main  line  cur- 
rent, no  local  battery  being  needed. 

The  bos  relay  is  provided  with  four  binding 
posts  arranged  as  in  the  ordinary  relaj^.  If  de- 
sired it  can  be  connected  with  a  local  circuit  and 
made  to  operate  an  ordinary  sounder.  Its  adjust- 
ment is  similar  to  the  relay. 

Cut  Outs,  Switch  Boards  and  Other  Devices- 
la  addition  to  the  instruments  already  described 
several  other  mechanical  contrivances  are  usually 
found  in  telegraph  offices,  viz.:  Switches  or  Cut 
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Outs,  Switch  Boards,  Groupd  Wires  and  Light- 
mug  Arrestors. 

The  Cut  Out  is  a  device  by  means  of  which  the 
inBtmments  may  be  entirely  disconnected  from 
the  main  line,  without  breaking  the  circuit  for  an 
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instant.     In  small  offices,  what  is  known  as  the 
Wedge  or  Spring-Jack  cut  out  is  used. 

The  line  wires  are  connected  with  the  elastic 
brass  strip  by  a  wire  from  one  of  the  binding 
posts,  running  in  under  the  base-board.  The  other 
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binding  post  has  a  similar  connection  with  the 
pin  at  the  bottom  of  the  board. 

The  instrument  wires  are  fastened  to  the  switch 
wedge  or  plug.  When  the  wedge  is  inserted  be- 
tween the  two  pins  at  the  bottom  of  the  board,  the 
brass  strip  is  separated  from  the  stationary  pin, 
causing  the  current  to  go  through  the  instrument 
wires.    When  the  wedge  is  pulled  out  the  spring 
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shuts  against  the  pin  and  keeps  the  main  circuit 
closed. 

The  Cut  Out  is  inconvenient  for  use  in  an  office 
which  is  provided  with  more  than  one  main  line 
wire  from  the  fact  that  wires  cannot  be  inter- 
changed without  disconnecting  them,  which  takes 
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time ;  therefore  nearly  all  oflSces  are  provided  Tith 
switch  boards. 

The  switch  board  shown  in  the  illustration  is  de- 
signed for  use  in  oflSces  having  bat  two  main  line 
wires,  and  is  called  the  Peg  Switch.  It  is  so  called 
from  the  metallic  plug  used  to  make  connections. 
Where  many  wires  enter  an  ofBce  a  larger  switch 
board  is  used,  as  the  convenience  of  the  service  re- 
quires that  all  the  wires  entering  an  office  should 
go  to  the  same  switch  board. 

By  means  of  the  Switch  Board  various  combina- 
tions may  be  made.  Daring  stormy  weather  new 
circuits  may  be  formed  by  patching  parts  of  dif- 
ferent wires  together  and  making  one  continuous 
circuit,  where  possibly  no  one  wire  is  working 
clear  through  at  the  time. 

The  accompanying  diagram  shows  the  connec- 
tions and  construction  of  the  Switch. 


OOKtTECnONS    AND 


"1"  represents  a  metallic  bar,  or  strip,  upon 
the  switch,  to  which  is  connected  a  wire  running 
into  the  office.  To  bar  *'2"  is  attached  the  same 
wire  going  out  of  the  office.  "A"  and  "B"  are 
metallic  discs,  or  buttons,  to  which  are  attached 
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ments  are  attached  to  the  switch  board  at  posts 
3  and  4. 

The  connections  are  made  as  follows :  The  wire 
attached  to  post  3  is  carried  down  the  wall  and 
under  the  table  and  fastened  to  one  of  the  legs  of 
the  key.  The  wire  from  post  4  is  fastened  to  one 
of  the  main  line  binding  posts  of  the  relay.  An- 
other wire  leads  from  the  other  main  line  binding 
post  of  the  relay  to  the  other  leg  of  the  key. 

Now  if  pegs  are  inserted  in  the  switch  board  at 
holes  8  and  11,  the  current  will  flow  from  the  main 
line  wire  1  through  the  instruments  and  out  at 
wire  2,  thus  forming  the  main  circuit. 

The  wires  of  the  local  circuit  run  as  follows: 
One  wire  from  one  pole  of  the  battery  to  one  of 
the  local  binding  posts  of  the  relay ;  a  wire  from 
the  other  pole  of  the  battery  to  one  of  the  binding 
posts  of  the  sounder ;  another  wire  from  the  other 
post  of  the  sounder  to  the  remaining  local  binding 
post  of  the  relay,  thus  completing  the  local  cir- 
cuit. 

It  has  already  been  explained  how  the  relay 
works  the  sounder  through  the  local  circuit. 

Another  wire  fastened  to  the  switch  board  at 
5  is  called  the  ground  wire  from  its  leading  to  the 
ground  or  forming  a  ground  connection  as  already 
explained. 

To  cut  out  the  instruments :  Insert  pegs  in  holes 

12  and  13  and  remove  pegs  from  the  other  holes  in 
the  board.  The  current  will  now  run  into  the 
switch  board  at  1,  down  the  plate  to  12,  across  to 

13  and  out  of  the  switch  board  at  2. 

To  cut  in  the  instruments:  First  insert  pegs 
at  8  and  11,  or  9  and  10  (either  way  will  answer), 
then  remove  the  pegs  from  12  and  13.  In  this  man- 
ner the  instruments  may  be  cut  in  without  inter- 
rupting the  circuit. 
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pegs  in,  the  bottom  row  of  holes  on  the  Switch 
Board. 

The  instruments  described  are  those  to  be  f  omad 
in  conmaon  use  in  telegraph  oflSces  and  are  those 
which  operators  must  be  familiar  with.  There 
are  other  instruments  used  in  large  oflSces,  such  as 
Galvonometers  and  Eheostats  for  testing  and 
measuring  currents.  These  instruments  are  used 
only  by  ti^e  expert  known  as  the  wire  chief,  and 
operators  never,  as  a  rule,  have  occasion  to  use 
them. 

Other  devices,  such  as  the  Wheatstone  instru- 
ments, for  transmitting  messages  from  strips  of 
perforated  paper,  are  used. 

Duplex  Telegraphy— Among  the  improvements 
of  the  telegraph  are  the  duplex  instruments  by  the 
use  of  which  two  or  more  messages  may  be  sent 
over  one  wire  at  the  same  time. 

Thus  the  capacity  of  a  wire  is  multiplied. 

The  ordinary  relay  cannot  be  used  in  connec- 
tion with  the  Duplex  telegraph,  as  an  instrument 
must  be  used  that  will  respond  only  to  signals 
from  the  distant  station  and  remain  unaffected  by 
signals  from  the  home  station. 

For  this  purpose  a  relay  is  used  having  its 
*' helices''  wound  in  opposite  directions,  so  that 
equal  currents  passing  through  it  equalize  each 
other. 

In  connection  with  this  a  resistance  regulator 
called  the  *'Eheostaf  is  used.  This  when  prop- 
erly adjusted  will  act  upon  one  wire  of  the  relay 
in  such  manner  that  the  current  through  the  other 
wire  of  the  relay  will  cause  it  to  respond  to  the 
distant  signal. 

An  especially  constructed  transmitter  is  also 
used,  so  made  that  when  the  key  is  depressed  it  is 
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in  contact  with  the  battery,  and  when  elevated 
with  the  ground. 

By  this  means  the  wire  is  never  **open^'^  but  is 
always  in  readiness  to  be  operated  from  either  end. 

The  transmitter  also  acts  as  a  sounder  to  the 
sending  operator,  who  being  accustomed  to  the 
sound  of  his  own  sending  needs  this  as  a  guide 
when  transmitting. 

The  above  method  of  operating  the  duplex  is 
known  as  the  * '  differential  method. ' ' 

To  those  who  wish  to  familiarize  themselves 
with  the  more  abstruse  and  specialized  subjects 
connected  with  the  application  of  electricity  to  te- 
legraphy, knowledge  not  necessary  to  a  telegraph 
operator,  the  higher  technical  books  on  the  sub- 
ject should  be  sought  and  mastered. 

Arrangement  of  Instruments  in  Local  Offices— 
In  Figure  25  but  one  set  of  instruments  is  used, 
this  being  the  simplest  combination  pos- 
sible. This  consists  of  the  Key,  Relay,  Sounder, 
Switch  Board,  Local  Battery  and  the  wires  con- 
necting the  different  instruments.  The  Key,  Re- 
lay and  Sounder  should  be  placed  upon  a  table 
about  two  feet  wide  and  three  or  four  feet  long. 
The  Key  should  be  placed  at  the  right,  back  from 
the  front  of  the  table  so  that  the  elbow  may  rest 
upon  the  table  when  the  fingers  touch  the  button 
of  the  Key.  The  Relay  should  be  placed  at  the 
left  side  of  the  table  and  the  Sounder  between  the 
two  as  shown  in  the  diagram. 

The  Switch  Board  should  be  upright  upon  the 
wall  in  any  convenient  place  and  the  two  jars  of 
the  local  battery  in  a  box  under  the  table. 

When  the  main  line  wires  are  brought  into  the 
building  they  are  connected  to  insulated  oflSce 
wires  which  lead  to  the  two  binding  posts  of  the 
switch  board  1  and  2.    The  wires  from  the  instru- 
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ments  are  attached  to  the  switch  board  at  posts 
3  and  4. 

The  connections  are  made  as  follows :  The  wire 
attached  to  post  3  is  carried  down  the  wall  and 
under  the  table  and  fastened  to  one  of  the  legs  of 
the  key.  The  wire  from  post  4  is  fastened  to  one 
of  the  main  line  binding  posts  of  the  relay.  An- 
other wire  leads  from  the  other  main  line  binding 
post  of  the  relay  to  the  other  leg  of  the  key. 

Now  if  pegs  are  inserted  in  the  switch  board  at 
holes  8  and  11,  the  current  will  flow  from  the  main 
line  wire  1  through  the  instruments  and  out  at 
wire  2,  thus  forming  the  main  circuit. 

The  wires  of  the  local  circuit  run  as  follows: 
One  wire  from  one  pole  of  the  battery  to  one  of 
the  local  binding  posts  of  the  relay ;  a  wire  from 
the  other  pole  of  the  battery  to  one  of  the  binding 
posts  of  the  sounder ;  another  wire  from  the  other 
post  of  the  sounder  to  the  remaining  local  binding 
post  of  the  relay,  thus  completing  the  local  cir- 
cuit. 

It  has  already  been  explained  how  the  relay 
works  the  sounder  through  the  local  circuit. 

Another  wire  fastened  to  the  switch  board  at 
5  is  called  the  ground  wire  from  its  leading  to  the 
ground  or  forming  a  ground  connection  as  already 
explained. 

To  cut  out  the  instruments :  Insert  pegs  in  holes 

12  and  13  and  remove  pegs  from  the  other  holes  in 
the  board.  The  current  will  now  run  into  the 
switch  board  at  1,  down  the  plate  to  12,  across  to 

13  and  out  of  the  switch  board  at  2. 

To  cut  in  the  instruments:  First  insert  pegs 
at  8  and  11,  or  9  and  10  (either  way  will  answer), 
then  remove  the  pegs  from  12  and  13.  In  this  man- 
ner the  instruments  may  be  cut  in  without  inter- 
rupting the  circuit. 
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The  peg  holes  14  to  17  are  for  extra  pegs  or  for 
pegs  not  m  use. 

To  ground  the  wire,  msert  a  peg  at  6  or  7.  This 
is  sometimes  necessary  to  locate  breaks  in  the 
main  wire.  If  no  circuit  can  be  obtained  by- 
grounding  either  way,  the  wire  is  either  open 
on  both  sides  or,  what  is  liiore  likely,  the  break 
is  in  the  wires  of  the  oflSce.  This  can  be  deter- 
mined by  carefully  going  over  all  the  connections ; 
thus  binding  screws  sometimes  work  loose  and 
allow  the  circuit  to  open,  or  other  mishaps  occur. 


CHAPTEE  IV. 

INSTBUCTIONS  TO  STUDENTS;  THE  MORSE  ALPHABET; 
FIBST  EXEBCISE  (1.  6.,  FIBST  LESSON  FOB  I9^£W 
BEGINNEBS)  ;  EXERCISES  NO.  TWO,  AND  SO  ON  UP 
TO  AND  INCLUDING  EXERCISE  NO.  TWELVE;  BE- 
CEIVING  messages;  penmanship;  RECEIVING  ON 

THE  typewbiter;  genebal  suggestions. 

Instructions  to  Students— In  taking  up  the 
study  of  telegraphy  the  student  must  re- 
member that  to  become  an  expert  operator 
requires  time  and  an  unlimited  amount  of  patience 
andjpractice.  Telegraphy  can  be  mastered  by  any 
one  with  ordinary  intelligence.  Like  any  other 
trade,  if  the  student  has  a  good  education  to  begin 
with,  he  is  that  much  better  jStted  for  the  work. 

The  beginner  will  not  require  a  regular  main 
line  outfit  to  learn  with.  Most  electrical  concerns 
manufacture  what  are  called  learners '  outfits,  con- 
sisting of  a  key  and  sounder  on  one  base,  together 
with  a  single  jar  for  the  battery. 

The  key  and  sounder  are  connected  by  fine  wires 
under  the  base.  Connection  with  the  battery 
should  be  made  by  running  wires  from  each  pole 
of  the  battery  to  each  binding  post  of  the  combina- 
tion outfit. 

If  two  are  learning  at  the  same  time,  which  is 
advisable,  if  practicable,  two  instruments  can  be 
used,  placing  them  in  one  circuit.  This  can  be 
done  by  running  a  wire  from  one  pole  of  the  bat- 
tery to  a  binding  post  of  one  instrument,  and  an- 
other  wire  from  the  other  pole  of  the  battery  to 
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a  binding  post  of  the  other  instrument,  connecting 
the  remaining  posts  of  each  instrument  by  another 
wire — thus  completing  the  circuit. 

A  single  jar  or  cell  of  battery  will  be  sufficient 
for  one  instrument,  but  another  cell  should  be 
added  to  the  battery  for  each  instrument  added  to 
the  circuit. 

Telegraph  signals  are  formed  by  the  manipula- 
tion of  the  key,  the  operation  of  which  is  called 
sending.  When  this  is  done  in  connection  with  the 
battery  and  other  instruments,  audible  signals 


I£abneb'3  outfit. 


are  made  by  the  receiving  instrument.  These  sig- 
nals having  been  arranged  in  the  form  of  a  code 
or  alphabet,  we  are  thus  enabled  to  transmit  intel- 
ligence to  distant  points. 

The  most  approved  manner  of  holding  the  key 
is  to  place  the  first  finger  on  the  knob  or  button 
80  that  the  end  of  the  finger  will  rest  on  the  oppo- 
site edge  of  the  knob,  allowing  the  thumb  and 
second  finger  to  support  it  on  each  side  of  the 
button. 
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The  key  should  be  held  firmly  but  not  rigidly; 
let  the  arm  rest  upon  the  table  near  the  elbow. 

The  motion  in  sending  is  up  and  down,  there 
being  no  side  motion  whatever.  The  movement 
is  produced  principally  by  the  wrist,  the  fingers 
and  hand  being  perfectly  flexible.    The  student 
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should  not  attempt  to  send  by  using  the  muscles 
of  the  fingers  only,  or  by  tapping  the  key,  for 
these  muscles  soon  tire.  The  most  expert  senders 
are  those  using  the  wrist  movement;  the  hand, 
wrist  and  arm  moving  imiformly  in  the  same  di- 
rection,  up  and  down. 

The  Morse  Alphabet^The  Morse  alphabet  or 
telegraphic  code  is  made  up  of  combinations  of 
dots,  dashes  and  spaces.  Many  have  the  idea  that 
the  code  is  formed  of  dots  and  dashes  only,  but  it 
will  be  found  that  the  spaces  are  of  equal  import- 
ance. 

The  following  table  will  enable  the  student  to 
more  clearly  understand  the  relative  value  of  the 
dot,  dash  and  space,  based  upon  the  dot  as  a  single 
unit  of  time. 

The  space  between  the  elements  of  a  letter  is 
equal  to  one  dot. 

The  dash  is  equal  to  two  dots. 

The  letter  space  is  equal  to  two  dots. 

The  word  space  is  equal  to  three  dots. 

The  long  dash  is  equal  to  four  dots. 

The  sentence  space  is  equal  to  six  dots. 
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A 
B 

D 


F 

6 
H 

I 
J 

K 

M 


The  dot  or  unit  of  time  in  the  alphabet  is  pro- 
duced by  a  quick  downward  movement  of  the  key, 
followed  by  a  quick  upward  movement. 

The  dash  is  made  by  holding  the  key  closed 
(down)  twice  as  long  as  in  making  the  dot. 

The  space  is  produced  by  the  upward  movement 
of  the  key,  the  space  between  the  parts  of  a  letter 
being  equal  to  the  time  used  in  making  a  dot.  A 
longer  space,  one  equal  to  two  dots  should  be  used 
between  the  letters,  and  a  still  longer  one,  equal 
to  three  dots  between  words.  Great  care  should 
be  taken  in  spacing,  otherwise  the  sending  will  be 
disjointed. 

THE  MOBSE  ALPHABET. 
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6 
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0 
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Comma  I 

Semicolon, 

Colon, 

Colon  Dash, 

Period, 

Interrogation, 

Exclamationf 

Dash, 

Hyphen, 

Pounds, 
Shillings, 

Dollars, 
Capitalized   Letter, 

Colon-  Quotation, 
Decimal  Point, 
Paragraph, 
Parenthesis, 
Underline, 
Quotation;  , 

Quotation  within 
Quotation, 


! 


•a 


IT 
0 


•  ■■   •   ■■ 

■■    •   ■■      •     • 

■■    •    ■■      •   ■■    •   • 

•  •    ■■  ■■   •   • 
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Fxrst  Exercise— The  beginner  should  first  learn 
to  make  dashes,  starting  at  the  rate  of  about  one 
per  second  and  gradually  increasing  the  speed  to 
three  per  second.  The  upward  movement  between 
the  dashes  should  be  made  quickly,  so  that  the  in- 
terval between  the  dashes  will  be  very  short,  the 
tendency  being  to  make  the  space  too  long. 

Second  Exercise— '^ext  he  should  learn  to  make 
dots.  Try  and  form  the  habit  at  the  very  begin- 
ning of  making  them  like  short  firm  dashes,  avoid- 
ing the  tendency  to  clip  them  too  short  and  light. 
Make  them  slowly  and  at  regular  intervals,  prac- 
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ticing  until  the  speed  can  be  increased  to  about 
300  per  minute. 

The  ticking  of  a  clock  will  be  found  a  good  guide 
to  uniform  sending. 

While  the  beginner  is  practicing  dashes  and 
dots  he  should  memorize  the  alphabet,  learning  all 
the  letters,  numerals  and  principal  punctuation 
marks,  viz.,  the  period,  comma  and  interrogation 
point.  The  other  punctuation  marks  are  little 
used  by  the  student  and  can  be  learned  later. 

The  characters  of  the  alphabet  should  be  so 
thoroughly  impressed  upon  the  mind  that  the  stu- 
dent's  entire  attention  can  be  devoted  to  the  me- 
chanical movement  of  producing  the  given  signals 
when  the  time  comes  to  practice  them.  They 
should  be  memorized  without  regard  to  their  po- 
sition in  the  alphabet  and  should  be  practiced 
upon  the  key  in  like  manner. 

It  will  be  found  easier  to  remember  them  if  they 
are  memorized  in  the  order  given  in  the  lessons 
for  practice,  memorizing  them  in  this  manner— 

B     dash,  three  dots. 

R    dot,  space,  two  dots. 
9    dash,  two  dots,  dash. 

After  having  become  proficient  in  making 
dashes  and  dots  the  other  exercises  may  be  taken 
up  in  their  order. 

Third  £Ja;emse— Dash  Letters. 

T.  M.  5.  L.  or  Cypher. 

The  L  or  cipher  should  be  twice  the  length  of 

the  T.     Care  should  be  taken  not  to  make  the 

final  dash  in  the  M  or  5  too  short ;  they  should  be 

of  uniform  length. 

Fourth  Exercise-— Dot  Letters. 
E.  I.  8.  H.  p.  6. 


•  • 
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Make  the  dots  of  equal  length  and  practice 
each  letter  separately  until  the  correct  number  pf 
dots  can  be  made^  avoiding  the  tendency  to  pro- 
long the  final  dot  into  a  dash.  Take  particular 
pains  to  make  exactly  five  dots  for  the  letter  P, 
and  six  dots  for  the  figure  6.  Many  otherwise  good 
operators  have  trouble  with  these  two  characters, 
making  six  or  seven  dots  for  the  P,  and  an  in- 
definite number  of  dots  for  the  6. 

Fifth  Eoiercise^'Dash  followed  by  dots. 

>l.  D.  B.  8. 

■h    •  ^    •  *  «M    •  •  •  ^   •  •  •  • 

Do  not  allow  too  much  space  between  the  dash 
and  dots,  making  TE  of  N. 
Sixth  Exercise— Dots  followed  by  dash. 

A,  U.  T.  4. 


•  •    ^  •  •  •    ^m  •  • 


Avoid  too  much  space  between  the  dot  and  dash, 
or  making  the  dash  too  short. 
Seventh  JSJiremse— Spaced  Letters. 

O.  B.  C.  Y.  A.  Z. 

•      •  •••  •••  ••••  ••••  •••-• 

The  greatest  care  is  necessary  in  making  these 
spaced  letters.  The  space  used  should  be  double 
that  used  between  the  parts  of  a  letter  and  just 
sufficiently  long  so  they  will  not  be  confused  with 
I,  S,  and  H. 

These  letters,  when  combined  with  others  into 
words,  are  the  cause  of  more  errors  in  trans- 
mission than  any  other  characters,  and  great  pains 
must  be  taken  to  produce  them  correctly. 

Eighth  Exercise— Dash,  followed  by  dots  and 
dashes. 

d.  7.  K.  J.  9.  ?. 

•w   •  ^*    ^   •  •  «M   •  Mb  mm  «   mm  •  mm  •  •  •■■  sm   •  •    ^  < 

To  most  learners  K  and  J  are  the  most  difficult 
characters  in  the  code.    Avoid  separating  the  J  by 
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sary  to  receive  messages  correctly.  Better  a  dozen 
breaks  than  one  error. 

At  first  the  student  will  be  obliged  to  copy  each 
word,  almost  each  letter,  as  quicMy  as  it  is  sent; 
but  gradually  he  will  be  able  to  linger  a  word  or 
two  behind;  and  as  he  becomes  more  expert,  sev- 
eral words  behind  the  sender.  The  advantage  of 
this  is  that  the  receiver  gets  the  connection  be- 
tween the  different  words,  and  the  sense  of  the 
message,  and  is  less  liable  to  errors.  When  he 
has  learned  to  send,  and  can  receive  slowly,  it  then 
becomes  purely  a  question  of  application,  of  time 
and  incessant  practice.  If  a  telegraph  office  is 
near  it  would  be  well  to  arrange  for  the  privilege 
of  studying  there.  In  that  case,  the  student  would 
not  be  allowed  to  handle  the  main  line  instruments 
perhaps,  but  could  copy  whatever  was  going  over 
the  wires.  He  might  at  first  be  able  to  write  but 
one  word  in  ten,  but  would  gradually  receive 
more  and  more. 

The  student  should  always  be  ambitious  to  be- 
come a  first-class  operator,  never  second-class,  or, 
what  is  worse,  a  **plug,^*  as  poor  operators  are 
called. 

Penmanship— li  is  especially  important  that  the 
telegraph  operator  should  write  a  legible  hand. 
He  should  cultivate  a  round,  plain,  business  hand. 
The  ordinary  business  man  receiving  a  message 
does  not  care  for  an  ornamental  piece  of  work,  but 
a  plain,  business  handwriting  that  can  be  readily 
made  out. 

Attention  to  the  following  rules  in  regard  to 
writing  is  recommended : 

1.  Capital  letters  should  not  be  joined  to- 
gether, or  joined  to  smaller  letters. 

2.  Avoid  looping  the  capital  T  at  the  top,  mak- 
ing Twenty  look  like  Seventy. 
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speed  will  come  in  time  by  practice.  There  are 
few  operators  who  can  send  forty  words  per  mm- 
ute  and  keep  it  up.  The  man  who  can  send  twenty 
or  twenty-five  words  per  minute  and  keep  up  an 
even  speed  will  accomplish  much. 

Receiving  Messages --When  the  student  has  mas- 
tered the  art  of  sending  accurately  and  thoroughly 
memorized  the  alphabet,  he  should  take  up  the 
more  difficult  task  of  learning  to  read  by  sound. 
This  will  be  found  to  be  very  difficult  at  first,  and 
as  one  cannot  read  by  sound  from  their  own  send- 
ing, it  will  be  necessary  to  get  another  person  to 
do  the  sending.  Thus  great  benefit  may  be  derived 
by  two  beginners  practicing  together.  If  the  stu- 
dent is  learning  alone,  he  should  arrange  with 
some  experienced  operator  to  send  for  him,  a  little 
each  day. 

It  will  be  necessary  to  learn  the  sound  of  each 
letter  separately.  Then  learn  to  read  short  words, 
and  finally  sentences,  after  the  manner  of  learn- 
ing to  send. 

In  reading  by  sound  the  downward  and  up- 
ward strokes  of  the  lever  must  both  be  taken  into 
consideration.  The  down  stroke  is  the  beginning 
of  the  dot  or  dash,  the  sound  of  the  up  stroke  de- 
notes its  termination.  Without  the  back  stroke 
the  duration  of  the  down  stroke  could  not  be  de- 
termined, and  the  letters  E.  T.  and  L.  would  all 
sound  alike. 

When  the  student  can  read  words  by  sound  let 
him  commence  to  copy  them  as  sent,  with  pen  or 
pencil.  If  a  word  is  missed,  or  not  correctly  re- 
ceived, open  the  key  (break),  repeating  the  last 
word  received  correctly.  Never  be  afraid  to 
** break,'*  as  this  is  termed.  Eemember  that  when 
a  position  as  operator  is  obtained  it  will  be  neces- 
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sary  to  receive  messages  correctly.  Better  a  dozen 
breaks  than  one  error. 

At  first  the  student  will  be  obliged  to  copy  each 
word,  almost  each  letter,  as  quickly  as  it  is  sent; 
but  gradually  he  will  be  able  to  linger  a  word  or 
two  behind;  and  as  he  becomes  more  expert,  sev- 
eral words  behind  the  sender.  The  advantage  of 
this  is  that  the  receiver  gets  the  connection  be- 
tween the  different  words,  and  the  sense  of  the 
message,  and  is  less  liable  to  errors.  When  he 
has  learned  to  send,  and  can  receive  slowly,  it  then 
becomes  purely  a  question  of  application,  of  time 
and  incessant  practice.  If  a  telegraph  office  is 
near  it  would  be  well  to  arrange  for  the  privilege 
of  studying  there.  In  that  case,  the  student  would 
not  be  allowed  to  handle  the  main  line  instruments 
perhaps,  but  could  copy  whatever  was  going  over 
the  wires.  He  might  at  first  be  able  to  write  but 
one  word  in  ten,  but  would  gradually  receive 
more  and  more. 

The  student  should  always  be  ambitious  to  be- 
come a  first-class  operator,  never  second-class,  or, 
what  is  worse,  a  **plug,''  as  poor  operators  are 
called. 

Penmanship'-lt  is  especially  important  that  the 
telegraph  operator  should  write  a  legible  hand. 
He  should  cultivate  a  round,  plain,  business  hand. 
The  ordinary  business  man  receiving  a  message 
does  not  care  for  an  ornamental  piece  of  work,  but 
a  plain,  business  handwriting  that  can  be  readily 
made  out. 

Attention  to  the  following  rules  in  regard  to 
writing  is  recommended: 

1.  Capital  letters  should  not  be  joined  to- 
gether, or  joined  to  smaller  letters. 

2.  Avoid  looping  the  capital  T  at  the  top,  mak- 
ing Twenty  look  like  Seventy. 
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3.  Make  the  capital  H  in  snch  a  maimer  that 
it  will  not  be  mistaken,  and  called  A. 

4.  Use  care  in  making  the  capitals  I  and  J  so 
that  they  will  not  be  confused.  Capital  I  shotdd  be 
above  the  line,  and  capital  J  should  extend 
through  it. 

5.  The  letter  Q  should  not  be  made  like  a  2. 
This  is  especially  dangerous  in  a  cipher  mess&ge. 

6.  Avoid  all  eccentric  forms  of  writing.  Culti- 
vate a  plain,  basiness  hand. 

Receiving  on  the  T if pewnter— It   is   probable 


TYPKWBITEB. 

that  in  time  the  typewriter  will  be  used  generally 
in  receiving  messages. 

Learning  to  use  it  is  not  not  difficult,  and  when 
the  art  is  acquired  it  is  every  way  preferable  to 
the  pen  for  receiving  messages. 

Moreover,  in  its  use  one  or  more  copies  may  be  - 
taken  by  using  carbons,  and  this  with  greater  ease 
and  plainness  than  with  a  pen  or  pencil. 

At  many  points  operators  will  not  be  given  em- 
ployment unless  they  know  how  to  operate  the 


THE  TELEGRAPH.  67 

typewriter.  This  discrimination  will  extend  and 
widen  with  the  passing  of  time. 

General  Suggestions— Majry  who  take  up  the 
study  of  Telegraphy  have  a  very  inadequate  idea 
of  the  proper  qualification  necessary  to  become  a 
good  operator.  Their  idea  seems  to  be  that 
the  ability  to  send  and  receive  messages 
correctly  is  all  that  is  necessary.  While 
this  is  the  first  requisite,  much  more  is 
required  if  the  operator  would  make  himself  valu- 
able to  the  company  employing  him.  He  should 
have  a  good  education,  or,  if  not,  should  study  till 
he  possesses  it.  He  should  be  upright  and  hon- 
orable, so  that  he  will  command  the  respect  of 
his  employers  and  the  community. 

In  his  intercourse  with  the  public,  and  with  fel- 
low employes  he  should  be  courteous  and  pleasant. 
It  should  be  remembered  that  telegraphy  may  be 
made  the  stepping-stone  to  many  other  positions. 

His  general  health  should  be  good,  and  his  eye- 
sight and  hearing  must  be  faultless. 
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company,  especially  those  regarding  the  privacy 
of  business. 

Railway  messages  are  much  less  formal  than 
commercial  messages.  Abbreviations  are  used  for 
addresses  and  signatures.  The  words  are  not 
counted  and  checked  and  frequently  the  date  is 
left  out. 

All  messages  except  those  pertaining  to  the 
business  of  the  railroad  are  considered  as  com- 
mercial messages,  and  should  be  handled  as  such, 
subject  to  the  rules  and  regulations  of  the  Com- 
mercial Telegraph  Company. 

At  points  where  there  is  a  city  office  established 
by  the  Commercial  Telegraph  Company  it  is  cus- 
tomary for  the  railway  operator  to  handle  only 
such  commercial  messages  as  are  tendered  him  by 
passengers,  the  receipts  for  which  he  turns  over 
to  the  local  manager.  Where  there  is  no  city  office 
the  day  operator  acts  as  manager  and  is  held  re- 
sponsible for  the  commercial  business  transacted 
at  his  office. 

At  many  stations  on  railroads,  operators  are 
required  to  report  the  time  of  all  trains  passing 
their  office  in  each  direction. 

Detailed  car  reports  are  also  transmitted  by 
wire  at  some  designated  time  each  day. 

In  order  to  aloid  danger  of  accidents  from 
variations  of  clocks  and  watches,  it  is  necessary 
that  some  standard  time  should  be  maintained 
upon  all  sections  of  a  road.  In  order  to  do  this 
nearly  all  railway  companies  arrange  to  receive 
time  signals  from  some  observatory.  This  is  done 
by  making  telegraphic  connections  with  the  obser- 
vatory clock  so  that  the  circuit  is  broken  and 
closed  at  each  vibration  of  the  pendulum. 

If  time  is  to  be  received  at  10  A.  M.  the  Wire 
Chief  before  the  appointed  minute  connects  all 
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He  is,  however,  not  allowed  to  sell  or  otherwise 
dispose  of  any  property  belonging  to  the  Company 
or  to  make  any  expeilditures  without  authority. 

The  manager  is  responsible  for  the  cash  receiptsi. 
of  his  office.  He  either  deposits  them  under  or- 
ders in  some  designated  bank  or  remits  them  di- 
rectly to  the  Treasurer,  at  stated  intervals.  Ee- 
ceipted  vouchers  for  authorized  expenses  incurred 
are  forwarded  by  him  to  the  proper  official  with 
his  monthly  report. 

Salaries  are  usually  paid  monthly,  at  the  close 
of  each  month,  either  by  deductions  from  the  re- 
ceipts of  the  office,  or  by  payment  directly  from 
the  office  of  the  Treasurer,  as  may  be  directed. 

Messages— Messages  received  for  transmission 
must  be  written  upon  the  printed  forms  provided 
by  the  Company  for  that  purpose,  or  if  that  is  im- 
practicable, must  be  pasted  upon  the  form  beneath 
the  printed  contract. 

Messages  are,  in  technical  phrase,  divided  into 
five  parts,  viz.,  ** check,''  *^date,''  *^ address,'' 
**body  of  message"  and  ** signature. "  The  check 
shows  the  number  of  words  subject  to  tariff,  states 
whether  paid,  collect  or  free,  and  if  free,  why. 
Also  any  special  instructions,  such  as  ^^Eeport 
delivery"  or  ** Delivery  charges  guaranteed." 

The  **date"  follows  the  check,  and  gives  the 
name  of  the  originating  point  of  the  message  and 
the  date. 

The  address  shows  the  name  of  the  person  or 
firm  to  whom  the  message  is  to  be  delivered,  with 
street  and  number,  and  name  of  city.  The  body 
of  the  message  is  embraced  between  the  address 
and  the  signature.  Following  the  body  of  the  mes- 
sage is  the  signature  of  the  person  or  firm  sending 
the  message. 

The  words  to  be  counted  and  charged  for  are 


70  THE  BCIEVCB  OF  RAILWAYS. 

the  words  in  the  body  of  the  message;  all  words 
in  an  extra  date;  all  extra  words  in  address;  when 
there  is  more  than  one  signature,  all  except  the 
last;  all  words  after  the  signature  which  are  not 
title  words.  In  collect  messages  the  word  "col- 
lect ' '  in  the  check  will  be  counted  but  not  charged 
for.  For  example,  the  check  of  a  ten-word  mes- 
sage if  paid,  will  be  10  paid,  but  the  check  of  a 
ten-word  collect  message  will  be  11  collect.  This 
enables  the  operator  to  detect  errors  in  trans- 
mission. 

The  rates  charged  for  transmitting  ordinary 
commercial  or  social  messages  vary  according  to 
the  distance  from  the  sending  point,  and  are  de- 
termined by  referring  to  the  tariff  or  rate  sheet 
which  is  provided  at  each  office.  Bates  are  based 
on  a  minimum  charge  for  ten  words  or  less,  and 
an  additional  charge  for  each  additional  word 
over  ten.  Thus  when  that  rate  for  ten  words  is 
$.25,  the  rate  for  each  additional  word  is  $.02.  In 
this  case  the  charges  for  a  fifteen  word  message 
would  be  $.35.  The  rates  charged  for  ten  words 
or  more  increase  somewhat  in  proportion  to  the 
distance.  For  example,  $.25  and  $.02,  $.40  and 
$.03,  $.60  and  $.04,  $.75  and  $.05. 

Messages  to  many  points  can  be  sent  at  night  at 
reduced  rates  with  the  understanding  that  they 
will  not  be  delivered  until  morning.  These  are 
called  **Red*'  or  night  messages,  blanks  printed 
in  red  ink  being  provided  to  distinguish  them 
from  day  messages. 

Government  and  press  messages  are  usually 
transmitted  at  special  rates. 

When  a  message  is  accepted  for  transmission, 

the  receiving  clerk  or  manager  should  see  that  a 

sufficiently  clear  address  is  given  so  that  there  will 

le  no  difficulty  in  delivering  the  message.    Mes- 
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sages  must  not  be  accepted  with  two  addresses, 
for  instance,  **if  absent  forward  to.'*  Delivery 
will  be  made  only  to  one  address.  The  address 
of  the  sender  should  be  secured  to  effect  prompt 
deUvery  of  replies. 

All  messages  should  be  prepaid  except  answers 
to  paid  messages,  answers  to  **D.  H.''  messages, 
and  messages  sent  free  on  account  of  frank  or 
pass  held  by  sender. 

The  charges  for  the  message  are  based  on  the 
number  of  words  in  the  body  of  the  message,  being 
that  portion  between  the  address  and  the  signa- 
ture. If  the  message  has  more  than  one  signature 
all  but  the  last  one  is  counted  and  charged  for. 
Titles  following  the  signature,  not  exceeding  two 
words,  are  not  charged  for,  thus.  Gen.  Supt.,  Chief 
Police,  Manager,  Chairman,  President,  Cashier, 
etc.  When  extra  words  follow  the  signature  as, 
for  instance,  the  address  of  the  sender,  the  extra 
words  must  be  counted  and  given  in  the  check. 

Names  of  cities  or  town  when  used  in  the  body 
of  the  message  are  counted  as  one  word.  Exam^ 
pie.  New  York,  New  Haven.  Names  with  a  prefix 
such  as  O'Brien,  McBride,  Van  Duzen  are  counted 
as  one  word.  Such  common  words  as  to-day,  to- 
morrow, tonight,  any  thing,  every-body  are  count- 
ed as  one  word.  Each  initial  in  a  message  is 
counted  as  one  word,  and  figures  are  counted  as 
one  word  each.  Figures  should  be  written  out 
in  words  to  avoid  danger  of  errors  in  trans- 
mission. 

All  messages  are  to  be  treated  as  strictly  confi- 
dential, and  no  information  given  to  anyone  con- 
cerning their  contents  except  under  orders.  Too 
much  care  cannot  be  exercised  in  this  respect. 

Each  message  should  be  numbered,  and  each 
day's  business  carefully  filed  and  retained  imtil 
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company,  especially  those  regarding  the  privacy 
of  business. 

Railway  messages  are  much  less  formal  than 
commercial  messages.  Abbreviations  are  used  for 
addresses  and  signatures.  The  words  are  not 
counted  and  checked  and  frequently  the  date  is 
left  out. 

All  messages  except  those  pertaining  to  the 
business  of  the  railroad  are  considered  as  com- 
mercial messages,  and  should  be  handled  as  such, 
subject  to  the  rules  and  regulations  of  the  Com- 
mercial Telegraph  Company. 

At  points  where  there  is  a  city  office  established 
by  the  Commercial  Telegraph  Company  it  is  cus- 
tomary for  the  railway  operator  to  handle  only 
such  commercial  messages  as  are  tendered  him  by 
passengers,  the  receipts  for  which  he  turns  over 
to  the  local  manager.  Where  there  is  no  city  office 
the  day  operator  acts  as  manager  and  is  held  re- 
sponsible for  the  commercial  business  transacted 
at  his  office. 

At  many  stations  on  railroads,  operators  are 
required  to  report  the  time  of  all  trains  passing 
their  office  in  each  direction. 

Detailed  car  reports  are  also  transmitted  by 
wire  at  some  designated  time  each  day. 

In  order  to  afoid  danger  of  accidents  from 
variations  of  clocks  and  watches,  it  is  necessary 
that  some  standard  time  should  be  maintained 
upon  all  sections  of  a  road.  In  order  to  do  this 
nearly  all  railway  companies  arrange  to  receive 
time  signals  from  some  observatory.  This  is  done 
by  making  telegraphic  connections  with  the  obser- 
vatory clock  so  that  the  circuit  is  broken  and 
closed  at  each  vibration  of  the  pendulum. 

If  time  is  to  be  received  at  10  A.  M.  the  Wire 
Chief  before  the  appointed  minute  connects  all 
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Pacific  Hotel,  the  Chicago  oflSce  will  send  the  fol- 
lowing message  to  New  York: 

To  New  York— 

Your  No.  1  today  Jones,  signed  Smith,  cannot  find  at  Grand 
Pacific.  Chicago,  4th. 

To  this  New  York  might  reply : 

To  Chicago:     Try  Palmer  House  my  No.  !•  Jones  signed 
Smith  today.  New  York  4. 

In  transmitting  messages  to  repeating  offices 
the  sending  operator  should  prefix  the  message 
with  town  or  city  to  enable  the  operator  to  copy  in 
proper  blank. 

The  following  prefixes  are  used  to  indicate  the 
kind  of  message  to  be  sent : 

Govt. — Government  message. 
Red. — Night  message. 
C.  N.  D.---Stock  message. 
Special — Press  message. 
Ofs. — Office  message. 

All  messages  are  numbered  each  day;  the  send- 
ing office  numbering  in  rotation  the  messages  sent 
to  each  office,  a  different  set  of  numbers  being  kept 
with  each  office.  If  more  than  one  circuit  is 
worked  between  two  offices  a  separate  set  of  num- 
bers is  kept  for  each,  each  day's  business  being 
numbered  separately,  commencing  with  No.  1. 

When  messages  are  to  be  delivered  at  some  dis- 
tance from  the  receiving  office,  requiring  special 
delivery  service,  the  words  **  Deliver  and  report 
charges, '*  if  charges  are  to  be  paid  by  the  sender; 
or  *  *  Delivery  charges  guaranteed, ' '  if  charges  are 
to  be  paid  by  the  receiver,  should  be  inserted  in 
the  check  of  the  message,  and  the  same  counted 
and  charged  for. 

Messages  for  transmission  by  cable  should  be 
written  on  cable  blanks.  In  counting  and  charg- 
ing for  cable  messages,  the  only  part  of  message 
sent  free  is  the  name  of  the  place  from  and  date. 
Count  and  charge  for  address,  message  and  sig- 
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nature.  Hyphenated  words  are  counted  as  two 
words  and  the  maximum  length  of  a  chargeable 
word  is  fixed  at  ten  letters.  The  name  and  ad- 
dress of  the  receiver  must  consist  of  at  least  two 
words,  and  the  body  of  the  message  must  contain 
at  least  one  word.  All  cable  messages  are  re- 
peated back  to  insure  correctness.  Charges  are 
based  upon  a  tariff  per  word. 

Standard  Rules  Governing  Commercial  Tele- 
graph Offices— For  further  and  more  minute  par- 
ticiQars  governing  commercial  business— paid  for 
and  free— including  the  rules  and  regulations  gov- 
erning the  receiving,  handling  and  sending  of  mes- 
sages, the  care  and  management  of  offices,  collec- 
tions, accounts  and  returns,  students  and  others, 
who  desire  to  inform  themselves  in  regard  to  such 
matters,  are  referred  to  the  chapter  elsewhere 
herein  giving  the  rules  and  regulations  of  Com- 
mercial Telegraph  Companies,  and  this  at  needed 
length  and  with  great  particularity. 

Railway  Telegraphy— As  the  traffic  on  railroads 
increased  the  difficulty  of  making  a  schedule  suf- 
ficiently flexible  to  allow  trains  to  move  freely 
under  every  emergency  became  at  once  apparent. 
Hence  the  application  of  telegraphy  to  the  oper- 
ation of  railway  trains  and  the  elaborate  system 
of  rules  and  reixaations  governing  the  same. 

The  telegraph  department  of  railways  is  under 
the  charge  of  a  Superintendent  of  Telegraph,  who 
has  charge  of  all  the  electrical  business  of  the 
railway  company.  Operators  are  usually  ap- 
pointed by  the  Chief  Train  Dispatcher  of  the  dif- 
ferent divisions,  subject  to  the  approval  of  the 
Division  Superintendent  and  Superintendent  of 
Telegraphy.  Office  hours  for  operators  are  usu- 
ally from  7  A.  M.  until  relieved  by  the  Chief  Dis- 
patcher, or  at  points  where  there  are  night  offices 
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from  7  A.  M.  to  7  P.  M.  days  and  from  7  P.  M.  to 
7  A.  M.  nights.  Each  operator  is  required  to  re- 
port for  duty  promptly  and  remain  until  relieved 
by  his  colleague  or  the  train  dispatcher. 

Where  there  is  no  night  office,  day  operators 
are  required  to  post  their  place  of  residence  in  bill 
boxes  or  in  the  window  of  the  office  so  that  train 
men  may  know  where  they  can  be  found  in  case 
of  emergency.^  Operators  when  on  duty  can  not 
go  out  of  hearing  of  their  call  instrument  or  leave 
the  office  without  permission  from  the  Chief  Dis- 
patcher. When  it  does  not  interfere  with  their 
duties  as  operators  they  are  expected  to  assist 
the  station  agent. 

Contention  for  circuit  (the  right  to  use  the  wire) 
is  not  permitted,  and  operators  who  follow  such 
practice  after  being  cautioned  are  dismissed. 

Operators  are  required  to  be  familiar  with 
switch  boards  and  cut-outs  so  that  they  can  con- 
nect or  disconnect  wires  as  directed  by  the  testing 
operator. 

Operators  are  expected  to  familiarize  them- 
selves with  the  rules  of  whatever  Commercial 
Telegraph  Company  operates  on  the  wires  and 
must  be  governed  by  them. 

Messages  for  officials  should  be  inclosed  in  en- 
velopes for  delivery  and  must  not  be  read  or 
handled  except  by  those  to  whom  they  are  ad- 
dressed. 

All  instruments,  switch  boards,  cut-outs,  etc., 
should  be  kept  in  good  order. 

Instruments  should  not  be  changed  without  in- 
struction from  the  Superintendent  of  Telegraph. 

Telegraph  students  are  not  permitted  to  send  or 
receive  messages  except  under  the  direct  super- 
vision of  the  regular  operator. 

Students  should  be  instructed  in  the  rules  of  the 
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company,  especially  those  regarding  the  privacy 
of  business. 

Railway  messages  are  much  less  formal  than 
commercial  messages.  Abbreviations  are  used  for 
addresses  and  signatures.  The  words  are  not 
counted  and  checked  and  frequently  the  date  is 
left  out. 

All  messages  except  those  pertaining  to  the 
business  of  the  railroad  are  considered  as  com- 
mercial messages,  and  should  be  handled  as  such, 
subject  to  the  rules  and  regulations  of  the  Com- 
mercial Telegraph  Company. 

At  points  where  there  is  a  city  office  established 
by  the  Commercial  Telegraph  Company  it  is  cus- 
tomary for  the  railway  operator  to  handle  onlj 
such  commercial  messages  as  are  tendered  him  by 
passengers,  the  receipts  for  which  he  turns  over 
to  the  local  manager.  Where  there  is  no  city  office 
the  day  operator  acts  as  manager  and  is  held  re- 
sponsible for  the  commercial  business  transacted 
at  his  office. 

At  many  stations  on  railroads,  operators  are 
required  to  report  the  time  of  all  trains  passing 
their  office  in  each  direction. 

Detailed  car  reports  are  also  transmitted  by 
wire  at  some  designated  time  each  day. 

In  order  to  avoid  danger  of  accidents  from 
variations  of  clocks  and  watches,  it  is  necessary 
that  some  standard  time  should  be  maintained 
upon  all  sections  of  a  road.  In  order  to  do  this 
nearly  all  railway  companies  arrange  to  receive 
time  signals  from  some  observatory.  This  is  done 
by  making  telegraphic  connections  with  the  obser- 
vatory clock  so  that  the  circuit  is  broken  and 
closed  at  each  vibration  of  the  pendulum. 

If  time  is  to  be  received  at  10  A.  M.  the  Wire 
Chief  before  the  appointed  minute  connects   all 
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wires  with  the  observatory  wire  and  calls  **time,'* 
at  which  signal  all  business  ceases.  At  or  about 
9.58  he  completes  the  circuit  and  the  seconds  are 
beat  consecutively  until  ten  seconds  before  ten 
o'clock,  at  which  time  the  circuit  remains  open, 
closing  at  precisely  the  hour.  In  this  manner  the 
clocks  in  the  different  oflSces  are  regulated  daily. 

Movement  of  Trains  by  Telegraph— O^^raioTS 
and  telegraph  officers  of  railway  companies  are 
expected  to  familiarize  themselves  with  the  rules 
and  regulations  relating  to  and  governmg  the 
movement  of  trains.  They  are  also  expected  to 
keep  the  train  order  signals  and  other  similar  ap- 
paratus in  order  at  their  stations. 

In  this  connection,  I  may  say  that  the  move- 
ment of  trains  by  telegraph  orders  dovetails  with 
the  standard  regulations  of  railroads  governing 
their  train  service.  Therefore,  students  and 
others  seeking  information  in  this  direction  should 
study  the  rules  and  regulations  governing  the 
movement  of  trains  at  the  same  time  and  as  a 
whole.  For  this  reason  I  have  not  attempted  to 
embody  the  rules  and  regulations  governing  the 
movement  of  trains  by  telegraph  orders  here.  To 
those  who  would  familiarize  themselves  with  the 
intricate  and  important  details  governing  the 
movement  of  trains  by  telegraph,  I  would  respect- 
fully refer  to  *  *  Train  Service,  * '  one  of  the  volumes 
of  the  *  *  Science  of  Eailways  Series. '  *  In  the  book 
in  question  particulars  (that  is,  the  rules  and  regu- 
lations) governing  operators,  trainmen  and  em- 
ployes generally,  are  stated  at  great  length  and 
with  due  reference  to  the  intricacies  and  needs 
of  the  service-and  consecutively  and  in  order  of 
their  just  relations  to  each  other.  This  for  both 
double  and  single  tracks. 

The  information  in  question,  while  in  no  way 
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needed  by  the  student  who  is  simply  learning  to 
operate  the  telegraph,  is  necessary  to  those  who 
seek  to  enter  the  service  of  railroads.  It  explains 
the  workings  of  the  train  service,  and  while  the 
rules  and  regulations  of  railroads  in  this  respect 
are  not  more  uniform  than  they  are  in  others, 
nevertheless,  familiarity  with  the  practices  of  one 
company  renders  it  easy  to  acquire  knowledge  of 
all  others. 

Abbreviations  in  Railway  Telegraphy— In  order 
to  economize  time  many  abbreviations  are  used, 
especially  in  Eailway  Telegraphy.  These  vary  on 
different  lines,  but  those  given  below  are  in  more 
or  less  common  use. 

X  signifies  ^^I  have  displayed  my  train  order 
signal  and  hereby  acknowledge  receipt  of  order 
and  pledge  myself  to  hold  train  or  trains,  and 
when  0.  K.  response  is  received,  to  deliver. ' ' 

Ct. — Circuit.  Ck. — Check. 

O.K. — Complete.  D.  H. — Free. 

No. — Number.  Ex. — Express. 

Eng. — Engine.  G.  A. — Go  ahead. 

C.  &  E.— Conductor  &  Engineer.  G.  M. — Good  morning. 

Condr.— Conductor.  G.  N. — Good  night. 

Eng'r. — Engineer.  G.  W. — Ground  Wire. 

Sec. — Section.  G.  B.  A. — Give  better  address* 

Prt.— Freight.  Rlf.— Relief. 

Psgr. — Passenger.  Sfb. — Stop  for  breakfast. 

Dispr. — Train  Dispatcher.  Sfd. — Stop  for  dinner. 

Opr.— Operator.  Sfn. — Stop  for  night. 

l_Wait  a  minute.  Tel.— Telegraph. 

3— Train  Report.  Tkt.— Ticket. 

4— Where  shall  I  go  ahead.  U. — ^Yoii. 

6 — ^Have   you   any   business  forWa. — ^Way. 

me?  Wo. — ^Who  is  at  the  keyt 

8 — Keep  circuit  closed.  Y. — Yes. 

12 — Answer   how    you   under-  Inst. — ^Instrument. 

stand.  Imp- — Important. 

13 — I  or  we  understand.  Lv. — ^Leave. 

18— What  is  the  trouble?  Mgr. — ^Manager. 
19 — Operators'    signal    for   trainMo. — ^Month. 

orders.  Mt. — ^Meet. 

23 — ^Life,    death,    and    market  Ms^. — Message, 

messages.  Msk. — ^Mistake. 
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€5 — ^Busy  on  other  wires.  Msgr. — Messenger. 

31 — ^Train  Despatchers'  signal  toNo. — ^Number. 

clear  line  for  train  orders.    N.  M. — ^No  more. 
34 — ^Message  for  all  offices.         O.  K. — Correct  or  complete. 
73 — ^Accept  my  compliments.      O.  T. — On  time. 
86 — Division  Superintendent  or  Ofs. — Office. 

Superintendent  of  TelegraphPd. — ^Paid. 
^2 — Deliver  quick.  P.  M. — ^Afternoon. 

96 — ^President,  General  ManagerP.  O. — Post  Office. 

or  General  Superintendent.   Pis. — Please. 
134 — ^Who  is  at  the  key?  Q. — Question. 

A.  M. — ^Morning.  Qk.— -Quick. 
Abt. — ^About.  Ret. — ^Return. 
Agt. — ^Agent.  Sig.— Signature. 
Ahr. — ^Another.  Stk. — Stock. 
Axnt. — ^Amount.                               Smtg. — Something. 
Ans. — ^Answer.  Supt. — Superintendent. 
Adj — ^Adjust.  Tru. — Through. 

B.  M. — ^Baggage  Master.  Thot. — Thought. 
Bag. — ^Baggage.  Ur. — ^Your. 
Btr.— Better.  Wt.— What, 

C.  O.  D. — Collect  on  Delivery.     ? — Repeat. 
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All  words,  figures  and  letters  (as  per  Bnle  4) 
in  the  body  of  a  message. 

All  signatures,  when  there  are  more  than  one^ 
except  the  last. 

All  words  in  excess  of  two,  in  a  title  after  the 
last  or  the  only  signature.* 

All  words  after  the  signature  which  are  not  title 
words;  and,  in  the  check,  the  words  ** Deliver  and 
report  charges/^  ^^ Delivery  charges  guaranteed," 
^^Report  delivery/'  and  *^Repeat  back/'  (See 
Bules  6  and  7.) 

In  a  collect  message  this  rule  will  apply,  except 
that  the  word  ^* collect''  in  the  check  will  be 
counted,  but  not  charged  for. 

When  a  message  bears  two  or  more  addresses, 
and  delivery  is  to  be  made  to  each  address,  it  will 
be  charged  for  as  two  or  more  messages,  as  the 
case  may  be.t 

BuLE  4:.'-Words  to  Be  Counted  and  Charged 
Fo  r. — Continued. 

In  counting  a  message  as  directed  in  Bule  3, 
dictionary  words,  initial  letters,  surnames  of  per- 
sons, names  of  cities,  towns,  villages,  states  or  ter- 
ritories, or  names  of  the  Canadian  provinces,  will 
be  counted  and  charged  for  each  as  one  word.  The 
abbreviations  for  the  names  of  cities,  towns,  vil- 
lages, states,  territories  and  provinces  will  be 
counted  and  charged  for  the  same  as  if  written 

*Iii  a  signature  such  as  '^Mr.  and  Mrs. ,*^  or  ''John  Smith 

and  family/*  or  "Henry  Jackson,  Vice-R-esident,'*  there  are  no 
extra  words,  but  in  a  signature  such  as  '* James  Brown,  First  Vice- 
President  and  Secretary,"  there  are  two  extra  words,  rizi  "and 
Secretary,"  which  will  be  included  in  the  count  and  charged  for. 

f  A  message  addressed,  for  example,  to  'HV.  Brown,  197  Broad- 
way, and  B.  Wells,  60  Exchange  Place,  N.  Y.,"  will  be  charged 
for  as  two  messages.  A  message  addressed  to  "J.  B.  Jackson  and 
S.  B.  Smith,  Senate  Chamber,  Washington,  D.  C,"  will  be  chai^S^ 
for  as  two  messages.  The  additional  addressee  will  not  be  con* 
eidered  as  extra  words. 
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rules  and  regulations  in  question.  And,  first, 
those  in  regard  to  the 

Receiving  Depabtment— Rule  l.^Messages  to 
Be  on  Message  Form^.— Each  message  for  trans- 
mission will  be  written  upon  the  form  provided  by 
the  company  for  that  purpose,  or  will  be  attached 
to  such  form  by  the  sender,  or  by  the  person  pre- 
senting the  message  as  the  sender's  agent,  so  as 
to  leave  the  printed  heading  in  full  view  above  the 
message. 

Rule  2.—Message,s  to  Be  Timed,  etc.,  by  Receiv- 
ing Clerks.— 'Each  message  will  be  timed  by  the 
receiving  clerk,  who  will  see  that  the  month  and 
day  are  correctly  noted  thereon ;  he  will  also  care- 
fully read  each  message  before  accepting  it,  and, 
when  necessary,  will  make  it  plain  by  marginal  no- 
tation  before  it  is  sent  to  the  operator. 

Remarks:     The  receiving  clerk  should  give  any  aid  or  ex- 
planation necessary  to  enable  the  sender  to  prepare  his  mes- ' 
sage  so  that  errors  or  delays  may  be  avoided. 

No  change  should  be  made  in  any  message  by  an  employe 
of  the  company,  but  misspelled  or  abbreviated  words  may  be 
courteously  referred  to  the  sender  for  correction.  If  the 
sender  decline  to  make  correction,  the  message  will  be  ac- 
cepted as  written. 

The  importance  of  the  address  cannot  be  overestimated. 
V^en  the  address  given  seems  insufficient,  a  better  one  should 
be  requested. 

If  a  message  be  <^ered  without  signature,  the  sender^s 
attention  shoiUd  be  called  to  the  omission,  and  if  the  sender 
then  decline  to  sign  the  message,  the  receiving  clerk  will 
write  in  the  place  of  the  signature  the  words  "Not  signed." 

Rule  3.— Words  to  Be  Counted  and  Charged 
For.— In  a  prepaid  message  the  nnder-mentioned 
words  will  be  counted  and  charged  for,  viz : 

All  words  in  an  extra  date.    (See  Rule  8.) 

All  extra  words  in  an  address.* 


*In  the  address  of  a  message  to  one  person,  or  to  a  firm,  or  to 

^'Mr.  and  Mrs. ,"  there  are  no  extra  words ;  but  in  the  address 

of  a  mesbage  to  either  of  two  or  more  persons  in  the  same  place 
or  town,  as  to  "John  Smith,  or  James  Brown,  80  Wall  Street, 
N.  Y.,"  there  are  three  extra  words,  viz:  "or  James  Brown,'* 
which  will  be  included  in  the  count  and  charged  for. 
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All  words,  figures  and  letters  (as  per  Bnle  4) 
in  the  body  of  a  message. 

All  signatures,  when  there  are  more  than  one, 
except  l£e  last. 

All  words  in  excess  of  two,  in  a  title  after  the 
last  or  the  only  signature.* 

All  words  after  the  signature  which  are  not  title 
words;  and,  in  the  check,  the  words  ^'Deliver  and 
report  charges/'  ** Delivery  charges  guaranteed/' 
*^Report  delivery/'  and  ^'Repeat  back."  (See 
Bules  6  and  7.) 

In  a  collect  message  this  rule  will  apply,  except 
that  the  word  *^ collect"  in  the  check  will  be 
counted,  but  not  charged  for. 

When  a  message  bears  two  or  more  addresses, 
and  delivery  is  to  be  made  to  each  address,  it  will 
be  charged  for  as  two  or  more  messages,  as  the 
case  may  be.t 

BuLE  4:.'-Words  to  Be  Counted  and  Charged 
For. ---Continued. 

In  counting  a  message  as  directed  in  Bule  3, 
dictionary  words,  initial  letters,  surnames  of  per- 
sons, names  of  cities,  towns,  villages,  states  or  ter- 
ritories, or  names  of  the  Canadian  provinces,  will 
be  counted  and  charged  for  each  as  one  word.  The 
abbreviations  for  the  names  of  cities,  towns,  vil- 
lages, states,  territories  and  provinces  will  be 
counted  and  charged  for  the  same  as  if  written 

*In  a  signature  sucb  as  '^Mr.  and  Mrs. 1**  or  ''John  Smith 

and  family,"  or  ''Henry  Jackson,  Vice-President,"  there  are  no 
extra  words,  but  in  a  signature  such  as  '* James  Brown,  First  "^oe- 
President  and  Secretary ,**  there  are  two  extra  words,  Tiz:  "and 
Secretary,"  which  will  be  included  in  the  count  and  charged  for. 

f  A  message  addressed,  for  example,  to  'HV.  Brown,  197  Broad- 
way, and  B.  Wells,  60  Exchange  Place,  N.  Y.,"  will  be  charged 
for  as  two  messages.  A  message  addressed  to  "J.  B.  Jackson  and 
8.  B.  Smith,  Senate  Chamber,  Washington,  D.  C,"  will  be  charged 
for  as  two  messages.  The  additional  addressee  will  not  be  cos* 
eidered  as  extra  words. 
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ia  full.  Abbreviations  of  weights  and  measures  in 
common  use  will  be  counted  each  as  a  word. 

In  names  of  countries  or  counties  all  the  words 
will  be  counted  and  charged  for. 

To  prevent  liability  to  error,  numbers  and 
anaounts  should  be  written  in  words,  and,  when  not 
80  written,  the  receiving  clerk  will  request  that 
it  be  done.  If  the  customer  refuse  to  write  the 
amounts  in  words,  Uie  message  will  be  accepted 
as  written,  and  the  figures  counted  as  indicated  in 
ttie  following  paragraph : 

Figures,  decunal  points  and  bars  of  division, 
and  letters  (except  the  pronounceable  groups  cov- 
ered by  the  sixth  paragraph  of  this  rule)  will  be 
counted— each  separately— as  one  word. 

In  ordinal  numbers  the  afSxes  st.,  d.,  nd.,  rd.  and 
th.  will  each  be  counted  as  one  word. 

All  pronounceable  groups  of  letters,  when  such 
groups  are  not  combinations  of  dictionary  words, 
will  be  counted  each  group  as  one  word.  When 
such  groups  are  made  up  of  improper  combina- 
tions of  dictionary  words,  each  dictionary  word  so 
used  will  be  counted  as  one  word. 

Remarks:    The  following  examples  will  illustrate  the  ap« 
plication  of  this  Rule: 

Van  Dom 1  word. 

McGregor 1  ^ 

0'a>nnor 1  ** 

DeWitt 1  " 

Brown,  Jr 2  " 

New  York  (or  N.  Y.) 1  " 

New  York  State 2  « 

Nova  Scotia  (or  N.  S.) 1  ** 

St.  Louis 1  " 

East  St.  Louis 1  " 

North  Carolina 1  ** 

Queen  Anne  County 3  ** 

New  Mexico 1  ** 

District  of  Columbia  (or  D.  C.) 1  " 

North   America 2  ** 

44.42 6  •• 

42B618 6  « 
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74% 5  word. 

No.  185  22d  St 8    " 

10  000  000 8    *• 

Ten   Millions , » 2 

3d  or   (3rd) 2 

10th 3 

Lbs.  ..«..•.••    

Cwt 

Hhds 

Amaurecis 

Adbantia 

Chancin , 

Interavis 

Byxtrmgo    8 

Xyf  194sm 8 

All-right  or  Alriglit 2 

Exceptions. 

A.   M 

P.  M 

F.  O.  B.  (or  fob) 

C.  O.  D.   (or  cod) 

C.  I.  F.  or  C.  F.  I.  (or  cif  or  cfi) 

O.  K 

C.  A.  F.   (or  caf) 

Per  cent 


(( 

u 
<* 
n 
u 
u 
« 
ti 
(t 
(t 
(t 
(( 
« 


(C 

« 
(( 
(( 
it 

C( 

u 


EuLE  5.— Checks  of  Messages.— The  receiving 
clerk's  check  upon  a  paid  or  collect  message  will 
be  made  in  accordance  with  the  following  ex- 
amples : 

Remarks:  The  check  of  a  ten- word  message  to  a  "this** 
line    office  will  be,  tor  example, 
"10  paid  25,"  or, 
"11  collect." 
The  check  of  a  ten-word  message  to  an  "other**  line 
office  will  be,  for  example, 

"10  paid  25  and  30  via  Chicago,"— or, 
"11  collect  25  via  Chicago." 
The  check  of  a  ten-word  message  for  special  delivery 
from  a  "this"  line  office  when  the  delivery  charges  are 
known  will  be,  for  example, 

"10  paid  25  and  1.00  delivery,**— or, 
.  "11  collect  25."     (See  note  below.) 
If  the  delivery  charge  be  unknown  the  check  will  be, 
for  example, 

"14  paid  33  deliver  and  report  charges," — or, 
"11  collect." 
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K  the  delivery  charge  from  an  "other"  line  office  be, 
for  example,  50  cents,  and  the  "this"  line  and  *other"  line 
rates  each  25  cents,  the  check  will  be, 
"10  paid  25  and  75  via  Chicago,"— or, 
"11  collect  25  via  Chicago." 
(The  75  includes  the  "other"  line  tolls  and  50  cents  foi 
delivery." 

(See  Eule  25  for  D.  H.  message  checks.) 

Note. — Offices  connecting  with  "other"  lines  will  note  that  in 
these  checks  the  amount  which  indicates  the  "this"  line  tolls  ap- 
pears in  the  cheek  before  the  amount  for  "other^*  lines.  In 
checking  messages  received  from  "one,"  "two"  or  "three"  star  sta- 
tions this  arrangement  of  the  tolls  should  be  preserved  by  insert- 
ing the  "this"  line  tolls  immediately  after  the  word  paid  or  col- 
lect. 

4 

Rule  6.— Request  to  Report  Delivery.— li  the 
sender  of  a  message  requests  a  notice  of  its  de- 
livery, the  receiving  clerk  will  insert  in  the  check 
the  words  *  Report  delivery/^    (See  Eule  47.) 

Repeated  Messages— 1£  the  sender  request  a 
repetition  of  his  message,  the  receiving  clerk  will 
insert  in  the  check  the  words  '* repeat  back/'  and 
will  charge  a  half  rate  for  the  repetition,  in  addi- 
tion to  the  rate  for  the  message.    (See  Rule  37.) 

In  such  instances  the  words  ^^ report  delivery'* 
or  *  Repeat  back/'  as  the  case  may  be,  will  be  in- 
eluded  in  the  count  and  charged  for. 

Rule  7.— -Special  Delivery.— A  message  to  be 
specially  delivered  beyond  the  free  delivery  limits 
of  the  terminal  office,  and  for  which  the  delivery 
charge  is  not  given  in  the  Tariff  Book,  will  be  ac- 
cepted upon  the  payment  or  guarantee  of  an 
amount  sufficient  to  cover  the  message  tolls  and 
the  probable  cost  of  delivery.  The  words  '^deliver 
and  report  charges/'  when  the  charges  are  to  be 
paid  by  the  sender,  or  the  words  '^ delivery  charges 
guaranteed/'  when  they  are  to  be  paid  by  the  ad- 
dressee, will  be  inserted  in  the  check  of  such  a  mes- 
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sage,  and  will  be  counted  and  charged  for.    (See 
Eules  13  and  52.) 

EuLE  8.— Extra  Dafe5.— Whenever  a  message 
which  has  come  over  the  line  of  any  other  tele- 
graph company  is  offered  at  a  place  not  indicated 
by  the  Tariff  Book  of  this  company  as  the  proper 
place  for  such  message  to  reach  this  company's 
lines;  or  whenever  a  message  is  received  at  any 
office  by  mail  to  be  forwarded  by  telegraph ;  or  in 
case  a  person,  having  received  a  message,  requests 
the  same  to  be  forwarded  to  another  place ;  or  if 
a  person  leave  town  before  the  arrival  of  an  ex- 
pected message,  and  it  be  forwarded  to  him— in 
each  of  these  instances  the  name  of  the  place 
where  the  message  originated  and  the  date  will  be 
counted  and  charged  for  as  a  part  of  the  message. 
For  example,  if  the  following  message  should  pass 
over  the  line  of  another  telegraph  company  from 
Buffalo  to  Boston,  or  through  the  mail,  or  be  re- 
ceived by  any  other  person  than  the  addressee  by 
telegraph  or  mail,  or  should  arrive  by  * '  this ' '  line 
after  the  addressee  had  left  town,  and  a  request  be 
made  that  it  be  forwarded  to  Fall  River,  it  will  be 
sent  as  follows : 

Buffalo,  N.  Y.,  Oct.  24. 
via  Boston,  Oct.  24. 
John  Brown,  Fall  River,  Mass. 

Meet  me  next  Monday,  at  ten  o'clock  in  the  forenoon. 

H.  Smith. 

15  paid. 

'Thus  adding  in  and  charging  for,  as  a  part  of  the 
message,  the  five  words,  ^'Buffalo,  N.  Y.,  Oct.  24." 
Fowarded  Messages.— 'When  a  message,  which 
is  to  be  forwarded,  is  a  ** received  collect'*  mes- 
sage, the  forwarding  office  will  check  it  so  that 
the  tariff  from  that  office  to  destination  shall  ap- 
pear in  the  check  as  *  *  this ' '  line  tolls,  and  the  tariff 
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from  the  originating  office  to  the  forwarding  office 
as  •  *  other ' '  line  tolls. 

Remarks:  Suppose  the  tariff  from  Buffalo  to  Boston 
to  be  35  and  2,  and  from  Boston  to  Fall  River  25  and  2, 
and  a  ten- word  message  (as  per  above  example)  has  been 
sent  '^collect"  by  Buffalo  to  Boston^  which  the  latter  office 
is  to  forward  to  Fall  River;  Boston  should  check  the 
message  (counting  five  extra  words)  :  "16  collect  35  and 
35."  The  "35"  (tariff  from  Boston  to  Fall  River)  rep- 
resents the  "this"  line  tolls  for  fifteen  words,  and  the 
"35"  (tariff  from  Buffalo  to  Boston)  represents  the 
"other"  line  tolls  for  ten  words. 

Rule  9.— Messages  Ojfered  During  Interrup- 
tion of  Lines.— 'li  a  message  be  offered  when  com- 
munication is  known  to  be  interrupted,  it  will  be 
accepted  only  if  the  sender  choose  to  leave  it  for 
transmission  when  communication  is  restored* 
Upon  such  a  message  write  the  words  ''Subject  to 
delay, ' '  and  request  the  sender  to  affix  thereto  his 
signature  or  initials. 

Rule  10.— iVo  Promises  as  to  Transmission  or 
DeKvert/.— Employes  are  particularly  cautioned 
against  making  any  promise  to  customers  respect- 
ing the  transmission  or  delivery  of  a  message. 

Rule  ll.—Sender's  Address  to  Be  Taken.—The 
address  of  the  sender  of  a  message,  unless  it  be 
well  known,  will  be  requested  and  recorded. 

Rule  12.— -Messages  to  Be  Prepaid.— All  mes- 
sages will  be  prepaid,  except  free  messages  and 
those  covered  by  Rules  13  and  47. 

Rule  13.— -Collect  Messages.— An  answer  to  ai 
prepaid  message,  or  a  message  for  which  payment 
for  transmission,  or  for  special  delivery,  is  guar- 
anteed by  a  responsible  party,  may  be  accepted 
''collect/' 

Guarantee  Deposits.— When  a  deposit  has  been 
made  to  guarantee  payment  for  transmission,  or 
for  special  delivery,  the  deposit  will  be  returned 
after  three  days,  if  no  notice  of  failure  to  collect 
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the  charges  has  been  received.  But  if  a  notice  of 
failure  to  collect  be  received,  the  amount  due  to 
the  company  will  be  deducted  from  the  deposit, 
and  the  remainder  will  be  returned.  (See  Rules 
52  and  58.) 

Rule  14.— Insured  Messages.— "For  an  insured 
message  the  receiving  clerk  will  observe  the  condi- 
tions in  relation  to  such  a  message  contained  in  the 
printed  heading  of  Form  2. 

Rule  If^.— Night  Messages.— K  night  message 
will  be  written  upon  a  night  message  form,  and 
will  be  accepted  only  between  the  hour  of  opening 
and  midnight.  An  office  closing  before  midnight 
will  not  accept  a  night  message  that  cannot  be 
started  before  the  closing  hour.  In  case  of  an 
interruption  of  the  lines,  which  it  is  believed  will 
prevent  the  transmission  of  a  night  message  be- 
fore the  following  morning,  such  messages  wxll  not 
be  accepted. 

Rule  16.— Profane  or  Obscene  Messages.— A 
message  containing  profane  or  obscene  language 
will  not  be  accepted  for  transmission. 

Rule  17.— Franks.— Frsmiks  are  issued  to  per- 
sons who  are  entitled  to  send  messages  free  or  at 
half  rates,  and  are  of  four  classes,  viz:  Business 
franks,  half-rate  franks,  complimentary  (stamp) 
franks,  directors'  franks. 

Rule  18.— Acceptance  of  Franked  Messages. — 
A  message  offered  for  transmission  under  a  frank 
will  be  carefully  scrutinized  before  acceptance,  so 
that  any  improper  or  fraudulent  use  of  the  frank 
may  be  prevented;  but  the  message  will  not  be 
refused  unless  the  evidence  is  clear  that  its  free 
transmission  is  not  authorized  by  the  frank. 

Rule  19.— Franked  Messages  to  ^^Other'^  lAne 
Offices.— K  message  to  an  *' other''  line  office, 
offered  for  transmission  under  a  frank,  will  be 
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accepted  upon  payment— by  the  sender— of  the 
*  *  other ' '  line  tolls,  and  provided  that  the  place  of 
transfer  is  within  the  territorial  limits  indicated 
on  the  frank. 

Rule  20.— Messages  Beyond. Limits  of  Franks. 
— A  message  to  a  'Hhis"  line  office  beyond  the  ter- 
ritorial limits  of  a  frank  will  be  paid  for  from  the 
place  of  origin  to  destination. 

EuLE  21.— Franks  Not  Good  for  Cable  Mes- 
sages.—"^o  frank  issued  by  this  company  entitles 
its  holder  to  transmit  cable  messages  free  over 
any  portion  of  this  company 's  lines. 

EuLE  22.— 'Railroad  Messages.— A  message  of 
an  officer  or  agent  of  a  railroad  company  with 
which  this  company  has  a  contract,  when  on  the 
business  of  such  railroad  company,  may  be  sent 
free,  without  a  frank,  between  stations  on  such 
road;  but  when  such  a  message  is  offered  at  or 
for  a  place  beyond  or  off  such  road,  it  will  not  be 
sent  free  unless  covered  by  a  frank. 

Rule  23.— Service  Messages.Service  mes- 
sages between  the  employes  of  the  company  will 
be  limited  to  matters  of  an  urgent  nature.  The 
mails  will  be  used  in  all  cases  when  the  service 
will  not  suffer  by  delay. 

Service  messages  will  not  be  sent  free  for  the 
information  of  customers,  nor  to  correct  their 
errors. 

KuLE  24:.— Personal  Messages  of  Employes.— 
Personal  messages  of  employes  of  an  urgent  social 
or  domestic  character  may  be  sent  free  upon  the 
written  approval  of  the  manager  or  superin- 
tendent. 

Rule  25.— Free  and  Half-Rate  Message  Checks. 
—The  receiving  clerk  *s  check  of  a  free  message 
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will  show  the  reason  for  its  acceptance  without 
payment  of  tolls.  A  half-rate  frank  message  will 
be  checked  as  a  full-rate  message. 

Remarks:   The  following  are  examples  of  free  message 
checks : 

"10  D.  H.  Frank  No. ." 

"10  D.  H.  Employe." 

"10  D.  H.  Answer  to  D.  H." 

"10  D.  H.  Frank  No. ,  and  paid  25  via  Chicago." 

"10  D.  H.  Frank  No. ,  and  D.  H.  Frank  No. "* 

(when  free  over  both  "this"  line  and  "other**  lines). 

Operating  Department  —  Eule  26.  —  Office 
Calls.— An  operator,  when  calling  an  oflSce,  will 
sign  his  own  office  call  at  short  intervals,  and  will 
also  sign  it  in  answering  calls. 

Rule  27.— Sending  Operator  to  Decide  Route, 
Etc.— The  sending  operator  will  decide  as  to  the 
proper  route  for  the  transmission  of  a  message 
and  as  to  the  count  of  words.  He  will  also  number 
each  message  to  the  office  to  which  he  sends  it, 
and  will  write  after  the  number  the  call  of  that 
office.  No  operator  will  refuse  to  receive  any  mes- 
sage offered  by  an  operator  at  another  office. 

The  sending  operator  will  regulate  the  trans- 
mission of  a  message  to  suit  the  ability  of  the 
receiving  operator. 

Eule  28.— Order  of  Transmission.— In  sending 
a  message,  theoperator  will  observe  the  following 
order  of  transmission : 

1.— The  number  of  the  message. 

2.— The  operator's  personal  signal. 

3.— The  check  of  the  message. 

4.— The  place  from  and  the  date  of  the  message. 

5.— The  address  of  the  message. 

6.— The  body  and  signature  of  the  message. 

Eule  29.— Transmission  of  Checks. — All  the 
figures  and  words  in  the  check  of  a  message  will 
be  transmitted,  except : 
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1.— The  amount  of  tolls,  in  case  of  a  prepaid 
message  to  a  **tliis"  line  office. 

2.— The  reason  why  free,  in  case  of  a  free  mes- 
sage. 

Rule  30.— Time,  Etc.,  on  Sent  Messages.— The 
sending  operator  will  write  upon  each  message 
sent  the  time  of  sending  and  his  own  and  the  re- 
ceiving operator 's  personal  signal. 

Acknowledgment  of  Receipt.— 'No  message  will 
be  regarded  as  transmitted  until  acknowledged  by 
the  usual  signal ;  but  if  a  number  of  messages  be 
sent  in  succession,  the  acknowledgment  of  the  last 
may  be  regarded  as  an  acknowledgment  of  all. 

Rule  31.— When  Messages  Cannot  Be  Promptly 
Transmitted.— When  for  any  reason  an  operator 
cannot  transmit  a  message  promptly,  he  will  note 
the  cause  of  delay  upon  the  back  of  the  message* 
and  will  report  the  facts  to  the  manager  or  chiei 
operator. 

Rux.E  Z2.— Order  in  Which  Messages  Are  to  Be 
Received.— In  receiving  a  message  the  operator 
will  write  his  personal  signal  in  the  space  headed 
*  *  Received  by ; '  ^  he  will  write  the  name  of  his  office 
inmaediately  after  and  on  the  same  line  with  the 
words  ** Received  at,"  and  the  time  of  reception 
also  on  the  same  line  or  immediately  over  the 
check.  The  acknowledgment  of  receipt  will  be 
made  by  transmitting  the  signal  **0.  K."  and  the 
receiving  operator 's  personal  signal  and  office  call. 

Rule  33.— Fen^ca^iow  of  Checks,  Etc.— The  re- 
ceiving operator  will  count  the  words,  verify  the 
check,  and  otherwise  satisfy  himself  that  a  mes- 
sage is  correct,  before  allowing  it  to  leave  his 
hands. 

Rule  M.— Messages  to  More  Than  One  Ad- 
dress.—When  a  message  is  addressed,  for  ex- 
ample, to  *'A  or  B,''  for  delivery  to  either,  it  will 
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be  transmitted  as  a  single  message.  When  a  mes- 
sage is  addressed,  for  example,  to  **A  and  B,"  or 
to  several  persons,  for  delivery  to  each  of  them, 
the  manner  of  its  transmission  will  be  determined 
by  the  manager  or  chief  operator  of  the  sending 
oflSce,  so  as  to  use  the  facilities  at  his  command  to 
the  best  advantage.  (See  Eule  3,  Eemarks,  and 
Eule48.) 

Eule  35.  Night  Messages  to  Be  Sent  as  Far  as 
Possible  on  Day  of  Date.— An  office  which  is  not 
kept  open  all  night  will,  before  closing,  transmit 
its  ''night"  messages  to  their  destination  or  to 
the  nearest  repeating  office.  A  repeating  or  a 
press  report  office  will  forward  ''night"  messages 
to  their  destination,  or  as  near  thereto  as  practica- 
ble, during  the  night.  If  any  night  messages  are 
left  over  until  next  morning,  they  will  be  trans- 
mitted before  new  business. 

Eule  36.  Duplicate  Transmission.— -li^  to  cor- 
rect an  error  in  a  message,  or  for  any  other  reason, 
a  second  transmission  becomes  necessary,  the 
sending  operator  will  begin  the  second  transmis- 
sion with  the  word  "Duplicate,"  which  word  the 
receiving  operator  will  write  conspicuously  on  the 
form  above  the  message. 

Eule  37.  Transmission  of  Repeated  Messages. 
—Special  care  will  be  observed  in  sending  and  re- 
ceiving a  message  requiring  repetition,  which 
should,  of  course,  be  f  rqm  point  of  origin  to  desti- 
nation. At  the  office  of  origin,  and  at  each  repeat- 
ing office,  an  operator,  upon  receiving  back  a 
repeated  message,  will  carefully  compare  it  with 
his  copy,  underlining  or  checking  each  word,  and 
if  the  repetition  be  found  to  be  correct,  he  will 
write  on  the  back  of  the  message  the  words :  *  *  Ee- 
peated  back  0.  K.,"  with  his  personal  signal  and 
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the  personal  signal  of  the  operator  who  repeated 
back  the  message.    (See  Eule  6.) 

Rule  38.  Transmission  of  Insured  Messages.— 
An  insured  mesage  will  be  preceded  in  transmis- 
sion by  the  word  '* Insured,"  and  will  be  repeated 
back  from  oflSce  to  office.  The  receiving  operator 
will  carefully  copy  such  message,  and  if  it  is  to 
be  forwarded  on  another  circuit,  he  will  take  it  to, 
and  transmit  it  over,  such  circuit  and  have  it  re- 
peated back  to  him.  The  same  course  will  be 
pursued  in  each  repeating  office  through  which 
such  message  may  pass. 

Rule  39.  Operators'  Signals.— "^o  operator  will 
change  his  personal  signal  without  the  consent  of 
the  manager,  nor  will  any  two  operators  in  the 
same  office  use  the  same  signal. 

Rule  40.  Contention  for  Circuit. —Contention 
for  circuit  is  positively  prohibited. 

Rule  41.  Number  Reports.— At  each  office,  be- 
fore closing,  the  operators  will  examine  the  num- 
ber sheets,  exchange  number  reports  of  the  day^s 
business  with  other  offices,  and  immediately  cor- 
rect any  errors  discovered. 

Inspection  of  Messages  for  Evidence  of  Trans- 
mission.-At  each  office  it  will  be  the  duty  of  some 
employe  to  scrutinize,  before  filing  for  record,  all 
**sent'^  messages,  to  see  that  they  bear  the  proper 
indication  of  transmission. 

Rule  42.  Wire  Tests.— The  manager  of  a  test- 
ing office,  or  a  chief  operator,  where  one  is  em- 
ployed, will  make  early  morning  tests  of  the  wires, 
and  see  that  the  necesary  orders  to  linemen  are 
given  and  acted  upon  without  delay.  He  will  make 
every  effort  to  have  the  circuits  ready  for  business 
at  the  opening  hour. 

Directions  to  Linemen.— In  giving  directions  to 
linemen,  care  will  be  taken  to  definitely  locate  the 
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trouble,  and  to  state  its  nature  as  accurately  as 
ix>8sible. 

The  word  "wire"  will  be  recognized  as  giving 
the  right  of  circuit  at  all  times  for  testing  pur- 
poses. 

Oifice  Diary.— 'K  manager  of  a  principal  office 
will  keep  a  daily  record  of  all  interruptions  and 
incidents  which  occur  in  the  working  of  the  lines. 

BuLE  43-  Ground  IFire.— The  ground  wire  at 
intermediate  offices  will  be  used  only  in  the  event 
of  an  interruption  of  the  circuit,  and  then  only 
to  notify  the  chief  or  testing  operator  concerning 
the  interruption,  and  to  receive  his  instructions. 

EuLE  44.  Care  of  Batteries.—lSidiQh  manager  will 
see  that  his  main  and  local  batteries  are  kept  in 
good  condition,  and  that  each  cell  is  thoroughly 
insulated  so  as  to  prevent  any  escape  of  the  cur- 
rent. The  floors  and  fixtures  of  the  battery  room 
will  be  kept  scrupulously  clean  and  dry. 

KuLE  45.  Instruments  to  Be  Cut  Out  at  Night. 
—Before  closing  an  office  temporarily,  or  for  the 
night,  its  instruments  will  be  cut  out,  care  being 
taken  that  the  circuit  through  the  switch  or  cut-off 
is  complete. 

Delivery  Department— Eule  46.*  Messages  to 
Be  Copied,  J5Jfc.— Each  message  for  delivery  will 
be  copied  and  enclosed  in  the  proper  envelope, 
which  will  be  carefully  sealed  and  fully  and  plain- 
ly addressed. 

Amount  of  Tolls  to  Be  Written  on  Envelopes.— 
When  tolls  are  to  be  collected,  the  amount  in  words 


♦The  following  in  regard  to  the  collection  of  tolls  is  reprinted 
from  the  Journal  of  the  Telegraph,  April  20th,  1888 :  "Hereafter 
for  messages  received  ^collect'  from  offices  on  'other*  lines  or  from 
telephone  (three  star)  stations,  managers  will  collect  tolls  for 
•this'  and  also  for  *other'  lines,  whether  the  checks  of  such  mes- 
sageH  show  tolls  for  both  lines  or  not." 
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will  be  written  in  ink  upon  the  envelope,  and  also 
upon  the  messenger's  delivery  sheet. 

Rule  47.  Sending  Office's  Instructions  as  to 
Z)eZii;ert/.— Instructions  from  the  sending  oflSce  in 
regard  to  delivery  of  a  message  will  be  carefully 
observed.  A  request  to  *^ report  delivery' '  (see 
Rule  6)  will  be  answered  by  a  collect  message  ad- 
dressed to  the  sender  of  the  original  message, 
stating  the  time  of  delivery,  or,  if  not  delivered, 
the  reason  why. 

Rule  48.  Messages  Addressed  to  More  Than 
One  Person.— When  a  message  addressed,  for  ex- 
ample, to*^A  or  B''  18  received,  it  will  be  delivered 
to  either  one  of  the  addressees.  (See  Rule  3,  Re- 
marks, and  Rule  34.) 

Rule  49.  Messages  Requiring  Answers.— -When 
a  message  requires  an  answer,  the  word  ** answer" 
will  be  plainly  written  on  the  envelope,  and  the 
messenger  will  be  instructed  to  make  diligent 
efforts  to  obtain  such  answer.  Should  he  fail  to 
obtain  it,  he  will  report  the  reason  to  the  delivery 
clerk.  Mesengers  will,  in  all  cases,  be  supplied 
with  the  proper  blanks  on  which  answers  can  be 
written. 

Rule  50.  Free  Delivery  Limits.— Messages  will 
be  delivered  free  within  a  radius  of  one-half  mile 
from  the  office  in  any  city  or  town  of  less  than 
5,000  inhabitants,  and  within  a  radius  of  one  mile 
from  the  office  in  any  city  or  town  of  5,000  or  more 
inhabitants.  Beyond  these  limits  only  the  actual 
cost  of  the  delivery  service  will  be  collected;  the 
manager  will,  however,  see  that  such  cost  is  as 
reasonable  as  possible. 

Rule  51.  Special  Delivery. —If  the  services  of 
a  special  messenger  be  required,  and  the  special 
delivery  charges  have  not  been  provided  for,  the 
sending  office  will  be  promptly  notified  by  tele- 
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graph  of  the  cost  of  delivery,  and  that  office  will 
endeavor  to  collect  the  charges  from  the  sender, 
who,  if  he  pay  or  guarantee  the  delivery  charges, 
will  also  pay  for  the  message  ordering  special  de- 
livery or  guarantee  the  collection  of  the  tolls 
thereon.  If  the  sending  office  be  unable  to  collect, 
or  if  a  reply  from  the  sending  office  to  the  notice 
be  not  promptly  received,  a  copy  of  the  message 
will  be  mailed  to  the  addressee,  and  if  another 
copy  be  afterwards  delivered,  the  word  ''Dupli- 
cate ' '  will  be  plainly  written  across  its  face. 

Rule  52.  In  Case  of  Failure  to  Collect  Delivery 
Charges.— When  special  delivery  charges  which 
have  been  guaranteed  ( see  Rules  7  and  51 )  cannot 
be  collected  by  the  office  making  the  delivery,  the 
sending  office  will  be  immediately  notified  by  a 
service  message  of  the  failure  to  collect  and  of 
the  amount  of  the  charges. 

Rule  53.  Messages  Not  to  Be  Delivered  to  Un- 
authorized Persons.— A  message  must  not  be  left 
with  a  janitor  or  porter  of  a  building  for  delivery 
by  him,  nor  be  slipped  under  a  door,  nor  left  in  a 
letter  box,  unless  the  addressee  has  filed  with  the 
manager  a  written  request  for  such  delivery ;  nor 
will  a  messenger  allow  any  unauthorized  person 
to  know  to  whom  a  message  is  addressed. 

Rule  54.  Messengers  to  Obtain  Receipts.— A 
messenger  will  obtain  a  receipt  on  the  proper 
form  for  each  message  delivered,  which  receipt 
will  include  the  name  of  the  person  to  whom  deliv- 
ery is  made  and  the  time  of  delivery.  A  messen- 
ger will  in  no  case  receipt  for  an  addressee. 

Rule  55.  Notice  to  Addressees  of  Undelivered 
Messages.— When  a  message  cannot  be  delivered 
because  of  the  addressee's  place  of  business  or 
residence  is  closed,  or  because  no  authorized  per- 
son can  be  found  to  receive  the  message,  the 
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messenger  will  leave  a  notice  (Form  66)  at 
the  place  of  address,  to  the  effect  that  a  mes- 
sage for  the  addressee  is  at  the  oflSce  of  the 
company,  awaiting  delivery.  The  undelivered  mes- 
sage will  then  be  returned  to  the  office,  with  the 
reason  of  the  non-delivery  indorsed  upon  the  en- 
velope, and  will  be  delivered  as  early  thereafter 
as  possible. 

Rule  56.  Non-delivery  in  Consequence  of 
Wrong  Addresses,  Etc.— When  a  message  cannot 
be  delivered  because  of  wrong  or  inadequate  ad- 
dress, or  because  the  addressee  is  not  known,  a 
record  of  the  facts  will  be  made  upon  the  envelope 
of  the  undelivered  message,  and  the  sending  office 
will  be  promptly  notified  by  telegraph  of  the  non- 
delivery; the  service  message  giving  such  notice 
will  contain  the  address  of  the  message  as  re- 
ceived and  the  reason  for  the  failure  to  deliver. 
On  receipt  of  the  telegraph  notice,  above  referred 
to,  sending  office  will  compare  addresses,  and  will 
correct  by  telegraph  any  error  that  may  be  found. 
If  no  error  appear,  notice  will  be  given  to  the 
sender  of  the  message,  who,  if  he  desire  to  change 
the  address,  must  either  send  a  new  message,  or 
pay  for  the  service  message  necessary  to  change 
the  address  of  the  original. 

Pending  the  correspondence  as  to  '  *  better  ad- 
dress, ^  *  the  receiving  office  will  put  a  copy  of  the 
message,  addressed  as  first  received,  in  the  Post 
Office. 

Rule  57.  Messages  Delivered  ^^ Subject  to  Cor- 
rection.' ' —If  a  manager  believe  that  an  error  has 
been  made  in  the  transmission  of  a  message  to  his 
office,  and  the  correction  cannot  be  quickly  made, 
he  will  deliver  the  message  with  the  words  ^^De- 
livered subject  to  correction"  indorsed  thereon, 
He  will  then  take  immediate  steps  to  secure  a  cor^ 
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rect  copy,  which  will  be  indorsed  ^^Corrected 
copy/'  and  will  be  promptly  delivered.  If  no 
error  be  found,  a  notice  to  that  effect  will  be  deliv- 
ered. 

EuLE  58.  Delivery  of  Collect  Messages  Without 
Payment.— If  the  addressee  of  a  collect  message 
refuse  to  pay  for  the  saiiie,  the  message  will  never- 
theless be  tendered  to  him  and  —unless  the  mes- 
sage be  an  answer  to  a  free  or  to  a  paid  message — 
notice  of  the  failure  to  collect  will  be  at  once  given 
to  the  sending  office  by  service  message  and  by 
mail,  in  order  that  tolls  may  be  obtained  from  the 
sender  of  the  message.    (See  Rule  13.) 

Rule  59.  Delivery  of  Night  Messages  and  De- 
livery of  Night  Messages  when  Called  For.— A 
night  message  will  not,  unless  called  for,  be  deliv- 
ered until  the  morning  of  the  next  business  day 
after  its  date ;  but  when  called  for,  it  may  be  deliv- 
ered on  the  day  of  its  date,  upon  payment  of  full 
day  rates  in  the  case  of  a  collect  message,  and  the 
difference  between  the  night  and  day  rates  in  the 
case  of  a  paid  message.  The  additional  amount 
collected  will  be  accounted  for  as  ''Sundry  Re- 
ceipts. ' ' 

Rule  60.  Delivery  of  Insured  Messages.— 
Where  an  insured  message  is  received  at  an  office 
from  which  it  is  to  be  delivered,  it  will  be  the  duty 
of  the  manager,  or  of  the  person  in  charge,  to  sat- 
isfy himself  that  prompt  and  correct  delivery 
is  made. 

Rule  61.  Messengers  Books  to  Be  Examined.— 
The  manager  or  delivery  clerk  will  examine  the 
delivery  sheets  or  books  of  messengers  on  their 
return  from  each  service,  and  at  the  close  of 
the  day,  to  see  that  faithful  delivery  has  been 
made,  and  that  all  proper  notifications  have 
been  given. 
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Accounts,  Ebports  and  Eemittances.— Eule 
62.  Classification  of  Offices.— Fox  the  purpose  of 
accounts  and  reports,  offices  will  be  classified  as 
follows : 

''First-Class,"  those  whose  messages  number 

over  one  thousand  per  month. 

''Second-Class,"  those  whose  messages  num- 
ber over  two  hundred,  but  not  over  one  thousand 

per  month. 

"Third-Class,"  those  whose  messages  number 

less  than  two  hundred  per  month. 

Eule  63.  Classification  Not  to  Be  Changed.— 
An  office  of  one  class  will  not  change  the  method 
of  keeping  its  accounts  to  the  method  of  another 
class,  without  the  consent  of  the  superintendent. 

Eule  64.  Record  of  Messages.— A  daily  record 
of  its  messages  will  be  kept  by  each  office.  For 
this  purpose  offices  of  the  First  Class  will  use 
Forms  40, 68, 69  and  77 ;  offices  of  the  Second  Class 
will  use  Forms  40  and  77,  and  offices  of  the  Third 
Class  will  use  only  Form  40. 

Eule  65.  Receiving  and  Delivery  Clerks' 
Hecords  at  Offices  of  First  Class.— O&ces  of  the 
First  Class  will  enter  on  Form  69  all  messages 
-accepted  for  transmission,  at  the  time  and  in  the 
order  of  their  acceptance;  and  on  Form  68  all 
messages  received  for  delivery,  at  the  time  and 
in  the  order  of  their  reception. 

Eule  66.  All  Messages  to  Be  Entered  on  Form 
4(?.— Offices  of  each  class  will,  each  day,  enter  on 
Form  40  the  paid  and  collect  messages  of  the 
preceding  day— including  the  "half-rate  frank" 
messages,  which  must  be  entered  as  paid  at  full 
rates.  The  messages  will  be  entered  so  that  the 
names  of  the  offices  with  which  the  business  was 
done  will  appear  in  exactly  the  same  order  in 
vhich  they  are  in  the  Tariff  Book;  i.  e.,  so  that 
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the  names  of  the  States  (or  the  abbreviations 
therefor),  and  also  the  names  of  the  offices  in  each 
State,  will  appear  in  alphabetical  order.  The 
amount  entered  in  the  last  column  (^*This  Office 
Checks  for  Other  Lines")  will  be  made  up  of  the 
amount  paid  to  ^^ other"  lines,  the  amount  paid 
out  for  special  delivery  service,  and  that- part  of 
the  tolls  on  forwarded  messages  which  the  last 
paragraph  of  Eule  8  designates  as  ** other"  line 
tolls. 

Entry  of  ^'Other''  Line  Messages.— -A  message 
to  or  from  an  ** other"  line  office  will  be  entered 
with  messages  of  the  office  via  which  it  reaches  or 
leaves  *  ^  this ' '  line. 

Eule  67.  Record  of  Free  Messages.— -A  separ- 
ate record  of  free  messages,  not  including  service 
mesages  and  local  railroad  messages  (i.  e.,  mes- 
sages between  two  stations,  both  located  on  the 
same  road),  will  be  made  by  offices  of  each  class, 
on  Form  40.  This  record  will  state  the  number  of 
messages  sent  to,  and  the  number  received  from, 
each  office,  together  with  the  total  amount  of 
*  *  this ' '  line  tariff  on  the  messages  at  full  day  rate ; 
the  tariflF  on  sent  messages  being  entered  as  cred- 
its, the  tariflF  on  received  messages  being  entered 
as  checks.  No  account  of  ** other"  line  tariflf  will 
be  taken  in  this  record  of  free  messages. 

In  the  case  of  a  message  free  for  ^Hhis"  line 
and  paid  for  ** other"  lines,  an  entry  in  both  the 
free  and  the  paid  message  records  will  be  made. 
A  copy  of  the  message  will  be  made  for  the  paid 
message  files,  and  the  original  will  be  placed  with 
free  messages,  as  required  by  Rule  72. 

Rule  68.  Sunday's  Messages.— SundEj^s  mes- 
sages will  be  entered  as  a  part  of  the  previous 
Saturday's  business,  except  when  the  first  day  of 
the  month  falls  on  Sunday,  in  which  case  Sunday's 
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messages  will  be  entered  as  a  part  of  the  business 
of  the  following  Monday. 

Rule  69.  Checks  Not  to  Be  Changed.—A  paid 
or  collect  message  will  be  entered  as  originally 
checked  and  transmitted. 

Rule  70.  Check  Ledger  Entries.— After  the 
entry  of  a  day's  messages  on  Form  40,  offices  of 
the  First  and  Second  Classes  will  transfer  the 
record  to  Form  77,  keeping  a  separate  ledger  for 
free  business.  Offices  of  the  Third  Class  need 
make  no  entry  other  than  that  on  Form  40. 

Rule  71.'  Record  of  Cable  Messages.—Daily 
records  of  Atlantic  Cable,  Halifax  and  Bermudas 
cable,  Bahamas  cable,  Cuba  cable,  and  Central  and 
South  American  cable  messages  {five  separate 
records),  will  be  kept  on  Form  67.  These  records 
will  form  part  of  the  monthly  report. 

The  total  amount  received  for  cable  messages, 
after  deducting  amounts  refunded  as  per  cable 
rules  in  Tariff  Book,  will  be  entered  on  Form  4, 
under  ^^  Sundry  Receipts. '* 

Rule  72.  Uncollect,  Guaranteed,  ^' Half -rate'' 
and  Free  Messages.—BeioTe  filing  away  the  day's 
business  the  under-mentioned  messages  will  be 
taken  out  and  held  to  be  sent  in  with  the  monthly 
reports : 

Copies  of  messages  *  *  received  collect ' '  for  which 
payment  has  not  been  obtained,  together  with  the 
telegraphic  notices  relating  thereto  required  by 
Rule  58. 

The  original  messages  ^'sent  collect'*  which 
have  been  reported  by  delivery  offices  as  uncol- 
lectible. 

The  original  messages  ''sent  paid"  by,  and  cop- 
ies of  those  ''received  collect'*  for,  the  holders  of 
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half-rate  franks,  on  which  less  than  full  tolls  have 
been  paid. 

The  originals  of  all  sent  messages  (except  serv- 
ice and  local  railroad  messages,  i.  e.,  messages 
between  two  stations,  both  located  on  the  same 
road)  which  have  been  transmitted  free. 

When  more  than  three  in  number,  the  uncol- 
lected messages  referred  to  above  will  be  listed 
on  Form  34,  the  half-rate  frank  messages  on  Form 
33,  and  the  guaranteed  messages  on  Form  35. 

RxjLE  73.  Filing  Messages.^AW  messages  not 
required  for  other  purposes  (see  Rule  72)  will 
be  filed  in  the  order  in  which  they  appear  on  Form 
40,  and  properly  labeled  by  days  and  months.  Each 
month's  messages  will  be  retained  for  a  period  of 
six  months,  at  the  end  of  which  time,  unless  other- 
wise ordered,  they  will  be  sent  to  the  superinten- 
dent with  the  monthly  reports. 

EuLE  74.  Monthly  JSeporis.— Immediately  after 
the  close  of  the  month,  offices  not  otherwise  in- 
structed by  the  superintendent  will  make  out  and 
return  reports  on  Forms  4,  7,  38  and  67. 

If  no  free  business  has  been  done,  the  report  on 
Form  38  will  be  omitted,  and  the  words  ^*No  free 
business''  will  be  indorsed  on  Form  7,  under  the 
manager's  signature.  If  no  cable  business  has 
been  done,  the  report  on  Form  67  will  also  be 
omitted. 

The  above-named  reports  with  their  enclosures 
will  be  sent  to  the  superintendent  by  offices  of  the 
Third  Class  within  three  days  after  the  close  of 
the  month;  by  offices  of  the  Second  Class  within 
five  days,  and  by  offices  of  the  First  Class  within 
seven  days. 

Rule  75.  ''Paid  ^ Other'  lAnes.^'—The  amounts 
entered  in  the  column  headed  ''Paid  Other  Lines,'* 
on  Form  4,  will  be  made  up  of  the  amount  paid  to 
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"other*'  lines,  the  amount  paid  for  ** special  de- 
livery/* and  the  ** other'*  line  tolls  on  forwarded 
messages.  The  total  of  the  amounts  in  this  column 
will  be  entered  under  '  *  Schedule  of  Ordinary  Dis- 
bursements," opposite  the  item  **Paid  Other 
Lines. ' ' 

Rule  76.  ^^  Received  for  Guaranteed  Messages  J' 
— Under  ^  *  Sundry  Receipts, ' '  on  Form  4,  opposite 
the  item  ** Received  for  Guaranteed  Messages," 
will  be  entered  the  amount  received  for  the  pay- 
ment of  messages  which  other  offices  have  report- 
ed *^ uncollectible."  The  originals  of  such  mes- 
sages will  be  sent  in  with  the  report;  and  upon 
those  for  which  no  tolls  have,  been  collected  will 
be  indorsed  the  reason  why  no  collection  has  been 
made. 

Rule  77.  ^^Refunded  and  Uncollectibleo— The 
amount  opposite  the  item  ^^  Refunded  and  Uncol- 
lectible, "on  Form  4,  will  be  made  up  of  the  amount 
refunded  for  errors,  etc.,  the  total  amount  of  the 
refunds  on  **  half -rate  frank"  messages  and  the 
amount  of  tolls  on  uncollectible  messages  received 
from  other  offices. 

All  the  messages  included  under  the  head  of 
*  *  Refunded  and  Uncollectible ' '  will  be  sent  in  ^ith 
the  report,  as  vouchers  for  the  unpaid  tolls.  Each 
tmcoUected  message  will  be  accompanied  by  the 
service  message  referred  to  in  Rule  58, 

Rule  78.  Check  Reports.— A  check  report 
(Form  7)  is  required  from  every  office. 

The  names  of  this  company's  offices  to  which 
messages  have  been  sent,  or  from  which  messages 
have  been  received  during  the  month,  will  be  en- 
tered on  this  report  in  the  order  indicated  by  the 
note  in  the  heading  of  the  Form,  and  opposite 
each  name  will  be  entered  the  amounts  as  indicated 
b^r  the  headings  on  the  Form.    The  totals  of  the 
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columns  under  the  heading  *  *  This  Office  Receives ' ' 
must  agree  with  the  totals  on  Form  4  under  the 
heading  ** Telegraph  Receipts;''  and  the  total  of 
the  colunm  headed  **For  Other  Lines,"  under 
*^This  Office  Checks,''  must  agree  with  the  total 
of  the  ^^Paid  Other  Lines"  column  and  with  the 
item  *^Paid  Other  Lines"  under  the  heading 
*' Schedule  of  Ordinary  Disbursements." 

Rule  79.  Free  Message  Reports,— On  Form  38 
will  be  made  a  check  report  of  free  messages  and  a 
statement  of  messages  which  have  been  sent  free 
for  any  railroad,  transportation,  express  or  other 
company  or  for  any  individual,  showing  the  num- 
ber of  messages  sent  for  each  company  or  individ- 
ual, and  the  amounti  of  tariflF  at  full  day  rates 
therefor  as  if  paid  for.  The  original  messages 
will  show  the  place  of  origin,  be  checked  with  the 
number  of  words,  the  amount  of  tariff  at  full  day 
rates  (which  rates  should  be  plainly  marked  in 
the  upper  right  hand  comer)  and  the  reason  why 
free,  and  will  be  sent  with  the  report  to  the  super- 
intendent. 

Rule  80.  Vouchers.  How  Made  Out,  Num- 
bered, Etc.— A  voucher  will  be  rendered  for  every 
expenditure. 

Each  voucher  will  be  written  and  signed  in  ink, 
made  out  in  such  manner  as  to  clearly  and  fully 
explain  itself,  and  numbered  to  correspond  with 
the  entry  on  Form  4. 

The  amount  of  the  expenditure  will  be  written 
in  the  receipt  in  words. 

No  voucher  bearing  erasures  or  alterations  of 
figures  or  amounts  will  be  accepted. 

Each  voucher  will  be  signed  by  the  person  to 
whom  payment  is  made. 

If  a  voucher  be  signed  by  any  other  than  the 
person  to  whom  payment  is  due,  it  will  be  accom- 
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panied  by  a  written  order  from  such  person  giving 
authority  for  the  payment  and  signature. 

Signature  by  **his  mark"  will  be  witnessed  by 
some  person  other  than  the  one  making  payment. 

Rule  81.  Service  Vouchers.— A  service  voucher 
will  state  the  full  name  of  the  person  paid,  the  kind 
of  service  and  where  rendered,  the  daties  between 
which  the  service  was  performed,  and  the  rate  per 
day,  week  or  month.  When  the  payment  is  for 
a  part  of  a  month,  the  number  of  days  as  well  as 
the  dates  will  be  given,  and  the  time  will  be  com- 
puted according  to  the  number  of  week  days  in  the 
month. 

Rule  82.  Error  Sheets.  -Each  manager  will 
give  prompt  attention  to  er^or  sheets,  and  will 
answer  inquiries  respecting  them  with  full  and 
clear  explanations. 

Rule  83.  Balances  Due  Company.— 'Eyery  office 
balance  due  the  company  will  be  remitted  to  the 
treasurer  at  the  close  of  each  month,  unless  other- 
wise specially  ordered  by  him. 

Remittances,  Etc.— A  remittance  to  the  treas- 
urer will  be  made  either  through  the  mail  in  the 
form  of  draft  on  New  York,  or,  where  bank  drafts 
cannot  be  obtained  at  less  expense,  by  express 
company's  money  order. 

If  neither  bank  draft  nor  express  money  order 
can  be  obtained,  post  office  money  orders  should 
be  forwarded. 

If  neither  draft  on  New  York,  express  money 
order  nor  post  office  money  order  can  be  obtained, 
then  currency  should  be  forwarded  by  express. 

If  neither  of  the  above  means  is  available,  then 
as  a  last  resort,  the  remittance  should  be  for- 
warded by  registered  letter. 

The  small  treasurer's  envelope.  Form  123,  must 
be  used  where  remittances  are  made  by  mail. 
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The  large  enveloi)e,  Form  124,  should  be  used 
only  for  making  remittances  by  express. 

Mutilated  silver  coin  is  xmcurrent,  and  its  value 
as  bullion  is  much  less  than  its  nominal  value. 
OflSees  should  not  accept  either  mutilated  or  for- 
eign silver  coins,  and  must  not  remit  such  to  the 
treasurer. 

When  a  remittance  is  made  by  express,  the 
amount  will  be  plainly  indorsed  on  the  envelope 
and  the  express  company's  receipt  taken. 

An  explanatory  letter,  on  Form  65,  stating  on 
what  account  the  money  applies,  will  be  enclosed 
with  each  remittance. 

Rule  84.  Bank  Deposits.—When  an  employe 
deposits  funds  of  the  company  in  bank,  the  de- 
posit will  be  made  either  to  his  credit  in  his  official 
name,  or  to  the  credit  of  the  company  in  its  corpo- 
rate name.  In  the  latter  case  the  funds  will  be 
subject  to  checks  by  the  treasurer  only. 

Deposits  will  be  made  in  banks  designated  by 
the  treasurer. 

Miscellaneous.— Rule  85.  Manager's  Juris- 
diction.— 'Each  manager  will  exercise  jurisdiction 
over  the  property,  employes  and  business  of  his 
office ;  and,  unless  otherwise  ordered,  such  juris- 
diction will  extend  to  branch  offices,  if  any,  in  the 
same  city  or  town. 

Rule  86.  Care  of  Property.— Each  manager 
will  be  held  to  a  strict  accountability  for  the  prop- 
erty of  the  company  in  his  possession  or  under  his 
control ;  and  he  will  hold  employes  under  his  direc- 
tion responsible  for  the  careful  use  and  preserva- 
tion of  such  property. 

Property  Not  to  Be  /S'o?^?.— No  article  belonging 
to  the  company  will  be  sold  or  transferred  without 
authority  from  the  superintendent. 

Rule  87.    Expenditures  for  Office  Fittings,  Etc. 
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—No  expenditures  for  office  fittings,  alterations  or 
furniture  will  be  made  without  authority  from  the 
superintendent. 

Rule  88.  Surplus  Materials.^Old  copper,  zinc, 
waste  paper  and  other  old  or  surplus  materials 
of  value  will  be  carefully  preserved  and,  at  regular 
intervals,  reported  to  the  superiutendent. 

Rule  89.  Instruments,  Etc.,  Sent  to  Supply 
Department.— 'When  instruments  or  other  articles 
are  sent  to  the  supply  department  by  order  of  the 
superintendent,  they  will  be  accompanied  by  a 
copy  of  such  order,  and  by  a  letter  from  the  man- 
ager stating  what  disposition  is  to  be  made  of 
them. 

Rule  90.  Requisitions.— 'Requisitions  for  sup- 
plies will  be  made  once  in  three  months  for  each 
office  having  over  fifteen  cells  of  battery,  and  once 
in  six  months  for  other  offices.  Such  requisitions 
will  be  forwarded  to  the  superintendent  at  least 
one  month  before  the  beginning  of  the  period  for 
which  the  supplies  are  needed. 

Rule  91.  No  Admittance  to  Operating  Rooms, 
Etc.— A  manager  will  refuse  to  admit  to  the  oper- 
ating room  and  private  offices  of  the  company  any 
person  not  an  employe  under  his  own  direction, 
except  when  permission  to  enter  has  been  given 
by  a  superintendent  or  other  officer  of  the  com- 
pany. 

Rule  92.  Privacy  of  Messages  and  Records.— 
Messages,  books,  press  reports  and  other  papers 
of  the  company  will  be  guarded  with  the  greatest 
care  and  held  in  the  strictest  privacy.  Employes 
are  expressly  forbidden  to  disclose  any  informa- 
tion in  regard  to  the  contents  of  a  message,  or 
the  name  of  the  sender  or  addressee  thereof. 

Rule  93.  Forms  to  Be  Used  Only  for  Designat- 
ed Purposes.—The  printed  forms  of  the  company 
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will  be  used  only  for  the  purposes  for  which  they 
are  designed.  Under  no  circumstances  will  forms 
for  received  messages  or  message  envelopes  be 
given  to  the  public,  except  in  the  usual  delivery  of 
messages. 

EuLE  94.  Change  of  Managers.— Tl  a  manager 
vacate  his  office  before  the  close  of  the  month,  he 
will  make  up  his  accounts  to  date,  and  will  pay 
over  to  his  successor  all  funds  in  his  possession. 
The  retiring  manager  will  send  to  his  superinten- 
dent a  report  of  such  settlement  with  the  receipt 
of  his  successor  for  money  paid  and  property  de- 
livered. 

Rule  95.  Applications  for  Copies  of  Messages. 
—When  the  sender  or  the  addressee  of  a  message 
applies  for  a  copy  of  such  message,  he  may,  if 
known  or  properly  identified,  be  allowed  to  see 
the  message  and  make  a  copy  thereof;  but  under 
no  circumstances  will  a  received  message  form  or 
a  message  envelope  be  furnished  him. 

Employes  will  not  certify  to  the  correctness  of 
any  message  or  copy  thereof  nor  furnish  a  copy, 
except  as  per  Rule  96,  nor  will  they  show  any  mes- 
sage to  any  person  other  than  the  sender  or  ad- 
dressee thereof,  except  by  authority  from  an  Ex- 
ecutive Officer  of  the  company. 

Rule  96.  Correction  of  Errors.— It  after  the 
delivery  of  a  message,  the  addressee  claim  that 
an  error  has  been  made  by  the  company,  and  the 
error  be  not  apparent  to  the  manager,  the  man- 
ager may,  by  service  message  to  the  sending  office 
{which  message  must  be  paid  for)j  ask  for  a  dupli- 
cate, and  if  an  error  be  thereby  disclosed,  a  copy 
indorsed  '^ Corrected  Copy"  will  be  delivered,  and 
the  tolls  paid  for  the  service  message  refunded. 
If  no  error  be  disclosed,  a  notice  to  that  effect  will 
be  delivered* 
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BxjLE  97.  jRe/iiwrfs.— Whenever  satisfactory  evi- 
dence is  furnished  to  a  manager  that  a  message 
has  failed  to  accomplish  its  object  by  reason  of 
imperfect  service  on  the  part  of  the  company, 
he  may  refund  to  the  sender  the  tolls  paid  for  the 
message.  The  receipt  given  for  the  refunded  tolls, 
together  with  the  message  and  explanatory  memo- 
randum, will  be  sent  in  with  the  report  on  Form  4. 

EuLE  98.  Complaints.—TJ^on  receipt  of  a  com- 
plaint, which  cannot  be  satisfied  under  Rule  97, 
the  manager  will  promptly  forward  it  to  his  super- 
intendent with  a  clear  statement  of  the  case.  If 
the  complaint  be  founded  upon  a  message,  the 
original  message  or  copy  as  delivered  will  be  for- 
warded with  the  statement. 

Employes  will  not  furnish  information  relating 
to  complaints  under  investigation,  except  under 
instructions  from  a  superintendent  or  other  officer 
of  the  company. 

Patient  and  courteous  attention  will  be  given 
to  any  person  complaining  of  the  service. 

Rule  99.  Summons  and  Other  Legal  Process.— 
Immediately  upon  the  service  of  any  summons  or 
other  legal  process  in  any  legal  proceeding  aflFect- 
ing  the  company,  the  employe  upon  whom  such 
service  is  made  will  report  the  fact  by  telegraph 
to  the  superintendent,  stating  briefly  the  nature  of 
the  process,  and  the  day  and  hour  when  it  was 
served.  He  will  then  transmit  to  the  superinten- 
dent, by  first  mail,  a  copy  of  the  paper  or  process 
so  served,  with  a  statement  of  such  facts  relating 
to  the  matter  as  are  within  his  knowledge.  The 
original  paper  will  be  retained,  subject  to  instruc- 
tions. 

Rule  100.  Court  Orders  for  the  Production  of 
Messages.— Whenever  a  manager  or  other  em- 
ploye is  subpcBuaed  on  the  part  of  the  sender  or 
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addressee  of  a  message  to  produce  it  before  a 
court  or  other  legal  tribunal,  he  will  comply  with 
the  subpoena,  and  afterward  return  the  message  to 
the  files;  but  whenever  a  manager  or  other  em- 
ploye is  subpoenaed  on  the  part  of  any  person  other 
than  the  sender  or  addressee  to  produce  a  message, 
or  testify  in  relation  thereto  before  a  court  or 
other  legal  tribunal,  he  will  take  the  message  into 
court,  and  then  submit  to  the  judge  that  he  ought 
not  to  produce  it  or  testify  in  relation  thereto,  and 
that  he  cannot  do  so,  unless  a  rule  or  order  of  the 
court  be  entered  requiring  it,  for  the  reason  that 
telegraphic  messages  are  of  a  confidential  nature 
and  that  the  communication  is  claimed  to  be  priv- 
ileged. If  such  order  be  made  and  entered,  it  will 
be  obeyed,  and  the  clerk  of  the  court  will  then  be 
requested  to  furnish  a  copy  of  the  order,  which, 
together  with  the  subpoena,  will  be  filed  with  the 
message  to  which  it  relates. 

Note. — A  subpoena,  to  be  regular  and  valid,  must  describe 
the  desired  messages  by  such  specific  reference  to  the  names, 
dates  or  subject  matter  concerned  as  will  enable  such  messages  to 
be  readily  found  and  identified  in  the  files;  but  a  subpoena  which 
only  calls  in  general  terms  for  such  messages  as  may  be  found 
after  a  search  through  the  files  (for  example:  "All  messages 
passing  between  John  Smith  and  Richard  Brown  between  the 
1st  day  of  July  and  the  5th  day  of  August,  etc.")  is  irregular  and 
unlawful,  as  being  in  the  nature  of  a  search-warrant,  and  not 
founded  upon  messages  known  to  have  existed. 

It  is  the  policy  of  the  company  to  contest  subpoenas  of  this 
latter  character,  especially  where  the  production  of  the  messages 
concerned  is  likely  to  create  public  scandal  or  political  excitement. 
On  receipt  of  subpoenas  of  this  class,  managers  will  bring  the 
same  to  the  attention  of  their  superintendent,  stating  particularly 
the  language  of  that  part  of  the  subpoena  which  calls  for  the 
message. 
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INDEX   TO   FOREGOING   BULES   AND   REGULATIONS   OF   A   COMMERCIAL 

TELEGRAPH   COMPANY. 

Accounts,  Reports  and  Remittances ..  Rules  62  to  84  Inclusive. 


Acknowledgments    of    receint " 

Address  of  sender  to  be  taken " 

Addresses *' 

Answers     ** 

Applications  for  copies  of  messages.. 


Balances  due  to  company 

Bank     deposits     

Batteries 

Branch    offices 


Cable   messages , 

Calls 

Change   of  managers. .    . . . 

diecks 

Checks  not  to  be   changed, 

Classification   of   offices 

Closing   for   the   night 

"Collect"     

Collect    messages 

Complaints    

Contention  for  circuit . . . . . 

"Corrected    copy" 

Correction   of   addresses . . . 


44 


44 


errors. 


Count 

Courts     (orders    of) 

Cutting  out  instruments  at  night 


Dates 

Delays   (in  case  of) 

**DeliTery    charges   guaranteed" . 

Delivery   Department 

Delivery   limits 

Delivery  "Subject  to  correction" 

Deposits   in   bank 

Deposits  to  guarantee 

Duplicates     


Employes    messages    

Examination  of  messages  for  evidence 

of   transmission    

Examination  of  messengers'  books.. 
Expenditures  for  office  fittings,  etc . . 
Extra    dates 

Figures    

Filing    messages    

Forwarded    messages 

Messages    beyond    limits    of 
Messages    offered    under,    to 
places   on    other    lines . . 
*'        not    good    for    cable    mes- 
sages      

P*ree  delivery  limits 

Free    messages 

••             ♦*       to   "other"  line    offices. 
"       to    places    beyond    lim- 
its of  franks 
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Guarantee  deposits Rule  13. 

Guaranteed  messages "  13,  51, '52,  76. 

Half-rate    messages    "  25, 66,  72, 77. 

How  to  count    "  4. 

Inspection    of    messages    for    evidence 

of    transmission "  41. 

Instruments     (repair    of) "  89. 

InsuflScient    address **  56. 

Insured    messages     "  14, 38, 60. 

Interruptions   of   lines "  9,15. 

Legal    process    "  99, 100. 

Manager*s  jurisdiction    "  85. 

**         Changes    of **  94. 

Messages  to  be  on  message  forms ....  "  J . 

"         not    to   be   changed   by   em- 
ployes      "  2  (Remarks). 

**         offered  fluring  interruptions  *'  9, 15. 

to    be    prepaid "  12. 

"         which  may  be  sent  collect.  "  13. 

"         beyond    limits    of    franks. .  "  20. 

•*         of   employes *'  24. 

"         to  more  than  one  address..  *'  3.34,48. 

•*         to    be    copied "  46. 

"         requiring    answers **  49. 

"         not  to  be  delivered  to  jan- 
itors,   etc "  53. 

"         delivered   subject   to   correc- 
tion      "  57. 

•*         to  be  retained   six   months..  "  73. 

"         to  be  kept  private "  92. 

*'         forms   not  to  be  misused. .  "  93. 

•*         Applications  for  copies  of . .  "  95. 

"         not    to    be    certified    to **  95. 

Messengers   to   be   supplied   with    Nos. 

2  ^and    45   blanks "  49. 

"  not  to  receipt    for  addresses  "  64. 

"  books    (examintion    of) ...  "  61. 

Miscellaneous  Rules "  85  to  100,  incluslte. 

Monthly    reports "  74. 

Night   messages    "  15, 35, 59. 

No  signature    '*  2  (Remarks). 

Notation  of  cause  of  delays "  31. 

Notice  of  failure  to  collect *'  58. 

"         of   non-delivery "  55,  56, 61. 

Numbering    messages    "  27, 41. 

Obscene  messages "  16. 

Office   calls    "  26. 

Office   diary "  42. 

Office  fittings    "  87. 

Offices    not     to    change    classification 

without    authority     "  63. 

Old    materials     "  88. 

Operating    Department     "  26  to  45,  inclusive. 

Operating  room   (no  admittance  to) . .  "  91. 

Operators  not  to  refuse  messages ....  "  27. 

Operators'   personal   signals , . .  *'  30,  32,  39. 

Order   of  transmission "  28. 

"Other  line"  messages "  19,06,75. 

Personal  ■  messages  of  employes "  24. 

"  signals    of    operators "  .SO,  32, 39. 

Privacy    of    messages "  92. 
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Profane  messages   Rule  16. 

Promises  as  to  transmission,  etc "  10. 

Property  of  the  company "  86. 

Railroad    messages    "  22, 79. 

Receipts    of    messages "  54. 

Receiving   Department "  1  to  25,  IncIuslTA 

Receiving  operator  to  verify  ctieclss..  "  33. 

Record    of    interruptions "  42. 

"Refunded    and    uncollectible" "  77. 

Refunds «*  13,97. 

Remittances »♦  83. 

"Repeat    back" "  3, 6. 

Repeated   messages    •*  3, 6, 37. 

"Report    delivery"     «*  3, 6, 47c 

"Report   delivery    charges" "  3, 7. 

Request  to  report  delivery "  3,  6,  47. 

Requisitions    ««  90. 

Route   for   transmission "  27. 

Sender's  address  to  be  talcen "  11. 

Sending  office's  Instructions  as  to  de- 
livery, etc "  47. 

Sending  operator  to  determine  route . .  "  27. 
Sending    operator    to    regulate    speed, 

etc "  27. 

Service  messages   "  23,  66,  58, 96. 

Signature     "  2  (Remarlcs),  3. 

Special    delivery "  7, 13,  50,  51,  62. 

"Subject  to  delay" "9. 

Subpoenas     "  100. 

Summons     "  99. 

Sunday    messages    "  68. 

Supplies     ••  ^0. 

Surplus   materials    "  88. 

Teste     ••  42. 

Timing  messages   "  2,  30,  32.  54. 

Titles     "  3. 

Tolls  to  be  written  on  envelopes,  etc  "  46. 

"Uncollectibles"     "  58,  72,  76, 77. 

Undelivered    messages    "  55, 56. 

Verification   of   checlcs **  33. 

Vouchers     "  80, 81. 

"Wire"     "  42. 

Wire    tests    "  42. 

Words  after  signature   "  3. 

"       to  be  counted,   etc "  3. 

Wrong  addresses   "  56. 


FORMS    MENTIONED    IN    THE    RULES. 

Form  1. — Day  Message    (received) . . .  Rules  1,  3. 

"       2. — Day   Message    (counter) ...  "  1. 

"       3. — Cable    Message    (received).  "  1,93. 

"       4.— Account    Current    "  71.  74,  75.  76,  77,  97. 

"       5. — Requisition    for    Supplies..  "  90, 

7.— Check   Report    "  74, 78. 

"     10.— Voucher    "  80, 81. 

"    11. — CJable  Message    (counter)..  "  1. 

*•     13.— Error    Sheet    "  82. 

**    33. — Half.Rate      Refund      State- 
ment       "  72. 
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Form  34. — ^Uncollected  Messmge  State- 
ment   Role  72. 

**    35. — Guaranteed  Messase  State-    *" 

ment     -  72. 

••    38.— Free   Message   Beport -  74,79. 

**    40. — Register    Sheet    (messages)  **  64.66,67,68,69. 

"     44. — Night  message   (received)..  "  1,93. 

••    45. — Night  Message   (counter)..  "  1. 

••     46.— Number  Sheet   **  41. 

•*     65. — Remittance  Sheet **  83. 

"     66.— Notice  to  Call  for  Message  "  55. 

•*     67. — Cable    Message    Report "  71,74. 

•*     68.— Delivery    Register    "  64. 65. 

"     69. — Receiving  Clerics'   Register.  "  64,65 

•*     77.— Checlt    Ledger    "  64.70. 

••     87. — ^Messengers'   Delivery   Sheet  "  61. 

RULES  AND  BATES  FOB  PBESS  DISPATCHES— BATES  FOB  NEWSPAPERS 

EuLE  1.  Language.— The  following  rates  per 
word  will  be  charged  newspapers  on  special  dis- 
patches, in  plain  language,  for  publication.  No 
dispatch  or  message  to  be  rated  as  containing  less 
than  ten  words. 

Rule  2.  East  of  Cheyenne,  J5/<c.— Between  all 
points  on  this  company  ^s  lines  east  of  and  includ- 
ing Cheyenne,  Wyo.,  Denver,  CoL,  and  El  Paso, 
Texas,  between  6  a.  m.  and  6  p.  m.,  one-third ;  and 
between  6  p.  m.  and  6  a.  m.,  one-sixth  of  the  addi- 
tional word  rate  on  day  commercial  messages 
between  the  points  of  origin  and  destination  of 
such  specials. 

Rule  3.  West  of  Cheyenne,  JSJfc— Between  all 
points  on  this  company 's  lines  west  of  and  includ- 
ing Cheyenne,  Wyo.,  Denver,  Col.,  and  El  Paso, 
Texas,  between  6  a.  m.  and  6  p.  m.,  one- third ;  and 
between  6  p.  m.  and  6  a.  m.,  one-sixth  of  the  addi- 
tional word  rate  on  day  commercial  messages 
between  the  points  of  origin  and  destination  of 
such  specials. 

Rule  4.  East  and  West  of  Cheyenne,  Etc. — 
From  points  east  of  Cheyenne,  Denver  and  El 
Paso  to  poiats  west  of  those  cities,  and  from  points 
west  of  Cheyenne,  Denver  and  El  Paso  to  points 
east  of  those  cities  on  this  company  *s  lines,  be- 
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tween  6  a.  m.  and  6  p.  m.,  one-half;  and  between 
6  p.  m.  and  6  a.  m.,  one-quarter  of  the  additional 
word  rate  on  day  commercial  messages  between 
the  points  of  origin  and  destination  of  such 
specials. 

Rule  5.  Minimum  Word  Rate.—^o  special  filed 
for  transmission  between  6  a.  m.  and  6  p.  m.  should 
be  charged  for  at  less  than  one-half  cent  per  word, 
and  no  special  filed  for  transmission  between  6 
p.  m.  and  6  a.  m.  should  be  charged  for  at  less  than 
one-quarter  cent  per  word. 

The  rates  given  in  the  preceding  rules  are  re- 
peated in  the  following  tables : 

Rule  6.  Rate  Table  for  East  of  Cheyenne,  Etc. 
— Between  all  of  this  company's  oflSces  east  of  and 
including  Cheyenne,  Wyo.,  Denver,  Col.,  and  El 
Paso,  Texas : 


If  your  ref?ular  commer- 
cial DAY  rate  is 

The  special  press  rata  per  word  will  be 

From 6 A.M.  to 6 P.M. 

From  6  P.  M.  to  6  A.  M. 

Cbnt8. 

Cents. 

20&lt 

26&lf    

One-half. 

One-quarter. 

25&2) 

8U&2V 

85ft2( 

Two-thirds. 

One-third. 

40&8I 

45&8V 

50&d) 

One. 

One-half. 

60&4 

One  and  one-third.  * 
Oneand  two  thirds. 
Two  and  one- third. 

Two-thirds. 

75&5 

Five-sixths. 

1.00&7 

One  and  one-sixtht. 

BuLE  7.  Rate  Table  for  West  of  Cheyenne,  Etc. 
— Between  all  of  this  company's  offices  west  of  and 
including  Cheyenne,  Wyo.,  Denver,  Col.,  and  El 
Paso,  Texas.,  same  as  Bule  6. 
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Rule  8.  Rate  Table  for  East  and  West  of  Chey- 
enne, JS^^c. —Between  all  of  this  company's  offices 
east  of  Cheyenne,  Denver  and  El  Paso  to  this  com- 
pany's  offices  west  of  those  cities,  and  from  this 
company's  offices  west  of  Cheyenne,  Denver  and 
El  Paso  to  this  company's  offices  east  of  those 
cities : 


If  your  refnilar  commer- 

The  special  press  rate  per  word  will  be 

cial  DAY  rate  is 

From 6 A.M.  to 6 P.M. 

From6P.M.  to6  A.  M. 

Cents. 

Cents. 

20&1  I 

One-half. 
One 

One  and  one* half. 

Two. 

Two  and  one-half. 

Three  a^d  one-half. 

One-quarter. 

2o&l  [ 

25  &2) 

80  &  2)- 

One-half. 

S5&2i 

40  &8) 

45  &  3}- 

Three-quarters. 

50&3I 

60&4 

One. 

75&5 

One  and  one-quarter. 

1.00&7 

One  and  three-quarters 

Rule  9.  Maximum  State  Rate.— -The  maximum 
rate  on  specials  in  any  State  will  be  one  cent  per 
word  on  day  matter  and  one-half  cent  per  word  on 
night  matter. 

Rule  10.  Day  Capital  Rate.—The  day  rate  of 
one-half  cent  per  word  on  specials  to  newspapers 
from  the  capital  of  any  State  east  of  the  Missis- 
sippi River  to  any  point  within  the  same  State  is 
continued  in  force. 

Rule  11.  Filing  Time.— The  local  time  of  the 
place  at  which  dispatches  are  filed  shall  govern 
the  rates  to  be  charged. 

Press  dispatches  to  be  forwarded  at  night  press 
rates  may  be  filed  at  any  time  during  the  day,  but 
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will  not  be  transmitted  until  after  6  p.  m.,  except 
in  cases  where  it  may  be  more  convenient  or  desir- 
able for  the  company  to  forward  them  earlier,  and 
when  such  a  dispatch  is  forwarded  before  6  p.  m., 
the  words  ^^ night  special' '  should  be  transmitted 
in  the  check. 

Exile  12.  Rate  for  One  Paper.— -These  rates 
apply  to  specials  for  publication,  at  point  ad- 
dress, in  one  newspaper  only,  but  there  is  no  ob- 
jection to  newspapers  giving  their  specials  to  cor- 
respondents to  forward  to. papers  in  other  cities, 
when  they  are  to  be  forwarded  by  this  company 's 
lines. 

Rule  13.  One  Copy  Only.— More  than  one  copy 
of  dispatches  to  newspapers  or  Press  Associations 
should  not  be  delivered  without  special  instruc- 
tions covering  each  case. 

EuLB  14.  Combination  Specials.— Cornhinsition 
specials  are  to  be  handled  only  when  ordered  by 
superintendents. 

EuLE  15.  Counting  Figures.— Amounts  in  fig- 
ures in  newspaper  specials  or  Press  Association 
reports  should  be  counted  according  to  the  least 
number  of  words  in  which  they  may  or  can  be  ex- 
pressed.   Examples : 

999  Three  words —  (Nine  ninety-nine.) 

1,000  One   word —       (Thousand.) 

23%  Three  words —  (Twenty  three  half.) 

15%  Two  words —     (Fifteen  half.) 

9,961,000  Six  words —       (Nine  Million  nine  sixty-one  thousand.) 

>,960,000  Five  words —     (Nine  million  nine  sixty  thousand.) 

RuiiE  16.  Cipher  Dispatches.—  Press  Dis- 
patches written  in  cipher,  or  containing  cipher  or 
code  words,  in  any  language,  although  intended 
for  publication,  are  not  entitled  to  be  sent  at  spe- 
cial rates,  but  should  be  charged  for  at  the  same 
rate  as  other  business  messages  to  the  paper  re- 
ceiving such  cipher  dispatch. 

BuiiE  17.    Queries  and  Checks.— Messages  (not 
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in  code  or  cipher)  ordering  or  relating  strictly  to 
newspaper  specials,  transmitted  or  to  be  trans- 
transmitted  by  this  company's  lines,  should  be 
checked  and  charged  for  at  special  press  rates, 
the  same  as  matter  for  publication.  The  check  of 
such  messages,  as  well  as  the  check  of  press  dis- 
patches, should  always  be  transmitted  and  contain 
the  words  ''day  press  rate''  or  ''night  press 
rate,"  as  the  case  may  be,  so  as  to  prevent  con- 
fusion in  checks  between  the  sending  and  receiving 
oflBces ;  no  such  message  to  be  rated  less  than  ten 
words. 

Rule  18.  Authority  of  Correspondents.— PeT- 
sons  filing  matter  for  transmission  to  the  press, 
who  are  not  known  to  be  the  authorized  corre- 
spondents of  the  papers  or  Press  Associations 
their  matter  is  addressed  to,  should  be  required 
to  present  proper  authority,  or  prepay  or  guar- 
antee the  payment  of  tolls  on  their  dispatches, 
before  they  are  accepted. 

Rule  19.  Other  Line  Business.— Where  pre- 
paid press  dispatches  are  sent  to  an  "other"  line 
oflBce,  or  where  dispatches  are  received  "collect" 
from  an  "other"  line  oflSce,  the  "other"  line  tolls 
for  such  dispatches  should  be  added  to  those  of 
this  company. 

Dispatches  addressed  to  newspapers  or  Press 
Associations  in  foreign  countries,  other  than  the 
^ '  Dominion  of  Canada, ' '  should  not  be  accepted  at 
press  rates,  without  special  orders  in  each  case. 

Rule  20.  Transmission  of  Filing  Time.— The 
filing  time  of  dispatches  to  newspapers  or  Press 
Associations  should  not  be  transmitted  unless 
placed  in  the  body  of  a  dispatch  by  the  sender,  in 
which  case  it  should  be  counted  and  charged  for 
as  part  of  the  message. 

Rule   21.     Reporting  Business^— All   special 
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press  receipts  and  checks  should  be  included  in 
Form  7  report  as  part  of  ''checked'*  busiliess,  and 
also  reported  in  Form  81  (Press  Eeport).  Un- 
checked business  should  be  reported  in  Form  81 
only.    See  Rule  23. 

Managers  should  make  no  entry  in  *' Amount 
Paid"  column  of  Form  81  if  money  is  not  received 
by  them. 

EuLB  22.  Reporting  Count.— When  impracti- 
cable to  count  the  number  of  words  contained  in 
press  dispatches  before  transmission,  the  number 
of  words  should  be  reported  by  service  message 
as  early  as  possible,  the  sending  oflSce  being  re- 
sponsible for  correctness  of  count;  but  this  does 
not  in  any  wise  relieve  the  receiving  office  from 
careful  counting  and  comparison. 

This  applies  to  both  checked  and  unchecked 
matter. 

Rule  23.  Unchecked  Business.— Unchecked 
business  is  regular  circuit  matter  sent  from  a  com- 
mon distributing  point  to  many  receiving  stations, 
for  and  on  account  of  a  Press  Association,  ar- 
ranged by  order  of  superintendents,  and  reported 
in  Form  81. 

Any  other  unchecked  business  to  be  reported 
will  be  the  subject  of  direct  instruction  from  su- 
perintendents. 

Rule  24.  Application  of  Rules.— The  foregoing 
instructions  are  not  intended  to  apply  to  or  inter- 
fere with  any  Press  Association  or  special  service 
that  mg.y  be  covered  by  contract,  or  particular 
agreement,  the  checking  rates  for  which  are,  or 
should  be,  made  on  special  orders  from  superin- 
tendents. 

Rule  25.  General  Service.— The  general  man- 
ner of  rendering  any  press  service  must  not  be 
changed,  or  any  information  given  as  to  the  ex- 
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pense  of  performing  any  press  service,  or  as  to 
the  rate  that  the  company  should  charge  for  any 
service  (except  as  hereinbefore  mentioned  on 
specials),  or  any  unusual  privileges  granted  the 
press,  or  the  company  committed  in  any  way  to 
any  line  of  action  or  policy  regarding  press  mat- 
ters, without  first  receiving  proper  approval.  All 
applicants  for  any  regular  press  service  should 
be  referred  to  the  agent  or  manager  of  the  Press 
Association  whose  service  they  may  desire.  It 
should  be  borne  in  mind  by  all  officers  and  em- 
ployes of  the  company,  that  the  company  has  no 
ownership  or  voice  in  any  of  the  Press  Associa- 
tions; that  it  is  in  nowise  responsible  for  their 
management  or  for  news  served  by  them,  or  for 
their  action  in  giving  or  withholding  franchises 
or  rights  to  the  news,  or  the  privileges  of  publish- 
ing or  using  it. 

Rule  26.  Not  to  Act  as  Press  Agent.— 'iHo  em- 
ploye of  this  company  will  be  permitted  to  act  as 
agent  or  correspondent  of  any  newspaper  or  Press 
Association  except  on  extraordinary  occasions, 
and  then  only  by  the  direction  or  approval  of  his 
superintendent. 

Rule  27.  Forwarding  Dispatches.— When,  for 
any  cause,  a  dispatch  of  any  Press  Association 
cannot  be  forwarded  to  the  point  addressed,  man- 
agers should  endeavor  to  forward  such  dispatch 
to  the  care  of  the  nearest  general  office  or  agency 
of  the  Press  Association  addressed,  with  such 
notation  as  may  be  necessary  for  intelligent  action 
on  the  part  of  the  agent  receiving  it. 
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CHAPTER  I. 

THE  TELEPHONE.     THE  SWITCH  BOAKD. 

The  telephone  is  an  instrument  which,  through 
the  agency  of  electricity,  transmits  sound,  more 
particularly  speech,  from  one  point  to  another  dis- 
tant point. 

In  order  to  understand  in  a  general  or  element- 
ary way  how  this  is  accomplished,  it  is  necessary 
first  of  all  to  have  a  general  idea  of  what  sound  is. 

Sound  is  the  sensation  produced  through  the  ear 
which  sensation  is  caused  by  vibrations  of  the  air 
or  other  medium.  The  simplest  illustration  is  a 
tuning  fork  which  when  struck  vibrates  and  these 
vibrations  produce  sound.  The  vibrations  are 
conveyed  to  the  ear  by  a  medium  which  may  be 
the  air  or  a  gas,  or  a  liquid,  or  an  elastic  solid. 
There  must,  however,  be  a  medium  for  the  trans- 
mission of  sound ;  it  cannot  live  in  a  vacuum.  The 
vibrations  produce  in  the  medium  (air  for  in- 
stance) waves  which  propagate  in  all  directions 
at  a  speed  dependent  upon  the  nature  of  the  me- 
dium and  its  temperature.  The  velocity  of  sound 
in  the  air  at  freezing  point  is  nearly  1,100  feet 
per  second  increasing  slightly  with  rising  tem- 
perature; in  gases  other  than  air  the  velocity  va- 
ries inversely  as  the  square  root  of  the  density; 
in  liquids  it  is  greater  than  in  the  air— -in  the  case 
of  water  it  is  four  times  as  great  as  in  the  air;  in 
solids  the  velocity  varies,  being  relatively  small  in 
in-elastic  substances,  such  as  wax  and  lead  and 
great  in  wood  and  steel.  Sound  waves  are  not  uni- 
form; they  differ  in  sevral  ways:     (a)    in   their 
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length  (i.  e.,  the  number  of  vibrations  per  second), 
(b)  in  the  amplitude  of  the  motion  of  the  parti- 
cles forming  them  and  (c)  in  their  form  (i.  e., 
whether  they  are  **  simple '*  consisting  of  a  series 
of  pendulum-like  vibrations,  or  *' compound'* 
consisting  of  several  such  series  superimposed  on 
each  other).  The  length  of  the  sound  waves  pro- 
duces pitch— if  long  (i.  e.,  the  number  of  vibra- 
tions low)  the  pitch  is  low;  if  the  length  of  the 
waves  is  small  (and  the  number  of  vibrations  con- 
sequently great)  the  pitch  is  high  and  shrill.  Vi- 
brations must  be  as  high  as  twenty-four  in  a  sec- 
ond or  the  ear  does  not  unite  them  as  a  continuous 
sound;  if  they  exceed  thirty  thousand  to  forty 
thousand  per  second  they  cease  to  produce  sensa- 
tion upon  the  ear. 

The  intensity  or  loudness  of  sound  depends  upon 
the  amplitude  of  the  vibrations— it  diminishes 
with  the  square  of  the  distance  from  the  body 
emitting  the  sound;  it  also  diminishes  as  the  den- 
sity of  the  medium  decreases  and  is  increased 
by  the  proximity  of  a  sonorous  body  which  can 
vibrate  in  unison  with  it.  Sound  differs  in  quality 
or  timbre  as  for  instance  the  difference  in  the  same 
tone  sounded  upon  different  musical  instruments. 
This  is  because  notes  produced  on  musical  instru- 
ments are  generally  compound  notes  consisting  of 
the  fundamental  note,  the  pitch  of  which  the  ear 
perceives,  and  with  it  a  number  of  higher  notes  of 
small  intensity  whose  vibrations  as  compared 
with  the  fundamental  note  are  usually  as  the  num- 
bers 2,  3,  4,  5,  6.  These  upper  notes  blend  with  the 
fundamental  note,  and  upon  their  number  and  rel- 
ative intensity  the  result  and  combined  effect  upon 
the  ear  or  quality  of  the  note  depends.  Sound 
waves  may  be  reflected  from  an  opposing  surface, 
as  in  the  case  of  an  echo,  or  they  may  be  refracted 
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or  change  their  direction  in  passing  from  one  me- 
dium to  another  of  different  density;  they  may  also 
be  interfered  with  so  as  to  cause  pulsations  of 
sounds  called  beats. 

As  to  electricity,  the  agent  by  which  sound  is 
transmitted  by  means  of  the  telephonic  apparatus, 
it  has  as  yet  never  been  defined;  though  once  be- 
lieved to  be  a  fluid  or  some  form  of  material  sub- 
stance that  theory  has  been  abandoned  and  all 
that  can  be  said  of  it  is  that  it  is  one  of  nature's 
many  forms  of  energy;  although  we  speak  of  the 
''current"  and  the  ''flow'*  of  electricity  such 
terms  are  misleading  and  are  the  result  of  the  orig- 
inal misapprehension  which  regarded  electricity 
as  a  fluid.  One  of  the  greatest  electricians  of  our 
day,  Elisha  Gray,  thus  graphically  and  simply 
described  the  electric  current.  ' '  When  you  were  a 
boy  did  you  never  set  up  a  row  of  bricks  on  their 
ends,  just  far  enough  apart  so  that  if  you  pushed 
one  over  they  all  fell,  one  after  another?  Now,  im- 
agine rows  of  molecules  or  atoms,  and  in  your  im- 
agination they  may  be  arranged  like  the  bricks, 
so  that  they  are  affected  one  by  the  other  succes- 
sively with  a  rapidity  that  is  akin  to  that  of  light- 
waves, and  you  can  conceive  how  a  motion  may 
be  communicated  from  end  to  end  of  a  wire  hun- 
dreds of  miles  in  length  in  a  small  fraction  of  a 
second,  and  no  material  substance  has  been  carried 
through  the  wire— only  energy.  We  do  not  mean 
to  say  that  the  row  of  bricks  illustrates  the  exact 
mode  of  molecular  or  atomic  motion  that  takes 
place  in  a  conductor.  What  we  mean  is,  that  in 
some  way  motion  is  passed  along  from  atom  to 
atom. ' ' 

Electricity,  as  we  know  it,  is  classified  as 
I 'Static"  and  Dynamic."  Static  Electricity 
is  that  which  is  stationary  as  when  stored  in  a 
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Leyden  jar.  Dynamic  electricity  is  that  which  is 
in  motion— a  closed  telegraphic  current  is  charged 
dynamically  while  the  prime  conductor  of  a  fric- 
tional  electric  machine  is  charged  statically. 

It  will  be  seen  from  the  elementary  description 
of  sound  already  given  that  when  one  utters  a 
spoken  word  the  air  is  thrown  into  vibrations  and 
waves  flow  out  and  that  each  sound  has  a  different 
form  and  every  word  creates  a  different  effect  on 
the  air.  The  problem  is  to  transmit  the  sound 
waves. 

This  is  accomplished  through  the  effect  on  an  in- 
duced alternating  or  pulsating  electric  current  act- 
ing upon  a  diaphragm  at  the  receiving  point,  a  di- 
rect current  of  approximately  six  volts,  from  a 
primary  or  a  storage  battery  at  the  sending  end 
passing  through  the  transmitter.  The  voice  of 
the  person  desiring  to  transmit  a  message  is  di- 
rected against  a  diaphragm  in  the  transmitter 
which  diaphragm  owing  to  the  rapid  vibrations 
of  the  human  voice  and  through  its  quick  response 
to  these  vibrations,  changes  the  direct  current 
from  the  battery  of  a  pulsating  current.  This  pul- 
sating current  is  stepped  up  to  a  higher  frequency 
by  means  of  an  induction  coil,  introduced  between 
the  diaphragm  and  the  line,  and  acts  directly  upon 
a  receiving  diaphragm  bridged  across  the  circuit 
at  the  distant  end.  In  this  way  it  is  found  pos- 
sible by  means  of  the  telephone  to  reproduce 
sounds  and  even  intonations  of  the  voice  at  a  dis- 
tance of  1,500  miles  or  more  under  favorable  con- 
ditions. 

Elisha  Gray,  one  of  the  inventors  of  the  tele- 
phone, thus  describes  its  construction  in  its  sim- 
plest form  :*  ' '  Take  a  piece  of  iron  rod  one-half  or 
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three-quarters  of  an  inch  long  and  one-quarter 
inch  thick,  and  after  putting  a  spool  head  on  each 
end  to  hold  the  wire  in  place,  wind  it  full  of  fine  in- 
sulated copper  wire;  fasten  the  end  of  this  spool 
to  the  end  of  a  straight-bar  permanent  magnet. 
Then  put  the  whole  into  a  suitable  frame,  and 
mount  a  thin  circular  diaphragm  (membrane  or 
plate)  of  iron  or  steel,  held  by  its  edges,  so  that 
the  free  end  of  the  spool  will  come  near  to  but  not 
touch  the  center  of  the  diaphragm.  This  dia- 
phragm must  be  held  rigidly  at  the  edges.  • 

'*Now  if  the  two  ends  of  the  insulated  copper 
wires  are  brought  out  to  suitable  binding  screws 
the  instrument  is  done. 

'*  The  permanent  steel  magnet  serves  a  double 
purpose.  When  the  telephone  was  first  used  com- 
mercially, the  instrument  now  used  as  a  receiver 
was  also  used  as  a  transmitter.  As  a  transmitter 
it  is  a  dynamo-electric  machine.  Every  time  the 
iron  diaphragm  is  moved  in  the  magnetic  field  of 
the  pole  of  the  permanent  magnet,  which  in  this 
case  is  the  free  end  of  the  spool  (the  iron  of  the 
spool  being  magnetic  by  contact  with  the  perma- 
nent magnet),  there  is  a  current  set  up  in  the  wire 
wound  on  the  spool;  a  short  impulse,  lasting  only 
as  long  as  the  movement  lasts.  The  intensity  of 
the  impulse  will  depend  upon  the  amplitude  and 
quickness  of  the  movement  of  the  diaphragm.  If 
there  is  a  long  movement,  there  will  be  a  strong 
current,  and  vice  versa.  If  a  sound  is  uttered,  and 
even  if  the  multitude  of  sounds  that  are  required 
to  form  a  word,  be  spoken  to  the  diaphragm,  the 
latter  partakes  in  kind  of  the  air-motions  that 
strike  it.  It  swings  or  vibrates  in  the  air,  and  if 
it  is  a  perfect  diaphragm,  it  moves  exactly  as  the 
air  does,  both  as  to  amplitude  and  complexity  of 
movement.    There  are  hundreds  and   sometimes 
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thousands  of  superimposed  motions  in  the  tones  of 
some  voices  that  give  them  the  element  we  call 
quality.  All  these  complex  motions  are  communi- 
cated by  the  air  to  the  diaphragm,  and  the  dia- 
phragm sets  up  electric  currents  in  the  wire  wound 
on  the  spool,  corresponding  exactly  in  number  and 
form,  so  that  the  current  is  molded  exactly  as  the 
air-waves  are.  Now  if  we  connect  another  tele- 
phone in  the  circuit,  and  talk  to  one  of  them,  the 
diaphragm  of  the  other  will  be  vibrated  by  the 
electric  current  sent,  and  caused  to  move  in  sym- 
pathy with  it  and  make  exactly  the  same  motions 
relatively,  both  as  to  number  and  amplitude. 

* '  It  will  be  plain  that  if  the  receiving  diaphragm 
is  making  the  same  motions  as  the  transmitting 
diaphragm,  it  will  put  the  air  in  the  same  kind  of 
motion  that  the  air  is  in  at  the  transmitting  end, 
and  will  produce  the  same  sensation  when  sensed 
by  the  brain  through  the  ear.  If  the  air-motion  is 
that  of  any  spoken  word  it  will  be  the  same  at 
both  ends  of  the  line,  except  that  it  will  not  be  so 
intense  at  the  receiving  end ;  it  is  the  same  relative- 
ly.   And  this  is  how  the  telephone  talks. ' ' 

The  original  telephone,  that  of  Bell,  deyised  in 
1876,  was  simple,  consisting  of  a  magnet  provided 
with  an  extension  iron  pole  piece,  about  which 
pole  piece  was  wrapped  a  few  turns  of  insulated 
wire.  The  placing  of  a  thin  diaphragm  in  front 
of  the  pole  piece  and  separated  from  it  by  a  small 
air  gap  completed  his  invention.  If  the  diaphragm 
were  spoken  against,  it  would  be  thrown  into  vi- 
bration in  nearly  exact  accordance  with  the  air 
waves  striking  it;  this  diaphragm  being  made  of 
iron,  by  its  change  of  distance  from  the  pole  piece, 
permits  of  a  greater  or  lesser  flow  of  magnetic 
force  through  the  coil  of  wire  on  the  pole  piece 
and  changing  the  field  of  magnetic  force  through 
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a  closed  coil  set  up  in  it  electrical  currents  which 
are  directly  proportional  to  the  rate  of  change  of 
magnetic  force.  Consequently  the  varying  cur- 
rent will  increase  or  decrease  the  magnetic  field 
and  vary  the  pull  upon  the  diaphragm  and  these 
vibrations  being  reproduced  upon  another  dia- 
phragm connected  electrically  at  a  distance  and 
corresponding  with  the  sound  waves  spoken,  the 
speech  is  reproduced  and  the  effect  on  the  ear 
drum  of  the  listener  will  be  the  same  as  if  he  stood 
by  the  speaker.  The  original  Bell  instrument  was 
inadequate  because  of  f  aintness  of  transmission. 

Shortly  after  Bell 's  invention  Berliner  and  Edi- 
son evolved  an  improved  transmitter,  which  de- 
pends upon  the  variable  resistance  of  two  bodies 
placed  loosely  in  contact  when  subjected  to  changes 
of  pressure.  The  most  successful  forms  of  trans- 
mitters make  use  of  the  variable  resistance  be- 
tween two  carbon  electrodes  separated  by  means  of 
carbon  granules.  It  has  been  found  that  if  one  of 
these  electrodes  be  connected  to  a  diaphragm 
which  is  spoken  agaist,  the  resistance  of  the  car- 
bon will  vary  in  accordance  with  the  pressure  upon 
the  electrodes  and  therefore  with  the  condensa- 
tions and  rarefractions  in  the  air  waves  striking 
the  diaphragm.  A  current  of  electricity  from  the 
battery  flowing  through  this  contact  will,  it  is 
clear,  be  varied  in  exact  accordance  with  the  sound 
waves  striking  the  diaphragm.  The  receiver  dia- 
phragm will  perform  the  same  evolution  as  the 
transmitter  diaphragm  and  thus  speech  will  be  re- 
produced. These  diaphragms  take  up  even  the 
minute  over  tones  of  the  voice  as  is  evidenced  by 
the  fact  that  particular  voices  can  be  clearly  dis- 
tinguished. 

The  reasons  for  the  use  of  a  permanent  magnet 
in  the  telephone  receiver  is  that  otherwise  the  re- 
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ceived  sounds  would  be  an  octave  above  the  sounds 
at  the  transmitting  end;  also  because  the  amount 
of  movement  of  the  diaphragm  for  a  small  charge 
of  current  is  within  practical  limits  proportional 
to  the  strength  of  the  permanent  magnetic  field. 

The  secret  of  a  good  transmitter  is  said  to  be  m 
the  arrangement  and  treatment  of  the  carbon  elec- 
trodes and  carbon  granules  and  it  required  many 
years  of  experiment  before  an  efficient  and  dura- 
ble grade  of  carbon  was  produced. 

While  telephone  currents  are  not  of  large  mag- 
nitude, yet  because  of  their  high  frequency,  the 
distorting  and  attenuating  effects  of  self  induction 
and  capacity  are  marked.  Therefore  in  long  aerial 
lines  and  cable  lines  the  distributed  capacity  must 
be  at  the  minimum.  Care  must  be  exercised  not 
to  place  impedance  in  improper  places  in  a  tele- 
phone circuit  or  choking  effects  may  be  produced 
on  the  current  or  if  the  line  is  so  long  that  the 
transmission  assumes  a  wave  form  serious  reflec- 
tions of  current  from  improperly  placed  impedance 
coils  may  result. 

To  have  accomplished  the  fact  of  a  person  at  one 
end  of  a  wire  being  able  to  speak  to  another  per- 
son at  a  distance  over  this  wire  was  much;  but  had 
the  art  of  telephony  rested  there,  it  would  have 
been  at  best  a  toy  or  available  only  in  the  most 
limited  way.  To  be  of  practical  use  to  the  com- 
mercial world  it  must  be  generally  available  for 
intercommunication  between  all  those  located 
within  a  certain  ra,dius  or  district.  To  accomplish 
this  it  was  necessary  that  for  each  district  there 
should  be  a  Central  Office,  a  sort  of  brain  from 
which  the  lines,  like  nerves,  should  radiate  and 
where  the  different  lines  could  be  brought  to- 
gether quickly  and  effectively.  The  switch  board 
is  the  means  by  which  these  connections  are  made. 
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The  type  of  switch  board  in  general  use  is  what 
is  known  as  the  ** Common  Battery  System," 
which  is  very  fully  described  in  the  following.* 

**In  a  modem  common  battery  office  the  lines 
are  brought  in  underground  in  large  paper  insu- 
lated cables.  These  cables  are  made  up  of  twisted 
pair  wires  insulated  with  spiral  wrappings  of 
paper  and  the  whole  enclosed  in  a  continuous  lead 
sheath.  As  many  as  600  pairs  of  wires  are  some- 
times placed  in  a  single  cable.  The  reason  for  using 
a  paper  insulated  and  lead  covered  cable,  is,  first, 
because  of  its  low  cost  and  second,  that  with  a 
paper  insulation  we  obtain  a  very  low  mutual 
static  capacity  of  each  pair  of  wires.  This  low 
capacity  is  necessary  in  order  not  to  seriously  at- 
tenuate or  distort  the  high  frequency  telephone 
currents  traversing  over  the  circuit. 

**The  wires  from  the  underground  cables  are 
ended  in  what  is  known  as  a  main  distributing 
frame.  On  the  terminating  end  of  each  pair  of 
wires  is  placed  a  carbon  plate  lightning  arrester 
and  a  fuse  known  as  a  sneak  coil.  The  function 
of  the  carbon  plate  arrester  is  to  discharge  to 
ground  any  foreign  current  having  a  potential  of 
more  than  400  volts.  If  a  current  over  .4  of  an 
ampere  flows  in  the  line  this  coil  will  heat  up  and 
melt  a  small  block  of  fusible  metal  which  causes 
the  releasing  of  the  line  spring  and  the  opening 
of  the  line  to  the  switchboard. 

**The  telephone  lines  after  passing  through  the 
arresters  are  carried  through  loose  wires,  known 
ac  jumpers,  to  the  opposite  side  of  the  main  dis- 
tributing frame  and  then  to  the  intermediate 
frame  and  from  there  straight  to  the  switch  board. 


•Extract  from  a  paper  read  by  Mr.  S.  P.  Grace  before  the 
Electric  Club.  Pittsburg,  Pa. 
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**Tlie  object  of  the  main  frame  is  to  allow  the 
changing  of  the  wires  upon  which  a  subscriber's 
line  enters;  without  being  obliged  to  change  the 
number  of  his  telephone  instrument.  The  object 
of  the  intermediate  frame  is  to  permit  of  any 
telephone  line  being  answered  at  any  position  of 
the  switchboard,  which  is  desirable  in  order  to 
equalize  the  load  on  the  different  operators.  Ordi- 
narily each  operator  is  obliged  to  answer  from 
100  to  200  lines.  Your  telephone  line  will  enter  the 
switch  board  and  appear  at  some  position  in  a 
switch  which  is  known  as  an  answering  jack.  Di- 
rectly above  this  answering  jack  is  placed  a  small 
incandescent  lamp,  known  as  a  line  lamp.  Your 
telephone  line,  besides  appearing  in  an  answering 
jack  at  some  operator's  position,  will  also  appear 
in  what  are  known  as  the  multiple  jacks  in  every 
third  position  of  the  entire  switch  board. 

* '  The  question  has  often  been  asked  how  one  op- 
erator at  a  switch  board  can  make  connections 
with  a  telephone  line  which  is  answered  by  some 
operator  probably  100  feet  away.  The  explanation 
is  simple.  Each  telephone  line,  besides  appearing 
in  front  of  a  certain  operator,  is,  as  stated  above^ 
multiplied  in  front  of  every  third  operator,  and  is 
therefore  within  easy  reach  of  all  the  operators.  In 
a  large  switch  board  there  are  sometimes  as  many 
as  30  jack  switches  for  a  single  line  into  any  one 
of  which  an  operator  may  plug  and  make  connec- 
tion with  the  line  and  therefore  the  subscriber 
connected  with  it.  Each  telephone  operator  is 
provided  with  a  number  of  flexible  cords  on  the 
ends  of  which  are  placed  plugs  which  can  be  in- 
serted into  the  answering  and  multiple  jacks.  The 
operation  of  the  modem  common  battery  relay 
switch  board  is  as  follows : 

*'When  a  subscriber  removes  his  receiver  from 
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the  hook,  immediately  a  small  incandescent  lamp 
lights  in  front  of  his  operator.  The  operator  will 
insert  one  of  her  plugs  into  the  answering  jack  di- 
rectly under  the  lamp,  which  by  this  operation  will 
be  automatically  put  out.  She  will  then,  by 
means  of  a  listening  key,  connect  her  telephone 
circuit  with  the  cord  and  plug  used  in  answering, 
and  will  inquire  the  number  wanted.  She  will  then 
take  the  other  plug  connected  with  the  same  pair 
of  cords  and  will  reach  up  in  the  multiple  and 
touch  the  jack  switch  of  the  subscriber's  line  want- 
ed. If  the  subscriber's  line  wanted  should  be  in 
use,  the  operator  will  be  apprised  of  the  fact  by 
a  sharp  click  in  her  ear,  which  signifies  to  her  that 
this  liQe  is  plugged  in  some  other  part  of  the 
switch  board  and  is  therefore  ''busy."  This  is  one 
of  the  very  necessary  features  of  the  multiple  sys- 
tem since  it  prevents  two  or  more  operators  from 
connecting  with  the  same  line  at  the  same  time. 

**If  the  line  is  not  busy,  the  operator  will  plug 
into  the  jack  switch  and  will  send  a  signalling  cur- 
rent over  the  line  which  will  ring  the  called  sub- 
scriber's bell.  Until  the  called  subscriber  answers, 
a  small  lamp,  known  as  a  supervisory  lamp,  which 
is  associated  with  the  calling  plug,  will  remain 
lighted.  When  the  subscriber  answers,  this  lamp 
is  automatically  put  out.  When  both  subscribers 
are  through  talkmg  and  hang  their  receivers  on 
the  hook,  the  supervisory  lamps  on  both  the  front 
and  back  cords  will  be  displayed,  which  is  a  signal 
to  the  operator  that  that  pair  of  cords,  and  conse^ 
quently  the  connected  lines,  are  no  longer  in  use. 
She  will  then  remove  the  plugs  from  the  jacks 
which  operation  automatically  puts  out  the  super- 
visory lamps. 

' '  Should  the  subscriber  wanted  be  in  some  dis- 
tant oflSce,  it  is  only  possible  to  make  the  conneo- 
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tion  by  means  of  another  operator  located  at  the 
distant  office.  The  orders  for  this  connection  are 
given  over  what  is  known  as  an  order  wire  which 
permits  the  operator  at  the  originating  end  to  speak 
directly  into  the  ear  of  a  trunk  operator  at  a  dis- 
tant office.  The  connection  then,  instead  of  being 
made  directly,  will  be  put  up  over  a  trunk  line. 
The  same  signals  as  described  are  used  with  the 
exception  that  the  originating  operator  receives  all 
th^  disconnect  signals  and  the  act  of  her  removing 
the  plug  from  the  trunk  line  automatically  dis- 
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DIAGBAM  SHOWING  METHOD  OF  CONNECTING  TWO  SUBSCBIBEBS*  LINES 

plays  a  lamp  in  front  of  the  trunk  operator  at  the 
distant  office,  which  signifies  to  her  that  the  trunk 
line  is  no  longer  in  use.  The  operators  at  the  dis- 
tant office  who  put  up  these  trunk  connections  do 
nothing,  else.    They  never  talk  to  the  subscribers. 

^^The  method  of  connecting  together  two  sub- 
scribers' lines  through  a  modem  common  battery 
switch  board  may  be  clearly  understood  by  refer- 
ence to  the  diagrams  of  connections  shown  in  Figs. 
1  and  2. 

**  There  are  two  principal  systems  of  common 
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battery  transmission,  the  ** repeating  coil''  and  the 
**  retardation. ' '  The  repeating  coil  system  is  the 
one  most  generally  used.  It  is  shown  diagramat- 
ically  in  Fig.  1.  In  this  system  one  large  storage 
"battery  is  used  as  a  source  of  current  for  all  the 
lines.  When  two  telephone  lines  are  connected,  it  is 
done  by  means  of  a  flexible  cord  in  which  cord  is 
placed  a  repeating  coil  or  transformer,  each  wind- 
ing of  which  has  the  same  number  of  turns.  The 
centers  of  these  coils  are  connected  to  the  poles 
of  the  main  battery,  as  shown  in  Fig.  1. 

*'It  is  apparent  that  any  change  of  current  in 
either  branch  caused  by  k  variation  of  the  trans- 
mitter resistance  will,  by  reason  of  the  mutual 
magnetic  reaction  of  the  repeating  coil,  induce 
similar  currents  in  the  other  branch  of  the  circuit. 
We  will  then  have  a  variable  curent  of  alternating 
character  superimposed  on  the  direct  current  in 
each  branch  of  the  circuit.  This  superimposed  al- 
ternating current  represents  the  energy  of  the 
speech  transmission.  Since  the  resistance  of  the 
main  battery  is  very  low,  there  will  be  no  appre- 
ciable change  of  potential  over  its  terminals  due 
to  a  variable  curent  in  any  line,  and  we  may  there- 
fore connect  as  many  repeating  coils,  and  conse- 
quently the  same  number  of  lines,  without  fear  of 
there  being  cross-talk  from  one  line  to  another. 

*  *  The  following  describes  briefly  the  various  op- 
erations which  take  place  in  the  connection  and 
conversation  betwen  two  subscribers  located  in  the 
same  oflSce.  At  the  left  of  Fig.  2  will  be  observed 
a  wiring  diagram  of  a  subscriber's  telephone.  This 
telephone  may  be  a  wall  set,  a  desk  set,  or  any  one 
of  the  numerous  types  which  are  now  in  use  for 
special  cases.  The  apparatus  in  the  telephone  is 
practically  the  same  in  all  cases  and  consists  of  a  j 
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transmitter,  a  receiver,  an  induction  coil,  a  con- 
denser, a  polarized  bell  and  a  hook  switch. 

**The  functions  of  the  transmitter  and  receiver 
have  already  been^explained.  The  induction  coil, 
which  is  nothing  more  than  a  small  transformer,  is 
used  so  that  the  receiver  may  be  taken  out  of  the 
line  circuit,  which  carries  the  current  for  the  trans- 
mitter battery.  From  Fig.  2  it  will  be  noticed  that 
the  receiver  is  in  a  secondary  circuit  closed 
through  a  condenser.  It  has  been  found  that  di- 
rect current  through  the  receiver  is  liable  to  de- 
magnetize the  permanent  magnet  and  also  injure 
the  diaphragm. 

**The  condenser  is  placed  in  the  instrument  in 
order  that  the  two  sides  of  the  line  circuit  may  be 
kept  open  to  the  direct  current  which  tries  to  flow 
from  the  central  office  main  battery,  thus  prevent- 
ing the  operation  of  the  line  signal  relay  at  cen- 
tral.   The  operator  can  ring  the  polarized  bell  at 
the  subscriber's  telephone  through  the  two  micro- 
farad condenser  since  for  ringing  purposes  single- 
phase  alternating  current  is  used  which  passes 
readily  through  the  condenser.     From  the  sub- 
scriber's telephone  the  line  passes  through  open 
wires  or  through  a  pair  in  a  cable  to  the  protectors 
on  the  main  distributing  frame  at  the  central 
office. 

*'The  underground  and  outside  wire  plant  of 
a  large  telephone  exchange  is  very  extensive  and 
great  skill  is  required  in  the  proper  designing  and 
constructing  of  the  underground  conduits,  pole 
lines  and  aerial  cables  so  that  a  high  insulation 
may  be  maintained  on  all  the  lines  and  so  that  the 
wire  plant  will  be  valuable  for  use  at  any  point 
where  service  is  demanded.  It  is  clear  that  no 
matter  how  good  instruments  or  switch  boards 
may  be^  without  good  line  construction,  poor  ser- 
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vice  will  result.  The  best  practice  of  to-day  rec- 
ommends that  as  much  of  the  wire  plant  as  is  eco- 
nomical will  be  placed  underground  and  that 
where  the  distribution  is  not  heavy  enough  to  war- 
rant underground  conduit,  the  wires  will  run  in 
aerial  cables  on  short  heavy  pole  lines. 

'  *  After  the  line  reaches  the  main  frame  it  passes 
to  the  intermediate  frame  and  then  over  to  the 
relay  rack,  where  both  sides  of  the  line  are  con- 
nected through  the  contacts  of  the  cut  oflf  relay  to 
line  relay  and  the  main  ofl5ce  battery.  At  the  in- 
termediate frame  a  branch  is  taken  from  the  line 
and  connected  to  all  the  multiple  jacks  in  the 
switch  board  corresponding  to  the  line  number. 
One  branch  of  the  line  is  also  connected  to  an 
answering  jack  in  some  particular  operator's  posi- 
tion. 

'*It  will  be  observed  that  in  the  switch  board 
three  wires  and  three  jack  and  plug  contacts  are 
used  for  each  line.  Two  of  these  wires  are  for  the 
talking  circuit,  the  third  being  a  signaling  or  con- 
trolling circuit  for  the  operation  of  the  various  re- 
lays, signal  lamps,  etc.,  which  are  necessary  for  a 
proper  supervision  of  the  connection.  Let  us  ob- 
serve what  will  happen  when  the  subscriber  re- 
moves his  receiver  from  the  hook.  The  rising  of 
the  hook  will  close  the  contacts  of  the  switch  and 
close  the  line  at  the  subscriber's  station  through 
the  transmitter,  the  primary  of  the  induction  coil, 
and  the  hook  switch  contacts.  The  line  being 
now  closed  will  permit  of  current  flowing  through 
it  from  the  main  battery,  and  since  the  line  signal 
relay  is  inserted  serially  in  this  circuit  at  the  cen- 
tral oflSce  its  armature  will  be  attracted  which, 
closing  a  secondary  circuit,  will  cause  the  lighting 
of  the  line  lamp  in  the  face  of  the  switch  board  ad- 
jacent to  the  answering  jack  of  the  subscriber  who 
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has  called.  The  lightmg  of  the  line  lamp  is  prac- 
tically simultaneous  with  the  removing  of  the  re- 
ceiver from  the  hook. 

**As  previously  stated  the  operator  is  provided 
with  a  number  of  pairs  of  double-ended  plugs  and 
cords  which  are  so  wired  as  to  permit  of  the  con- 
nection of  two  subscribers'  lines.  Upon  seeing  the 
line  lamp  light  the  operator  will  pick  up  a  plug 
connected  to  one  of  her  answering  cords  and  in- 
sert it  into  the  answering  jack  associated  with  the 
lighted  line  lamp.   The  inserting  of  the  plug  in  the 
answering  jack  causes  a  flow  of  current  in  the  con- 
trolling, or  third  wire,  circuit,    Tt  v/ill  be  noticed 
that  this  current  in  the  third  wire  flows  through 
the  cut-oflf  relays,  thus  causing  its  armature  to  at- 
tract and  open  the  circuit  through  the  line  lamp. 
This  causes  the  extinguishment  of  the  line  lamp  au- 
tomatically.  As  the  subscriber  has  his  receiver  off 
the  hook  the  line  is  closed  at  the  telephone,  and  as 
soon  as  the  plug  is  fully  inserted  the  line  current, 
which  the  instant  before  was  broken  by  the  cut-off 
relay,  is  re-established  through  one-half  of  the  re- 
peating coil  and  the  cord  circuit.  The  current  flow- 
ing in  the  main  line  will  cause  the  operation  of  the 
10-ohm  supervisory  relay  which  is  placed  in  se- 
ries with  one  side  of  the  cord  circuit.    This  relay 
being  operated  will   connect  the  40-ohm   shunt 
around  the  supervisory  lamp  which  therefore  will 
not  receive  sufficient  current  to  be  illuminated. 
The  operator  will  now  depress  her  listening  key 
which  will  connect  her  telephone  set  in  parallel 
with  the  cord  circuit  which  is  connected  to  the  sub- 
scriber 's  line.    She  will  now  speak  into  her  trans- 
mitter and  obtain  from  the  subscriber  the  number 
wanted.   The  operator 's  set  is  practically  the  same 
as   an   ordinary   telephone,   but   arranged   with 
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switching  devices  so  that  it  may  be  connected  to 
the  various  cord  circuits. 

'  *  Upon  receiving  the  number  wanted  the  opera- 
tor will  take  the  calling  plug  of  the  same  pair  of 
cords  and  reaching  to  the  multiple  jack  of  that 
number  will  touch  the  sleeve  of  the  jack  with  the 
tip  of  the  plug.  In  Fig.  2  the  called  subscriber's 
line  is  represented  at  the  -right  of  the  diagram. 
If  the  subscriber's  line  wanted  is  plugged  at  some 
other  part  of  the  board  the  potential  of  the  sleeves 
of  all  the  multiple  jacks  of  that  line  will  be  raised 
above  the  earth  and  under  this  condition  if  the 
sleeves  of  any  of  these  multiple  jacks  are  touched 
by  the  tip  of  a  plug  there  will  be  a  rush  of  current 
through  the  cord  circuit  which  will  cause  a  click  in 
the  operator 'sear  and  thus  inform  her  that  the  line 
is  *'busy."  If  the  line  wanted  is  not  busy,  which 
would  be  indicated  by  silence  when  the  tip  of  the 
plug  is  touched  to  the  sleeve  of  the  jack,  the  op- 
erator will  fully  insert  the  plug  and  depress  one 
of  her  ringing  keys  connected  to  the  cord.  This 
will  send  a  single-phase  alternating  current  over 
the  line  of  the  called  subscriber  through  the  con- 
denser and  bell  located  in  his  telephone.  The  ring- 
ing of  the  bell  will  summon  the  called  subscriber 
to  his  telephone. 

* '  The  insertion  of  the  calling  plug  has  operated 
the  cut-off  relay  and  will  prevent  the  called  sub- 
scriber from  flashing  his  line  lamp  when  he  an- 
swers the  call.  However,  until  the  called  sub- 
scriber answers  the  supervisory  relay  connected 
with  the  calling  plug  will  not  be  operated  and 
therefore  no  shunt  will  be  around  the  supervisory 
lamp.  The  supervisory  lamp  will  thus  be  illumi- 
nated and  will  clearly  indicate  to  the  operator  that 
the  called  subscriber  has  not  answered.  She  will 
therefore  keep  on  ringing  until  he  answers    or 
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finally  sends  back  a  *' don't  answer''  report  to  the 
calling  subscriber.  Should  he  answer,  current  will 
flow  through  both  sides  of  the  line  from  the  right- 
hand  half  of  the  repeating  coil  and  will  operate 
the  supervisory  rela^  which  will  shunt  the  super- 
visory lamp  and  cause  it  to  be  extinguished.  The 
connection  now  being  completely  established,  the 
two  subscribers  will  converse  with  each  other  on 
the  principles  outlined  in  describing  Fig.  1.  When 
the  conversation  is  finished  and  both  subscribers 
hang  up  their  receivers,  both  lines  will  be  opened 
at  the  hook  contacts  and  the  supervisory  relays 
will  release.  This  will  remove  the  shunt  from 
around  the  supervisory  lamps  and  cause  them  to 
be  illuminated.  The  lighting  of  the  supervisory 
lamps  connected  with  the  cord  circuits  indicates 
to  the  operator  that  the  conversation  is  finished. 
She  will  then  remove  the  plugs  from  both  the  an-* 
swering  jack  and  the  multiple  jack  and  all  cir- 
cuits will  return  to  normal  and  all  lamps  will  be 
extinguished. 

The  circuits  described  show  the  connections 
which  take  place  for  local  connections  between  two 
subscribers  connected  with  the  same  oflSce.  In  a 
modem  telephone  system  in  a  large  city  this  is 
only  one  of  the  many  hundreds  of  circuit  combina- 
tions which  must  be  used.  Suitable  trunks  and 
signals  between  relay  office  are  provided  for  local 
connections  and  for  toll  connections,  also  trunks 
between  long  distance  boards  and  local  boards, 
order  wire  circuits  and  ringing  circuits  to  private 
branch  exchanges,  etc.  So  many  are  the  circuit 
combinations  that  a  complete  description  of  them 
is  practically  impossible.'* 


CHAPTER  n. 


APPLICATION  OF  THE  TELEPHONE  TO  RAILBOi 

BUSINESS. 

With  the  adoption  of  the  telephone  by  busi 
institutions  generally  it  was  natural,  nay  m 
sary,  that  it  should  enter  into  daily  use  by 
roads.   But  for  some  years  its  use  by  railroads 
limited  to  those  departments  and  offices  which 
business  dealings  with  the  public.    With  the 
provements  made  in  the  instrument,  the  reducl 
in  cost  of  operation  and  the  benefits  apparent  fi 
its  limited  use  with  the  public,  the  railroads 
cemed  in  it  an  appliance  that  would  be  of 
greatest  benefit  to  them  in  their  internal  admii 
tration,  and  in  time  the  telephone  service  was 
tended  to  outlying  offices,  freight  yards,  tow< 
switch  cabins,  etc.,  indeed,  to  every  point  to  wl 
it  was  of  advantage  to  have  quick  and  easy  coi 
munication  and  which  would  relieve  the  overbi 
dened  telegraph. 

At  this  time  the  telephone  is  put  to  many  usi 
It  may  be  said  to  be  the  principal  adjunct  of  tl 
ticket  business  and  at  freight  yards,  connect! 
as  it  does  the  various  houses  and  yard  points, 
has  become  essential  to  the  rapid  manipulation 
freight.  By  its  use  consignees  are  often  notifi( 
of  the  arrival  of  freight  and  thus  the  equipmeni 
and  warehouses  of  the  railroad  company  are  quick- 
ly relieved  of  their  burden  and  their  capacity  cor- 
respondingly increased,  while  the  public  is  widely 
benefited  by  this  accelerated  service. 

Some  of  its  applications  and  benefits  are  as  fol- 
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lows :  By  its  use  the  transfer  of  freight  from  one 
road  to  another  is  accelerated;  the  maximum 
switching  service  is  performed  because  of  prompt 
advice  being  available  as  to  delayed  trains;  cars 
unaccompanied  by  way  bills  are  convoyed;  way 
bill  corrections  are  made ;  and  officials  have  ready 
access  to  their  subordinates,  and  vice  versa  where- 
ever  situated. 

The  accompanying  chart,  Fig.  3,  will  show  the 
telephone  system  of  a  great  railroad.  A  perusal  of 
the  diagram  will  show  one  exchange  wherein  some- 
thing like  fifty  stations  in  one  building  and  quite 
as  many  more  outside  are  cared  for.  Another  ex- 
change takes  care  of  the  station  departments,  tick- 
et agent,  baggage  rooms,  gates,  etc.  So  perfected 
is  the  system  on  this  particular  road  that  any  of 
the  general  officers  at  headquarters  is  enabled  to 
transact  business  with  any  other  official  or  em- 
ploye of  the  company  in  his  office  or  at  any  of  the 
stations  on  the  entire  length  of  the  road. 

The  telephone  has  not,  as  yet,  become  an  impor- 
tant factor  in  the  operation  of  trains.  This  has 
been  probably  because  the  telegraph  is  a  tried 
and  proved  servant,  doing  the  work  economically 
and  well,  but  when  the  railroads  shall  have  equip- 
ped themselves  so  that  they  can  care  for  their  com- 
mercial and  internal  office  business  and  have  ap- 
pliances equal  to  the  task,  the  telephone  will  prob- 
ably appear  as  a  rival  of  the  telegraph  in  this 
field.  The  criticism  now  ventured  against  the  use 
of  the  telephone  is  an  assumed  danger  in  commu- 
nicating train  orders  by  word  of  mouth.  This  may 
have  been  a  sound  objection  in  the  early  days  of 
telepIj§iBy,  when  the  sound  of  the  speech  transmit- 
ted was  faint  and  uncertain,  but  to-day,  wKen  the 
instrument  has  been  so  perfected  that  a  watch  tick 
can  be  heard  miles  away,  the  objection  is  more  spe- 
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cious  than  real.  Nor  must  it  be  forgotten  that  in 
itself  the  substitution  of  the  telephone  for  the 
telegraph  is  no  more  radical  a  change  than  took 
place  when  reading  the  telegraph  by  sound  sup- 
planted the  use  of  the  register. 

It  is  undoubtedly  only  a  question  of  time  when 
railroads  will  adopt  the  telephone  to  its  fullest  ex- 
tent, constructing  lines  especially  for  that  service, 
should  it  be  necessary,  so  that  managers  and  oth- 
ers may  talk  personally  with  any  employe,  whether 
he  is  far  away  or  near;  when  this  time  comes  it 
will  be  natural  that  the  telephone  should  be  em- 
ployed in  the  movement  of  trains,  especially  in 
cases  where  celerity  of  action  is  necessary,  as  in 
the  case  of  extreme  density  of  traffic  or  unforseen 
contingencies  requiring  promptitude  of  action. 

Experiments  have  been  made  in  telephoning 
from  moving  trains,  but  it  has  not  passed  to  the 
practical  stage.  Originally  it  was  designed  to 
use  the  rails  for  conductors,  but  difficulty  was  ex- 
perienced in  telephoning  any  considerable  distance 
in  this  way.  More  success  has  been  achieved  in 
telephoning  by  induction  over  a  circuit  alongside 
the  right  of  way. 

A  great  step  looking  toward  the  more  full  adop- 
tion by  railways  of  telephoning  in  the  conduct  of 
their  internal  affairs  has  been  taken  in  the  adop- 
tion of  methods  by  which  telegraphic  wires  can  be 
utilized  jointly  for  telephonic  purposes. 

Systems  have  been  devised  for  the  purpose  of 
allowing  telephone  service  to  be  added  to  grounded 
telegraph  lines  without  requiring  additional  line 
wire  or  interfering  in  any  way  with  the  telegraph 
service  already  carried  on  over  such  lines.    Such 
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a  one  is  described  by  a  company  which  inaugu- 
rated it  as  follows:* 

The  length  of  telegraph  line  and  the  number  of 
way  stations  with  which  this  system  can  be  suc- 
cessfully employed  depend  largely  on  the  char- 
acter of  the  telegraph  line.  On  a  short  line  the 
service  is  better,  and  more  way  stations  can  be 
eniployed,  than  on  a  long  line. 

The  size  and  material  of  the  line  wire  and  the 
amount  of  wire  in  cable  are  the  most  important  f  ac- 
tprs  limiting  the  range  of  the  system. 

In  arranging  lines  for  this  service  it  must  be  re- 
membered that  iron  wire  for  telephonic  transmis- 
sion is  much  inferior  to  copper  wire  of  the  sam^ 
size,  and  also  that  wire  in  cable  is  much  less  eflS- 
cient  than  open  wire.  Furthermore,  wires  in  rub- 
ber insulated  cable  are  less  efficient  than  wires  of 
the  same  size  in  paper  insulated  cable. 

To  afford  a  general  indication  of  the  scope  of 
the  system,  it  can,  however,  be  stated  that  it  should, 
be  possible  to  operate  it  successfully  over  ordinary 
telegraph  lines  up  to  100  miles  in  length,  with  as 
many  as  five  intermediat  stations. 

The  apparatus  employed  in  the  railway  compo- 
site system  consists  of  station  sets,  portable  sets, 
terminal  differentiators,  intermediate  differentia- 
tors, and  relay  condensers.  The  arrangement  of 
these  pieces  of  apparatus,  and  their  place  and  pur- 
pose in  the  system,  will  now  be  described. 

The  general  arrangement  of  the  system  is  shown 
in  Fig.  4. 

At  each  terminal  of  that  portion  of  the  line  over 
which  telephone  messages  are  to  be  transmitted 
is  placed  a  terminal  differentiator  (No.  28  Con- 
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denser,  Fig.  5),  consisting  of  an  impedance  i^oil  in 
series  with  the  line  wire,  and  a  condenser  from 
the  line  wire  to  earth. 


NO.    2S.      CONDENSER. 


As  the  telegraph  battery  and  instruments  are 
placed  outside  this  piece  of  apparatus  the  Morse 
signals  will  not  interfere  with  the  telephone  serv- 
ice, and  inductive  or  other  disturbances  will  not 
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be  transmitted  to  the  telephone  from  portions  of 
the  line  beyond  the  coils. 

Each  telegraph  way  station  is  provided  with  an 
intermediate  differentiator  (No.  27  Condenser,  Fig. 
6) J  consisting  of  a  condenser  and  impedance  coil. 
The  impedance  coil  is  placed  in  series  with  the  tele- 
graph relay,  and  relay  coil  an^key  are  shunted  by 
the  condenser.  This  apparatus  affords  a  by-pass 
through  the  condenser  for  the  telephone  talking 
and  signalling  currents.  Were  it  not  for  this,  the 
talking  currents  would  be  seriously  reduced  by  the 
impedance  of  the  relays  and  interrupted  by  the  op- 
eration of  the  keys,  and  the  telephone  signalling 
currents  would  cause  the  relays  to ^^ chatter"  or 
give  false  signals.  With  the  improved  ringing  ap- 
paratus in  the  later  types  of  composite  sets,  how- 
ever, it  is  unnecessary  to  contiejjt  this  impedance 
coil  in  series  with  the  telegrajln  i^elay. 

In  addition  to  the  above  precautions,  the  relays 
are  directly  bridged  by  relay  condensers.  The  lat- 
ter offer  such  opposition  to  th^  passage  of  the  di- 
rect telegraph  currents  that  their  presence  does  not 
in  the  least  interfere  with  telegraphic  signalling. 
At  the  same  time  they  serve  as  a  shunt  for  tele- 
phone signalling  current,  that,  iiot  passing  through 
the  bridged  condenser,  would  affect  the  relay. 
With  the  improved  ringing  apparatus  in  the  later 
types  of  composite  sets,  however,,  it  is  unneces- 
sary to  bridge  the  telegraph  relays  with  this  type 
of  condenser.  Each  telephone  set  contains  a  con- 
denser wired  into  the  circuit  to  prevent  grounding 
of  the  telegraph  line. 

The  telephone  set,  in  addition  to  the  transmit- 
ter, receiver  and  induction  coil,  contains,  for  call- 
ing, a  special  interrupter,  transformer  and  push 
button,  and,  for  receiving  calls,  a  direct  current 
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bell,  controlled  by  a  slow-acting  relay,  whicl^  in 
turn,  is  controlled  by  a  biased  polarized  relay. 

For  signaling  and  telking,  suitable  batteries  are 
provided  at  each  station. 

The  principal  methods  of  connecting  the  rail- 
way composite  apparatus  are  shown  in  Fig.  4. 

What  is  known  as  **  Substation  Set  No.  236,'' 
(Figs.  7  and  8)  is  arranged  to  be  moxmted  on  the 
wall.  A  special  transmitter  marked  C.  E.  C.  (Com- 
posite Railway  Circuit)  is  employed  with  this  set. 
The  receiver  is  of  the  standard  type,  but  is  perma- 
nently shunted  by  a  special  impedance  coil,  which 
is  designed  to  divert  from  the  receiver*  currents 
which,  otherwise,  would  cause  disturbing  noises  to 
be  heard. '  This  impedance  coil  has  a  movable  iron 
core  which  can  be  moved  in  or  out  and  locked  in 
any  position,  thus  widely  varying  the  impedance 
and  regulating  the  proportion  of  the  current  that 
is  shunted  around  the  receiver.  If  there  is  any  ex- 
cessive amount  of  disturbing  noise  heard  in  the  re- 
ceiver, the  iron  core  of  the  impedance  coil  should 
be  moved  out,  thus  reducing  the  impedance  of  the 
coil  and  permitting  more  current  to  be  shunted 
around  the  receiver. 

On  the  other  hand,  to  maintain  the  volume  of 
transmission  at  a  high  standard,  the  amount  of 
current  diverted  from  the  receiver  should  be  small, 
as  is  consistent  with  the  necessary  fredom  from 
disturbing  noise.  This  is  accomplished  by  with- 
drawing the  core  no  further  than  is  necessary  to 
give  the  degree  of  freedom  from  noise. 

The  circuit  of  the  above  set  is  shown  in  drawing 
Fig.  9. 

To  call  a  distant  station  the  operator  presses  the 
ringing  button,  which  causes  the  circuit  of  the  bat- 
tery to  be  closed  through  the  vibrator,  the  oper- 
ation  of  which  produces  an  interrupted  current  in 
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the  primary  winding  of  the  ringing  transformer, 
and  consequently  an  induced  alternating  current 
in  the  secondary,  this  current  being  transmitted 
through  a  condenser  at  any  intermediate  tele- 
graph station  and  beyond. 

At  a  telephone  station  this  signaling  current 
flows  through  condensers  and  a  polarized  relay  to 
earth.  This  current  causes  the  armature  of  the 
polarized  relay  to  vibrate,  thus  opening  the  circuit 
which  previously  existed  from  the  battery  through 
the  slow-acting  relay.  The  armature  of  the  relay, 
falling  back,  closes  the  circuit  of  the  direct  current 
bell,  which  gives  the  signal. 

The  talking  circuit  is  of  the  simplest  character, 
aud  requires  no  explanation. 

The  adjustment  of  the  polarized  relay  is  an  im- 
portant factor  in  the  successful  operation  of  the 
railway  composite  sets,  as  it  is  necessary  that  the 
telegraph  currents  should  not  cause  any  false  sig- 
nals in  the  telephone  apparatus. 

It  is  found  desirable  to  give  the  armature  of  this 
relay  a  slight  bias  in  the  direction  in  which  the 
heaviest  impulses  tend  to  throw  it.  The  amount  of 
this  bias  and  the  extent  of  the  motion  of  the  arm- 
ature may  be  controlled  by  back  contact  screws. 

By  means  of  the  adjustment  provided  to  regu- 
late the  distance  of  the  armature  from  the  poles, 
a  position  of  the  armature  may  be  readily  obtained 
such  that  calls  are  received  well,  and,  on  the  other 
hand,  the  telegraph  impulses  will  not  ring  the  bell. 

The  slow-acting  relay  should  be  so  adjusted  that 
a  momentary  opening  of  its  circuit,  as  by  a  jar 
of  the  controlling  polarized  relay,  will  not  cause  it 
to  release  its  armature. 

Its  retractile  spring  should  have  only  sufficient 
tension  to  pull  back  the  armature  when  the  circuit 
is  broken. 
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placed  in  service,  divert  more  or  less  current  and 
interfere  to  some  extent  with  the  adjustment  of 
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tbe  telegraph  relays.  In  a  short  time,  however, 
the  shunting  action  to  direct  currents  will  disap- 
pear. 


SUBSTATION    sex   NO.    266. 


In  this  system  the  sub-station  batteries  are  re- 
quired to  furnish  current  for  signaling  and  for 
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talting.  As  the  signal  receiving  apparatus  oper- 
ates on  the  closed  cirenit  principle,  batteries  of  the 
closed  cirenit  type  are  required.  A  relatively 
large  current  is  required  to  produce  the  outgoing 
signal,  therefore  a  battery  giving  a  large  current 
output  is  necessary. 


SUBSTATIOM   SET   NO.    266. 


It  has  been  found  that  the  necessary  current  for 
the  purpose  above  stated  can  be  furnished  satisfac- 
torily and  economically  by  a  battery  of  about  seven 
Edison-Lalande  cells. 

What  is  known  as  "Substation  Set  No.  266"  is 
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essentially  the  same  as  the  No.  236  already  de- 
scribed. Slight  changes  have  been  made  in  the 
circmt  wiring  and  assembly  of  the  parts,  as  shown 
m^drawmg  Fig.  10  and  Figs.  11  and  12.    This  type 

of  set  is  so  designed  as  to  per- 
mit of  the  use  of  different 
types  of  battery  to  supply  the 
talking  and  ringing  currents. 
By  this  arrangement,  dry  bat- 
teries can  be  used  for  the  talk- 
ing current,  and  Edison-La- 
lande  or  Gladstone  for  the 
ringing  current. 

What  is  known  as  **  Portable 
Set  No.  265,''  as  its  name  im- 
plies, is  so  arranged  and  con- 
structed as  to  be  easily  trans- 
ported. It  is  supplied  with  a 
handle,  and  when  closed,  all 
working  parts  are  protected 
from  external  injury.  A  gen- 
eral view,  showing  exterior  of 
set,  with  attachment  pole,  is 
shown  in  Fig.  13.  This  set  is 
designed  primarily  for  emer- 
gency service,  and  is  therefore 
arranged  to  send  signals,  but 
not  to  receive  them. 

With  this  set  a  low  frequency 
ringing  generator  is  used  for 
calling,  despite  the  fact  that 
-^^'^•^  this  is  liable  to  cause  the  vi- 

POHTABLE  SET  NO.  265.  bratiou  of  thc  tclcgraph  relays 

along  the  line.  This  practice  is  sanctioned  for  the 
reason  that  any  occasion  that  would  require  the  use 
of  the  emergency  set  may  be  considered  as  out» 
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weighing  any  inconvenience  that  would  be  caused 
by  temporary  interference  with  the  telegraph  ser- 
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vice.  Moreover,  by  the  omission  of  the  call  receiv- 
ing apparatus  and  the  vibrator  and  coil  for  signal- 
ing, the  apparatus  required  in  the  portable  set  is 
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materially  reduced  in  bnlk  and  weight.   For  trans- 
mission purposes,  however,  the  portable  set  is 
nearly  as  efficient  as  the  station  type  of  set. 
hx  order  to  use  the  set  there  is  provided  a  long 


steel  connecting  cord  and  a  pole  for  making  con- 
nection with  the  line  wire.  The  pole,  for  the  sake 
of  convenience,  is  made  in  sections.    It  has  on  the 
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3nd  a  galvanized  steel  hook,  arranged  with  a 
sprang,  to  make  contact  with  the  line  wire  without 
injuring  it. 


The  earth  connection  of  the  portable  set  is  made 
through  a  rail  clamp  of  galvanized  steel,  having  a 
ten-foot  steel  cord  permanently  attached  to  it. 
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The  clamp  is  arranged  to  fit  rails  of  different 
sizes. 

The  case  in  which  the  apparatus  is  placed  is 
stoutly  made  and  is  provided  with  a  strong  leather 
carrying  strap. 

"Wlien  the  set  is  to  be  used  it  can  be  supported  by 
a  box,  a  shelf  or  hook,  so  as  to  bring  the  transmit- 
ter to  a  convenient  height. 

The  set  contains  a  hook-switch,  which  controls 
the  battery  circuit,  and  must  be  held  down  during 
conversation.  The  switch  is  made  self -restoring, 
so  that  it  will  be  impossible  to  exhaust  the  battery 
after  conversation  is  completed. 

The  circuit  wiring  of  this  set  is  shown  in  draw- 
ing Fig  14,  and  the  assembling  of  apparatus  in 
Figs.  15  and  16. 

Eailway  composite  apparatus  should  be  protect- 
ed by  approved  lightning  arrestors,  placed  as  indi- 
cated in  Fig.  4. 

The  following  brief  rules  will  be  of  assistance 
in  locating  and  remedying  such  troubles  as  might 
be  encountered  in  the  operation  of  the  system : 

1.  If  transmission  is  poor,  caution  the  user  of 
the  instrument  to  talk  in  a  firm  tone  of  voice  with 
his  lips  close  to  the  mouthpiece  of  the  transmitter. 

2.  If  transmission  remains  poor,  look  for  a 
relay  in  the  line  which  is  not  properly  bridged 
by  a  condenser,  or  an  exhausted  battery.. 

3.  If  false  signals  are  received,  the  polarized 
relay  should  be  adjusted.  Should  this  fail  to  rem- 
edy the  trouble,  weaken  the  retractile  spring  of 
the  slow-acting  relay. 

4.  If  the  bell  should  ring  continuously,  weak- 
en the  spring  of  the  slow-acting  relay  and  shorten 
the  swing  of  its  armature  by  screwing  in  the  back 
contact  screw. 

5.  If  unable   to   signal   other   stations,  ascer- 
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tain  whether  the  vibrator  acts  when  the  button  is 
pressed,  and,  if  necessary,  readjust  it.  If  one 
obtains  a  shock  after  disconnecting  the  set  from 
the  line  by  touching  the  line  and  ground  binding 
posts  of  the  set  with  the  fingers,  while  the  ringing 
button  is  pressed,  it  indicates  that  ringing  current 
is  being  generated.  If  no  shock  is  felt,  the  con- 
tacts of  the  hook  switch  and  the  push  button  should 
be  cleaned.  If  this  does  not  clear  the  trouble,  look 
for  broken  wires. 

6.  If  the  ringing  current  goes  out  to  the  line, 
but  the  bell  at  the  called  station  fails  to  respond, 
the  polarized  relay  at  the  latter  station  should  be 
readjusted. 

7.  If  the  telegraph  line  tests  grounded,  the 
trouble  may  be  traced  either  to  the  arrestor, 
ground  or  defective  condensers  in  the  telephone 
set.  First  the  ground  wire  should  be  removed 
from  the  arrestor.  If  this  clears  the  ground,  then 
the  arrestor  should  be  cleaned  or  replaced.  If  the 
trouble  is  not  in  the  arrestor,  then  the  line  wire 
should  be  disconnected  from  the  telephone  set. 
Should  this  clear  the  trouble,  then  the  ground  may 
be  traced  to  the  No.  22  condenser,  which  should  be 
replaced.  If  the  .Qrround  only  occurs  when  the  tel- 
ephone is  removed  from  the  hook,  then  the  No.  29 
condenser  is  defective  and  should  be  replaced. 
Should  either  condenser  be  found  defective,  any 
available  condenser-  should  be  inserted  between 
line  and  telephone  set  until  the  condenser  in  the 
set  can  be  replaced. 


L 


CHAPTER  in. 

TRAIN    DISPATCHING   BY    TELEPHONE. 

That  the  telephone  can  be  satisfactorily  used 
for  the  transmission  of  train  orders  has  been 
demonstrated.  It  is,  moreover,  claimed  that  in 
many  respects  it  is  more  safe,  sure  and  swift 
than  telegraph  service.  One  of  its  advantages 
being  that  it  enables  dispatchers  and  train  crews 
to  come  into  closer  touch  and  so  establish  closer 
personal  relations,  thereby  putting  dispatchers  in 
possession  of  all  the  details  so  essential  in  fa- 
cilitating the  movement  of  heavy  traffic.  Another 
advantage  is  the  fact  that  in  emergencies  train 
crews  can  place  themselves  in  immediate,  direct 
communication  with  dispatchers,  from  any  point 
between  stations. 

To  adapt  the  telephone  for  use  in  train  dis- 
patching service  it  was  found  necessary  to  pro- 
vide specially  designed  signaling  (or  calling)  de- 
vices, known  technically  as  selectors.  There  are 
several  types  or  systems  of  selective  devices.  That 
used  most  generally  by  steam  railways  has  fre- 
quently been  referred  to  as  the  *  *  Burlington  Sys- 
tem," because  it  originated  on  the  C.  B.  &  Q. 
Railroad,  is  the  Cummings-Wray  System.  Its 
mechanism  is  of  the  synchronous  type,  standard 
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lever  escape  clock  movements  being  used.  It  con- 
sists of  a  master  selector  in  the  dispatcher's  of- 
fice, and  in  each  station  a  box  containing  a  clock 
movement,  relays,  coils,  dry  batteries,  a  vibrating 
bell,  and  an  automatic  stopper,  which  stops  the 
bell  at  the  end  of  any  predetermined  length  of 
time  desired. 


The  dispatcher  has  directly  in  front  of  him  a 
box  with  a  row  of  either  twenty-eight  or  fifty- 
sis  push  buttons.  Below  this  are  two  other  push 
buttons,  one  the  "calling"  button,  the  other  the 
"releasing"  button  (see  Fig.  16a).  Each  button 
in  the  row  represents  a  particular  station.  In  the 
box  is  a  dial  having  contacts  which  correspond 
to  the  buttons,  and  there  is  a  revolving  brush  or 
trailer  which  makes  contact  with  the  diflferent 
segments  of  the  dial.    (See  Fig  16b.) 

The  battery  equipment  consists  of  three  sets  of 
cells.    The  talking  battery  comprising  any  ar- 
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Fig.  i6  B 

rangement  which  will  give  three  to  ten  volts.  To 
operate  the  various  relays  and  magnets  the  bat- 
tery consists  of  ten  cells,  giving  Seven  volts,  and 
for  signaUng  stations  there-  are  sufficient  dry 
cells  to  produce  one  to  two  hundred  volts,  the 
strength  required  depending  upon  the  length  of 
the  line  and  the  number  of  stations. 

The  line  is  metallic  circuit,  transposed  fre- 
quently enough  to  eliminate  induction  and  outside 
electrical  interference.  The  circuit  is  self-con- 
tained, the  signaling  and  talking  being  done  on 
the  same  pair  of  wires,  one  not  interfering  with 
the  other.  In  entering  stations  the  line  passes 
through  fuses  and  a  carbon  lightning  arrester  to 
protect  the  station  equipment.  A  small  commu- 
tator in  each  station  equipment  carries  two  small 
contacts,  which,  at  the  proper  time,  closes  a  little 
local  relay  which  rings  the  bell  until  the  operator 
or  agent  answers,  or  mitil  stopped  by  the  auto- 
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matic  device.  "With  but  twenty-eight  stations  on 
the  circuit  the  small  commutator  at  each  station 
has  two  contacts  diametrically  opposite,  while 
■with  fifty-six  stations  on  a  circuit  only  one  con- 
tact is  used. 


Fig.  16  C 
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Dispatchers  have  a  breast  transmitter  into 
which  to  speak  and  a  cap  (or  head)  receiver,  thus 
both  hands  are  free  for  writing.  (See  Fig.  16c). 
Stations  are  equipped  with  swinging  arm  trans- 
mitters and  cap  (or  head)  receivers  permitting 
agents  or  operators  the  free  use  of  both  hands  for 
writing.     (See  Fig.  16d). 


To  call  a  particular  station,  group  of  stations, 
or  all  the  stations  on  his  division,  the  dispatcher 
first  presses  the  buttons  corresponding  to  the  sta- 
tions, and  then  the  ** calling'*  button  below.  The 
calling  button  operates  simultaneously  all  of  the 
starting  mechanisms,  whereupon  the  second  hand 
of  each  clock  rotates  in  synchrony  for  exactly 
thirty  seconds.  The  stopping  device  acting"  au- 
tomatically, then  stops  each  clock  and  each  is 
synchronized  with   all  the  others.    During  the 
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time  the  clocks  are  in  motion  the  commutator  in 
each  station  revolves  until  its  contact  point  X5omes 
under  the  brush  just  as  the  corresponding  contact 
point  on  the  dial  in  the  dispatcher's  oflBice  is  passed 
by  its  brush.  The  two  mechanisms  thereupon  in- 
stantaneously complete  the  necessary  currents,  the 
relay  being  operated  cuts  the  bell  into  circuit, 
which  rings  until  the  agent  answers  or  until 
stopped  automatically. 

One  signaling  impulse  only  is  needed  for  each 
station,  after  the  calling  button  is  depressed.  The 
dispatcher  may  therefore  call  either  twenty-eight 
stations  in  thirty  seconds  or  fifty-six  stations  in. 
sixty  seconds.  Any  group  of  stations  desired  may 
thus  be  called  by  but  one  operation.  ^ 

If,  by  mistake,  the  dispatcher  depresses  a  wrong 
station  button,  or  for  any  reason  wishes  to  change 
a  group  before  he  depresses  the  calling  button,  he 
may  do  so  by  depressing  the  release  button  which 
immediately  releases  or  restores  all  the  station 
buttons  depressed. 

The  dispatcher  is  cut  in  on  the  circuit  at  all 
times,  provision  being  made  for  his  receiver  to 
remain  in  service  even  though  he  have  occasion 
to  leave  his  desk. 

When  a  station  agent  wishes  to  call  the  dis- 
patcher he  has  only  to  take  down  the  receiver  and 
give  the  station  name.  Should  the  line  be  busy,  he 
waits  until  it  is  clear.  Stations  are  not  cut  in 
with  each  other  on  a  circuit.  To  communicate 
with  each  other  on  a  circuit,  agents  must  request 
the  dispatcher  to  call  the  oflSces  for  them.  This 
places  the  line  at  the  entire  disposal  of  the  dis- 
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patcher.  The  train  dispatcher's  circuit  being  in- 
tended for  the  exclusive  use  of  the  dispatcher  in 
handling  trains  is  not  designed  for  other  uses  ex- 
cept as  he  directs. 

The  method  of  giving  train  orders  to  station 
agents  or  operators  is  the  same  as  that  of  giving 
orders  to  a  telegraph  operator.  All  the  rules  and 
regulations  governing  train  movements  being  ex- 
actly the  same  as  under  telegraph  service.  None 
of  the  rules,  forms,  blanks,  or  practices  have  been 
changed.  Everything  heretofore  done  under  the 
telegraph  is  still  done,  the  only  difference  being 
spoken  words  instead  of  dots  and  dashes. 

In  issuing  a  train  order  the  dispatcher,  after 
calling  the  stations  he  wants,  proceeds  with  his 
order  in  the  same  form  and  formula  as  if  by  tele- 
graph. The  names  of  stations,  conductors,  train 
and  engine  numbers  and  time  are  first  spelled 
out,  letter  by  letter,  and  the  figures  duplicated, 
each  figure  being  named  separately,  and  then 
pronounced  plainly.  As  he  gives  an  order  the  dis- 
patcher writes  it  in  his  record  book,  which  is  a 
material  safeguard  over  the  telegraph  practice. 
When  he  has  finished  speaking  he  has  finished 
writing,  and  is  immediately  ready  for  the  repeat- 
ing by  operators.  This,  of  course,  reduces  his 
speed  of  talking  to  his  speed  of  writing  the  orders 
and  also  gauges  the  speed  for  receiving  operators, 
who,  therefore,  are  not  hurried  unnecessarily. 

Operators  repeat  the  orders  back  to  the  dis- 
patcher in  the  same  way,  giving  *^X**  acknowl- 
edgment, etc.,  the  same  as  with  telegraph  service. 
All  operators  concerned  listen  to  each  other  re- 
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peat,  thereby  checking  each  other.  The  dispatcher 
underscores  each  word  and  figure  in  his  record 
book  as  it  is  being  repeated  by  each  operator, 
and  when  *^ complete**  is  given  to  each  he  makes 
a  notation  in  the  margin,  of  station,  agent,  date 
and  hour.  Following  are  two  illustrations  of 
orders,  the  hyphenated  words  and  figures  being 
spelled  out  letter  by  letter;  the  order  as  written 
would  not  show  these  spacings  or  brackets,  which 
are  merely  used  in  illustration : 

Example  I. 

Order  No.  49. 

To  C.  &  E.  No.  F-i-f-t-y  F-i-v-e  (Fifty-five) : 
Extra  E-1-e-v-e-n  S-i-x-t-y  S-i-x  (Double  One 
Double  Six)  and  No.  F-i-f-t-y  F-i-v-e  (Fifty-five) 
Engine  S-e-v-e-n  (Seven)  J-o-n-e-s  will  meet  at 
Bombay  (B-o-m-b-a-y)  instead  of  Bangor  (B-a-n- 
ff-o-r). 

Example  II. 

No.  T-w-e-n-t-y  T-w-o  (Double  Two)  Engine 
S-e-v-e-n-t-y  S-e-v-e-n  (Double  Seven)  S-m-i-t-h 
will  meet  No.  T-h-i-r-t-y  F-i-v-e  (Thirty  Five) 
J-o-n-e-s  at  Bangor  (B-a-n-g-o-r). 

In  reporting  trains  to  dispatcher  (3s),  no  call- 
ing is  necessary — operators  merely  take  the  re- 
ceiver off  the  hook,  announce  the  name  of  their 
station,  and  go  ahead  with  their  business;  the 
dispatcher  being  cut  in  continuously  hears  them, 
gives  his  acknowledgment,  etc.,  and  the  transac- 
tion is  completed.    The  dispatcher  having  written 
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his  orders  in  his  record  book  as  fast  as  given  is 
ready  for  the  repeat  immediately  he  finishes 
speaking.  Operators  can  then  repeat  them  back  to 
him  as  fast  as  they  can,  distinctly  and  plainly. 
The  result  is,  it  is  claimed,  that  counting  the  time 
saved  in  calling,  and  the  quicker  repetitions, 
orders  and  3s  can  be  handled  about  50  per  cent 
faster  than  by  telegraph.  Therefore  the  dis- 
patcher can  do  his  work  more  quickly,  has  more 
time  to  figure  out  movements,  meeting  points, 
etc.,  and  can  handle  many  more  trains  on  his 
** trick"  and  do  it  more  promptly,  thereby  greatly 
facilitating  train  movements. 

Technical  Description. 

The  preceding  description  has  been  purposely 
kept  free  from  technicalities  to  enable  the  lay- 
man to  understand  in  genei*al  terms  the  system 
employed. 

Students  of  the  subject  will  find  the  following 
description  more  technical.  While  it  covers  the 
same  ground  as  the  preceding  description,  it  is, 
nevertheless,  intended  more  particularly  for  those 
readers  who  have  a  technical  knowledge  of  the 
subject. 

The  Cummings-Wray  Selective  System  main- 
tains throughout  the  well  known  bridging  or  mul- 
tiple party  line  idea,  there  being  no  grounds  in- 
troduced, either  in  talking  or  signaling,  the  line 
wires  extending  unbroken  from  terminal  to  ter- 
minal of  the  line. 

The  corresponding  letters  and  numbers  re- 
found  in  Fig.  16e. 
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Signals  are  sent  out  from  the  central  station 
by  a  Master  Selector  which  operates  the  two  35 
ohm  telegraph  relays  R  1  R  2  and  when  these 
relays  have  their  armature  in  the  *^ closed'*  po- 
sition, or  are  drawn  up  by  their  magnets,  the 
Battery  MB  of  100  to  150  volts  is  bridged  across 
the  line  wires,  the  negative  pole  of  battery  being 
connected  to  one  wire  and  the  positive  pole  to  the 
other.  One  wire  is  consequently  negative  for  its 
entire  length,  while  the  other  is  positive,  and  con- 
sequently a  relay  bridged  between  the  line  wires 
at  any  point  will  be  operated  by  the  current  pro- 
duced by  this  difference  of  potential,  by  each  op- 
eration of  the  relays  R  1  R  2. 

In  order  to  operate  a  large  number  of  such  re- 
lays bridged  across  the  circuit  and  have  each  re- 
ceive approximately  the  same  current,  it  is,  of 
course,  necessary  that  the  resistance  of  each 
bridged  relay  circuit  should  be  relatively  great 
as  compared  to  the  resistance  of  the  line  wires 
proper.  To  secure  such  even  distribution  in  addi- 
tion  to  employing  a  relay  of  2,500  ohms  resistance, 
three  resistance  coils  of  1,000  ohms  each  are 
placed  in  series  with  the  relays.  At  each  station 
a  telephone  is  also  bridged  across  the  circuit  and 
in  order  that  the  signaling  bridge  composed  of 
the  three  resistances  43a  and  the  relay,  should 
constitute  as  little  as  possible  a  shunt  on  the  tele- 
phone set,  the  43a  coils  are  made  of  great  induc- 
tance. They  have,  in  fact,  an  effective  resistance 
of  some  150,000  to  170,000  ohms. 

In  order  that  none  of  the  signaling  current 
should  be  wasted  through  the  telephone  set,  con- 


THE  TELEPHONE.  65 

denser  2lE  oi2MF  is  placed  in  series  with  each 
telephone  bridge.  This  condenser  offers,  of  course, 
but  little  effective  resistance  to  the  alternating 
currents  of  the  telephone  set,  but  completely 
blocks  the  passage  of  the  direct  current  signals. 

It  will  be  noted  that  in  series  with  the  main 
battery  MB  are  two  retardation  coils  Ret  1,  Ret  2, 
whose  ohmic  resistance  may  run  up  to  50  ohms, 
but  whose  inductance  is  very  great.  These  are 
so  placed  to  round  off  and  soften  the  signaling 
impulses  so  that  they  do  not  produce  sharp  clicks 
in  all  the  telephone  receivers,  but  are  so  faint  as 
to  be  barely  noticeable. 

Having  seen  how  the  master  selector  may  send 
signals^ to  each  station  main  line  relay  ML  by  op- 
erating the  relays  R  1  R  2,^^  will  now  show  how 
selection  of  station  signal  is  made. 

At  each  station  is  a  sub-station  selector  SS, 
consisting  of  a  standard  lever  escapement  clock 
movement  normally  at  rest,  but  with  its  balance 
wheel  and  hairspring  held  under  tension  by  a 
mechanical,  electrically-controlled  starting  and 
stopping  mechanism.  Upon  the  second-hand  shaft 
of  the  movement  is  mounted  a  small  commutator 
with  two  small  segments  of  brass  one-sixtieth  of 
the  circumference  of  the  circle  described  by  the 
commutator,  in  cross  sectional  area.  Attached  to 
the  frame  of  the  movement,  but  insulated  from  it, 
is  a  small  brush,  so  placed  as  to  make  contact 
with  the  segments  as  the  commutator  is  rotated. 
The  starting  magnets  of  these  selectors  are  in 
series,  with  two  cells  of  dry  battery  and  the  arma- 
ture and  points  of  the  main  line  relay  ML,    Each 


56  ^^S  SCIENCE  OF  BAILWAYS. 

closure  of  the  points  of  the  relay  operates  the 
starting  mechanism  and  this  is  so  arranged  that 
when  once  started  the  clock  movement  continues 
to  run  for  one-half  revolution  of  its  second-hand 
shaft,  i.  e.,  thirty  seconds. 

It  will  be  at  once  noticed  that .  any  operation 
of  the  relays  R  1  R  2,  and  the  consequent  putting 
across  the  circuit  of  the  main  battery  MB  operates 
all  the  main  line  relays  ML  simultaneously  and 
therefore  starts  all  the  clock  movements  to  run- 
ning at  the  same  instant  and  they  all  continue 
to  run  for  thirty  seconds,  when  the  automatic 
stopping  devices  stop  them. 

On  each  second-hand  shaft  is  the  commutator 
described  above,  and  since  the  segments  are  of 
one-sixtieth  of  the  circle  in  cross-section  it  is 
therefore  possible  to  divide  half  of  such  circle 
into  thirty  parts  and  to  so  set  or  place  the  com- 
mutators at  the  various  stations  that  each  will 
occupy  a  different  position  on  the  so  laid  off  cir- 
cumference. This  is  the  method  of  selection.  To 
each  station  is  assigned  a  certain  one-sixtieth  of 
a  circle — ^actually  one  second — and  during  the 
assigned  second  the  brush,  previously  mentioned, 
makes  contact  with  the  segment  of  the  commuta- 
tor, but  at  all  other  times  it  does  not  make  con- 
tact. The  segments  of  the  commutator  are  con- 
nected with  the  frame  of  the  clock  through  the 
second-hand  shaft,  and  the  brush  is  insulated 
from  the  frame.  The  brush  and  frame  are  con- 
nected in  series  with  the  points  of  the  main  line 
relay  ML  and  with  a  local  battery  and  ** stick,'* 
or  locking  relay  LR,  so  that,  therefore,  if  the 
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points  of  the  main  line  relay  are  closed  at  the 
,  instant  that  the  brush  is  making  contact  with  the 
segment  of  the  commutator,  then  the  locking  or 
stick  relay  LR  is  operated  and  rings  a  bell  until 
the  operator  presses  the  unlocking  button  B. 

It  being  clearly  shown  how  the  main  line  im- 
pulses by  being  propertly  timed  may  select  and 
ring  the  bell  at  a  predetermined  station,  we  will 
now  see  how  the  impulses  are  automatically  sent 
out  at  the  proper  second.  At  the  central  sta- 
tion is  placed  another  clock  movement,  the  exact 
counterpart  of  the  ones  at  the  sub-stations,  ex- 
cept as  to  the  arrangement  of  the  commutator  and 
brush.  On  the  face  of  the  frame  is  mounted  a 
round,  fiber  dial,  having  its  circumference  divided 
into  sixty  equal  parts,  each  corresponding  to  one 
second's  movement  of  the  second-hand  shaft.  Each 
of  these  sixty  parts  is  equipped  with  a  segment 
pin  and  on  the  end  of  the  second-hand  shaft 
is  mounted  a  brush,  with  platinum  point,  which, 
as  the  shaft  rotates  trails  over  the  faces  of 
the  contact  pins.  Each  contact  pin  is  con- 
nected by  a  wire  with  a  corresponding  push 
button  in  the  row  of  buttons  which  lock  in 
the  closed  position  when  depressed.  Positive 
local  battery  is  applied  to  the  brush  and  nega- 
tive battery  to  the  terminal  of  relays  R  1  R  2, 
in  series  with  a  common  spring  contact  of  the  row 
of  push  buttons,  so  that  as  the  brush  trails  over 
the  segment  pins  the  relays  R  1  R  2  have  their 
circuit  closed  each  time  the  brush  passes  over  a 
segment  pin,  whose  corresponding  push  button 
has  been  depressed.    One  of  the  two  single  but- 
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tons  below  the  row  of  push  buttons*  is  so  connected 
that  when  pressed  it  closes  the  local  battery  circuit 
through  the  relays  R  1  R  2  and  simultaneously 
through  the  starting  magnet  of  the  master  se- 
lector clock.  Therefore,  to  call  a  desired  station 
or  group  of  stations  it  is  only  necessary  to  depress 
the  proper  push  buttons  corresponding  to  their 
position  of  commutator,  then  press  the  starting 
or  calling  button  which  starts  all  the  clock  move- 
ments to  running  simultaneously.  As  the  master 
selector  brush  passes  over  the  segment  pins  cor- 
responding to  the  depressed  push  buttons,  the 
relays  R  IR  2  are  closed  and  send  out  accurately 
timed  impulses  to  call  the  desired  stations. 

The  other  button,  shown  to  the  left  of  the  call- 
ing button,  is  a  manual  release  button  for  releas- 
ing the  push  buttons  when,  by  mistake  or  through 
carelessness,  an  improper  group  is  depressed. 

One  of  the  features  of  the  set  is  an  automatic 
restoring  magnet  which,  at  the  end  of  each  call, 
automatically  restores  any  depressed  buttons  to 
their  normal  position  ready  for  the  next  call.  This 
operates  as  follows :  After  the  brush  on  the  mas- 
ter dial  has  trailed'  around  the  half  revolution, 
passing  over  contact  pins  1  to  28,  inclusive,  as  it 
passes  29  it  closes  a  local  circuit  through  a  re- 
lay, which  in  turn  operates  the  restoring  magnet. 

In  the  telephone  set  at  each  station  is  included 
a  3-bar  alternating  current  generator  which  is 
used  in  signaling  the  dispatcher.  At  the  dispatch- 
er's station  is  placed  a  2,500-ohm  ringer  for  the 
reception  of  such  alternating  current  signals. 

The  dispatcher's  telephone  set  is  arranged  so 
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that  after  he  has  put  on  the  breastplate  transmit- 
ter by  a  band  around  his  neck  and  placed  upon 
his  head  the  headband  receiver,  he  then  inserts 
a  plug  in  a  jack,  which  by  a  cord  connects  his 
transmitter  and  receiver  to  the  circuit.  In  event 
of  his  desiring  to  leave  the  table  temporarily  he 
simply  pulls  out  the  plug  without  removing  the 
breastplate  transmitter  and  headreceiver.  ^He  is 
also  provided  with  a  listening  key.  No.  378,  which 
when  thrown  in  the  listening  position  opens  the 
battery  circuit  and  short  circuits  the  secondary 
of  the  induction  coil.  Therefore,  in  listening,  his 
receiver  is  placed  directly  across  the  circuit.  (Fig. 
16f  shows  the  improved  wiring  and  dispatcher's 
position). 
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At  each  sub-station  a  special  switchhook  is 
provided  on  the  telephone  set,  which  provides 
for  a  head-receiver,  instead  of  the  ordinary  hand- 
receiver,  and  also  has  four  contacts  on  the  springs 
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SO  as  to  maintain  the  primary  circuit  of  the  set 
entirely  insulated  from  the  secondary. 

The  Gill  System. 

Another  system  is  the  *^Gill/'  sometimes  re- 
ferred to  as  the  New  York  Central  System,  be- 
cause adopted  first  by  that  road  and  often  spoken 
of  as  'the  step  system. 

Only  one  station  at  a  time  can  be  called  by 
this  system  and  it  takes  eight  seconds  to  call  a 
station.    Ta|dng  eight  seconds  to  call  each  station, 
permits  the  dispatcher  to  call  one  station,  and 
while  instructing  the  operator  at  the  first  station 
to  prepare  to  take  an  order,  call  the  second  sta- 
tion; and  while  instructing  the  second  operator, 
call  the  third,  the  whole  transaction  taking  about 
twenty-four  seconds.    The  selectors,  or  calling  de- 
vices employed,  are  operated  by  a  relay  of  low 
impedance  connected  in  series  with  the  line  (see 
Fig.  16g).    They  are  arranged  to  close  a  local  bell 
circuit  when  operated  by  a  combination  of  elec- 
trical impulses  sent  out  over  the  line  to  operate 
the  various  selectors.    The  current  for  operating 
selectors  is  furnished  by  a  grounded  battery  in 
the  dispatcher's  office,  and  is  applied  to  the  neu- 
tral point  of  a  bridged  impedance  coil.     It  is 
completed  to  ground  at  the  distant  end  of  the 
line  through  another  impedance  coil  similarly  con- 
nected, which  enables  way  stations  to  be  called 
while  a  conversation  is  being  held  on  the  line,  with- 
out interference  from  the  signaling  current  im- 
pulses. 

By  the  Gill  system  an  answer-back  signal  to 


TBE  TELBPBONB. 


eg  THE  SCIENCE  OF  EAILWATS. 

the  dispatcher  is  automatically  given  by  the  bell 
aa  soon  as  it  rings  in  the  station  called.  The 
dispatcher  is  provided  with  a  chest  transmitter 
and  a  head  telephone.  The  transmitter  circuit  is 
normally  open,  and  as  his  receiver  is  always 
bridged  across  the  line  he  can  be  simultaneously 
reached  by  any  operator  who  breaks  in  upon  the 
line.  There  is  a  key  for  closing  the  transmitter 
circuit  and  another  for  connecting  a  howler  sig- 
naling circuit  to  the  line,  the  latter  being  used 
when  operators  at  stations  fail  to  disconnect  their 
sets  from  the  line. 

Special  telephone  sets,  consisting  of  a  transmit- 
ter arm,  to  which  a  special  hand  set  is  secured, 
are  used  at  stations  {see  Fig.  16h). 
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Fig.  16j  illustrates  the  method  of  cutting  sta 
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tions  into  a  telephone  circuit  for  a  dispatcher's 
use  and  also  shows  a  simplified  telephone  circuit 
for  a  dispatcher's  use,  extending  through  several 
way  stations.  Fig.  16k  shows  the  dispatcher's 
automatic  selective,  or  calling,  device. 

The  Composite  System. 

The  composite  telephone  and  telegraph  system 
enables  telephone  and  telegraph  messages  to  be 
transmitted  simultaneously  over  grounded  tele- 
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graph  lines.  It  is  adapted  to  simple  Morse  cir- 
cuits, where  interruptions  in  the  telegraphic  cur- 
rent are  of  comparatively  low  frequency,  and 
where  the  change  of  potential  of  the  current  due 
to  the  operation  of  the  telegraphic  apparatus  is 
not  excessive. 

The  telephone  sets  and  other  apparatus  used  for 
railway  composite  service  differ  from  that  used 
in  either  magneto  or  central  battery  exchange 
service.  The  signaling  is  done  by  means  of  an 
alternating  current  of  high  frequency,  generated 
by  a  vibrator  and  induction  coil  in  the  set.  This 
induction  coil  is  also  used  for  transmission  pur- 
poses. The  signal-receiving  device,  or  howler^ 
as  it  is  called,  consists  of  a  special  high-resistance 
telephone  receiver  equipped  with  a  resonating 
horn,  to  amplify  the  sound  caused  by  the  vibration 
of  the  diaphragm  responding*  to  the  high-fre- 
quency signaling  current  coming  over  the  line 
from  the  calling  station. 

The  intermediate  telegraph  stations  on  com- 
posited lines  are  equipped  with  a  special  1  M.  F, 
condenser  and  a  1,000-ohm  non-conductive  resis- 
tance, the  condenser  being  bridged  around  the  re- 
lay and  key,  so  that  telephonic  transmission  will 
not  be  interrupted  when  the  telegraph  key  is  op- 
erated. It  also  offers  a  path  of  low  impedance 
for  the  high-frequency  signaling  current,  and  pre- 
vents the  operation  of  the  telegraph  relay  being 
affected  by  this  current.  The  non-inductive  re- 
sistance is  bridged  across  the  terminals  of  the 
telegraph  relay  to  prevent  the  discharge  of  the 
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condenser  of  the  high-frequency  signaling  cnirent 
affecting  the  operation  of  the  telegraph  relay.  An 
impedance  coil  and  condenser  are  necessary  at 
the  terminal  telephone  stations  to  reduce  the  in- 
terference from  the  telegraph  impulses. 

The  telephone  service  rendered,  while  not  equal 
to  that  obtained  on  a  straight  telephone  line,  is, 
in  some  cases,  good  enough  for  the  service  re- 
quired, where  stations  are  far  apart  and  the  cost 
of  constructing  telephone  lines  correspondingly 
high. 


Fig.  16  L 
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Selective  Alarm  System. 

For  this  system  a  master  clock  operated  by  a 
weight  is  employed  (see  Fig.  16l),  by  means  of 
which  no  current  for  signaling  is  on  the  line  except 
when  the  selectors  are  in  operation.  Either  metal- 
lic or  grounded  wires  are  used  and  no  primary 
batteries  for  maintaining  the  signaling  impulses 
are  necessary. 

The  calling  by  a  dispatcher  is  done  by  inserting 
a  plug  in  the  controlling  device,  which  causes  an 
alarm  bell  to  operate  in  the  station  called  within 
a  few  seconds.  Inmaediately  the  alarm  bell  rings, 
a  repeating  signal  is  given  in  the  dispatcher's 
office,  and  the  call,  together  with  the  time  it  was 
made,  is  automatically  registered  on  a  tape  in  the 
mechanism.  If  necessary,  the  alarm  bells  in  every 
station  on  a  division  may  be  simultaneously  rung. 

COMPABISON  OF  SERIES  AND  BRIDGED  ARRANGEMENTS. 

Series  Arrangement. 

By  the  series  arrangement  there  is  a  decrease 
in  transmission,  as  each  oflSce  is  passed  equal  to 
about  two  miles  of  No.  9  B  and  8  wire.  On  a  cir- 
cuit 100  miles  long,  with  twenty  offices,  there 
would  be  an  effective  line  equal  to  about  140  miles 
of  a  bridged  line  arrangement. 

The  line  arrangement  being  in  effect  the  well 
known  Simplex  arrangement,  is  not  only  as  sensi- 
tive to  any  slight  unbalance  as  the  common  sim- 
plex circuits,  but  on  account  of  the  normally  un- 
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simply  puts  out  of  service  that  particular  sta- 
tion. 

No  resistance  of  any  kind  is  introduced  in  the 
line  wires  proper,  so  they  pass  by  the  way-of- 
fices unbroken,  being  only  legged  into  these  of- 
fices and  not  looped  in,  as  in  the  series  arrange- 
ment. This  results  in  a  large  saving  of  copper 
and  provides  the  most  efficient  circuit  possible 
between  terminal  offices. 

The  bridges  are  so  arranged  as  to  absorb  the 
smallest  practical  amount  of  energy,  the  effective 
resistance  of  the  signaling  bridge  being  about 
175,000  ohms,  while  that  of  the  talking  bridge 
is  about  7,000  ohms.  This  arrangement  permits 
the  dispatcher  to  talk  to  about  eight  or  ten  offices 
at  one  time  without  a  serious  depreciation  of 
transmission. 

The  arrangement  provides  a  reserve  power  or 
volume  of  transmission  which  readily  overcomes 
ordinary  line  troubles. 

There  being  normally  no  ground  on  the  circuit, 
two  grounds  are  necessary  to  produce  a  short 
circuit  or  to  interfere  in  any  way  with  the  signal- 
ing operiations. 

Being  normally  ungrounded,  the  circuit  is  much 
more  readily  maintained  in  a  balanced  condition, 
it  having  proven  quite  practical  to  operate  suc- 
cessfully a  100-mile  circuit  with  a  solid  ground 
on  one  side,  part  way  down  the  line.  Of  course, 
the  transmission  is  not  quite  so  good,  but  still 
it  is  quite  serviceable. 

The  bridge  system  is  no  more  expensive  to  in- 
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at  the  distant  end,  or  both  ends,  results  in  a  se- 
rious increase  of  the  lightning  hazard,  it  having 
been  proven  by  experience  that  while  the  inductive 
discharge  voltage  to  ground  is  very  high,  the  vol- 
tage between  wires  of  a  pair  is  quite  small.  To  il- 
lustrate this  statement,  it  is  only  necessary  to 
note  the  burnouts  in  telegraph  relays  and  tele- 
phone instruments  or  grounded  lines  during  se- 
vere storms,  as  compared  to  the  extremely  few 
burnouts  on  bridged  telephone  circuits.  On  577 
miles  of  bridged  line  operated  there  was  not  a 
single  burnout  of  relay  or  retardation  coil  during 
twelve  months,  notwithstanding  there  was  a  num- 
ber of  extraordinarily  severe  storms  during  the 
period. 

Bridged  Arrangement. 

Years  ago,  when  the  telephone  was  compara- 
tively new,  series  arrangements  were  much  used, 
but,  in  the  course  of  development,  were  changed 
over  to  the  bridged  system,  especially  where  it 
was  desired  to  have  several  parties  on  the  one 
line.  The  bridged  telephone  line  represents,  in 
fact,  in  the  telephone  art,  the  corresponding  step 
in  advance  that  the  constant  potential  power  and 
li^tning  circuits  represent  over  the  once  much 
used  series  arc  and  series  incandescent  lighting 
systems. 

The  offices  are  self-contained  and  independent 
of  each  other.  The  failure  of  station  equipment 
in  nowise  affects  the  remainder  of  the  line,  but 
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simply  puts  out  of  service  that  particular  sta- 
tion. 

No  resistance  of  any  kind  is  introduced  in  the 
line  wires  proper,  so  they  pass  by  the  way-of- 
fices unbroken,  being  only  legged  into  these  of- 
fices and  not  looped  in,  as  in  the  series  arrange- 
ment. This  results  in  a  large  saving  of  copper 
and  provides  the  most  efficient  circuit  possible 
between  terminal  offices. 

The  bridges  are  so  arranged  as  to  absorb  the 
smallest  practical  amount  of  energy,  the  effective 
resistance  of  the  signaling  bridge  being  about 
175,000  ohms,  while  that  of  the  talking  bridge 
is  about  7,000  ohms.  This  arrangement  permits 
the  dispatcher  to  talk  to  about  eight  or  ten  offices 
at  one  time  without  a  serious  depreciation  of 
transmission. 

The  arrangement  provides  a  reserve  power  or 
volume  of  transmission  which  readily  overcomes 
ordinary  line  troubles. 

There  being  normally  no  ground  on  the  circuit, 
two  grounds  are  necessary  to  produce  a  short 
circuit  or  to  interfere  in  any  way  with  the  signal- 
ing operations. 

Being  normally  ungrounded,  the  circuit  is  much 
more  readily  maintained  in  a  balanced  condition, 
it  having  proven  quite  practical  to  operate  suc- 
cessfully a  100-mile  circuit  with  a  solid  ground 
on  one  side,  part  way  down  the  line.  Of  course, 
the  transmission  is  not  quite  so  good,  but  still 
it  is  quite  serviceable. 

The  bridge  system  is  no  more  expensive  to  in- 
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stall  than  the  series ;  a  careful  analysis  of  the  cost 
of  each  shows  that  the  additional  cost  of  equip- 
ment is  practically  offset  by  the  additional  cost 
of  copper  required  to  loop  the  wires  into  the  of- 
fices, for  the  series  arrangement. 


CHAPTEB  IV. 

THE  AUTOMATIC  TELEPHONE. 

Some  years  before  the  expiration  of  the  BeU 
patents  ingenious  inventors  secured  patents  upon 
an  automatic  telephone  apparatus.  Like  most  in- 
ventions, they  were  at  first  crude  and  imperfect, 
but  have  been  improved  and  developed  imtil  they 
have  become  a  practicable  and  serviceable  utility. 
As  the  name  indicates,  in  the  operation  of  this 
telephone  the  operator  at  the  switch  board  has 
been  eliminated  and  the  communication  between 
the  speakers,  no  matter  how  many  instruments 
(subscriber's  stations)  there  may  be  in  the  sys- 
tem, is  effected  entirely  by  mechanical  means. 

The  development  and  practical  utility  of  the 
automatic  telephone  entitles  it  to  thoughtful  at- 
tention. Illustrations  are  given  herewith  of  its 
workings  in  connection  with  subscriber's  station 
(Figs.  17  and  18) ;  the  line  switch  at  the  central 
office  to  which  the  telephone  is  connected  by  a 
metallic  circuit  and  the  connector  switch  (Fig.  19) 
which  effects  connection  with  the  called  line.  Fig. 
20  is  the  front  view  of  a  complete  line-switch  unit 
with  100  line  switches  and  two  master-switches 
mounted.  Only  one  master-switch  is  used  at  a 
time,  the  other  being  held  in  reserve.  Fig.  21  is 
a  rear  view  of  the  same  unit  showing  how  the  10 
connector  switches  used  for  handling  calls  incom- 
ing to  any  100  lines  are  mounted  on  the  same  up- 
right as  the  line  switches  handling  their  outgoing 
calls. 
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The  system  is  claimed  to  be  adaptable  to  ex- 
changes of  all  sizes,  no  matter  whether  the  switch 
board  be  required  to  handle  the  business  of  one 
Imndred  or  one  hundred  thousand  or  more  sub- 
scribers. The  smallest  switch  board  manofact- 
nred  is  known  as  the  one  hundred  type  j  that  is  to 


AUTOMATIC  TELEPHONE — SUBSCRIBER'S  STATION 
— WALL  TYPE. 

say,  it  has  an  ultimate  capacity  of  one  hundred 
lines,  though  any  number  less  than  one  hundred 
may  be  conneetwi  in  the  beginning  and  additions 
made  later  by  installing  new  switches  and  tele- 
phones as  new  lines  are  put  into  service.  A  large 
automatic  switch  board  comprises  the  necessary 
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number  of  100  line  units,  and  certain  other 
switches  known  as  tmnking  or  selector  switches. 
The  automatic  telephone,  and  the  method  of 
calling,  in  an  exchange  of  the  size  mentioned  may 
be  described  as  follows:  The  telephone  (taking 
the  wall  instrument  for  example)  differs  from  the 


riQ.  18. 

AUTOMATIC   TELEPHONE SUBSCEIBER's  STATION 

DESK  TYPE. 

ordinary  telephone  only  in  that  it  has  a  calling 
device  mounted  on  the  inside  of  the  telephone 
which  is  connected  to  the  center  of  a  dial  on  the 
front  of  the  telephone  by  a  revolving  shaft.  This 
calling  device  may  be  said  to  consist  in  the  main  of 


THE   TELEPHONE. 


a  circuit  breaker  which,  actuated  by  the  dial  in 
rotation,  grounds  the  vertical  and  rotary  lines 


AUTOMATIC   TELEPHONE — CONNECTOE   SWITCH. 

thereby  energizing  the  relays  and  magnets  on  the 
switches  at  ihe  central  office  in  circuit  with  the 
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telephone.    This  dial  has  ten  finger  holes  aroanci 
the  outer  edge  whic^are  numbered  1,  2,  3,  4,  5, 


Fio.  20. 
AUTOMATIC  TELEPHONE LINE  SWITCHES. 

6,  7,  8,  9,  0.    Now  suppose  subscriber  No.  36  were 
to  call  subscriber  No.  25.    He  first  removes  the  re- 
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ceiver  from  the  book,  then  places  the  finger  in 
hole  No.  2  and  presses  downward,  rotating  the 
dial  until  the  finger  reaches  the  stop  below. 
The  tension  on  the  dial  is  now  released  and  it  is 


Fig.  21. 
AUTOMATIC   TELEPHONE CONNECTOR    SWITCHES. 

ready  for  the  same  operation  to  be  repeated  with 
the  finger  in  hole  No.  5.  The  operation  is  now 
complete  and  No.  36  waits  for  an  answer.    If  that 
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telephone  is  busy  a  busy  signal  will  be  heard  in  the 
receiver. 

It  is  impossible  for  any  subscriber  to  break  in 
npon  the  line  of  two  others  who  are  talking,  and 
this  is  true  whether  he  attempts  to  get  the  party 
who  had  made  or  the  one  who  had  received  a  call 

The  connector  switch,  as  will  be  seen  by  Fig  19 
is  a  mechanism  about  twelve  inches  in  height  and 
four  inches  wide,  the  upper  half  of  which  consists 
of  a  combmation  of  relays  and  magnets  and 
springs,  the  lower  half  consisting  of  two  banks 
of  contacts  arranged  in  semi-circular  formation, 
the  axis  of  which  is  a  ** selector  rod*'  about  the 
size  of  a  lead  pencil.  Upon  this  rod  are  fitted  two 
wipers  —  one  for  each  contact  bank  —  and  the  rod 
is  lifted  and  rotated  by  the  mechanism  of  the  up- 
per half.  Fig.  21  shows  a  set  of  10  of  these  con- 
nectors mounted  on  a  100  type  switch  board.  The 
lower  or  line  wiper  of  the  connector  switch  con- 
sists of  a  pair  of  long  flexible  springs  insulated 
from  each  other  and  each  soldered  to  a  flexible 
cord,  while  the  upper  or  private  wiper  is  a  pair  of 
springs  connected  together  to  a  third  cord.  The 
under  bank,  called  the  '^ine'*  bank,  contains  100 
pairs  of  these  contact  plates  arranged  in  10  hori- 
zontal rows,  10  pairs  to  a  row.  The  upper  bank 
or  busy-test  bank,  known  as  the  *' private'*  bank, 
contains  100  single  contacts. 

Each  subscriber's  line  is  connected  to  a  device 
called  a  line  switch.  (Fig.  20  shows  a  complete 
100  line-switch  unit  mounted).  The  line  switch  is 
not  under  the  control  of  the  subscriber  but  con- 
nects him  automatically  to  an  idle  connector 
switch  the  instant  he  removes  his  receiver  from 
the  switch-hook  preparatory  to  making  a  call. 

When  the  line  switehes  are  used,  10  connecftors 
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for  each  100  lines  are  generally  sufficient  to  handle 
the  traffic. 

We  will  say  that  No.  36  is  calling  No.  25.  When 
he  pulls  the  dial  with  the  finger  in  hole  No.  2,  the 
calling  device  on  the  interior  of  the  telephone 
grounds  the  vertical  line  twice,  thus  energizing 
the  vertical  relay  and  through  it  the  vertical  mag- 
net which  lifts  the  wipers  on  the  connector  rod  to 
the  second  row  or  layer  of  contacts.  The  next 
movement  of  the  dial  with  the  finger  in  hole  No.  5 
energizes  the  rotary  relay,  and  then  the  rotary 
magnet  rotates  the  rod  and  wipers  to  contact  No.  5 
in  row  No.  2.  This  machine  is  now  ready  to  close 
the  circuit  between  the  calling  and  the  called 
party,  but  before  doing  this  the  private  wiper- 
circuit  only,  is  closed  in  order  to  make  a  busy  test. 
If  the  called  line  is  in  use  the  connector  is  kept 
open  and  immediately  the  busy  signal  is  trans- 
mitted back  to  the  calling  party.  If  the  desired 
line  is  not  in  use,  the  connector  switch  begins  to 
ring  the  telephone  bell  of  the  called  party  at  once, 
automatically  and  intermittently.  As  soon  as  he 
answers,  the  two  subscribers '  lines  are  closed  to- 
gether for  conversation  and  the  ringing  stops. 
When  the  conversation  is  finished  and  the  calling 
party  hangs  up  the  receiver,  the  shaft  of  this  con- 
nector switch  is  immediately  released  and  re- 
turned to  its  normal  position  by  the  aid  of  a  clock- 
spring  and  gravity.  It  is  now  ready  to  make 
another  connection  for  any  subscriber  in  the  plant. 

Of  course,  one  such  switch  cannot  handle  all  the 
calls  for  the  100  lines  to  which  it  has  access  there- 
fore, in  the  average  plant  10  such  connector 
switches  are  sufficient  for  e.^ch  100  lines  as  ordi- 
narily not  more  than  10  subscribers  in  any  one 
hundred  are  receiving  calls  simultaneously. 
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In  a  100  type  switch  board  it  will  be  seen  that 
one  line  switch  is  required  for  each  telephone,  each 
one  of  these  switches  being  connected  to  each  one 
of  the  10  connector  switches  and  they  are  capable 
of  connecting  to  any  one  of  the  99  other  line 
switches,  and  only  two  revolutions  of  the  dial  are 
required  for  securing  a  connection.  In  a  1,000 
type  exchange  a  new  feature  is  introduced  which 
we  may  call  the  trunking  system.  A  1,000  station 
exchange  may  be  said  to  consist  of  ten  small  ex- 
changes of  100  station  type,  and  these  smaller 
groups  are  interconnected  by  what  are  termed 
trunk  lines.  For  each  telephone  in  a  1,000  station 
exchange  there  is  a  switch  exchange  at  the  central 
oflSce  known  as  a  line  switch,  its  fimction  being  to 
select  a  trunk  line  leading  to  a  selector  switch; 
the  selector  switch  being  similar  in  construction 
to  the  connector.  The  selector  switch  selects  a 
trunk  line  leading  to  the  hundreds  group  in  which 
a  desired  subscriber  is  located.  Here  three  revo- 
lutions of  the  dial  are  required  to  make  a  callr 
the  first  revolution  energizing  the  selector  switch. 
Having  secured  the  line  to  a  desired  hundreds 
group  by  the  first  revolution  of  the  dial,  the  sub- 
scriber with  the  second  and  third  movements  oper- 
ates the  connector  switch,  described  above  in  the 
100  type  switch  board,  and  secures  connection 
with  the  telephone  desired.  To  illustrate:  Sub- 
scriber No.  336  calls  No.  225.  When  he  rotates 
the  dial  with  the  finger  in  hole  No.  2  he  grounds 
the  vertical  line  twice  and  the  selector  j'od  on  his 
selector  switch  is  stepped  up  so  that  the  wipers 
are  on  a  level  with  the  second  row  of  contacts.  The 
last  tooth  on  the  circuit  breaker  at  the  telephone 
then  grounds  the  rotary  line  and  the  wipers  are 
instantly  rotated  to  the  first  contact  which  is  not 
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busy,  thus  securing  the  first  idle  trunk  line  of  the 
ten  which  lead  to  the  two-hundreds  group.  The 
second  movement  of  the  dial  energizes  a  connector 
switch  and  lifts  the  wipers  to  the  second  row  of 
coiitacts,  and  the  third  movement  with  the  finger 
in  hole  No.  5  rotates  the  wipers  on  this  switch  to 
the  fifth  contact  in  the  second  row.  This  contact 
is  connected  to  lines  leading  to  telephone  No.  225. 
If  that  telephone  is  busy  the  connector  releases 
as  soon  as  it  strikes  a  contact  which  is  engaged 
and  automatically  the  busy  signal  is  thrown  on 
tiie  calling  subscriber's  line. 

It  will  be  seen  that  a  complete  exchange  of  1,000 
lines  would  contain  1,000  line  switches,  100  se- 
lector switches,  and  100  connector  switches  —  ten 
of  the  latter  for  each  group  of  100  line  switches. 

Li  a  system  of  10,000  stations  we  really  find  ten 
groups  of  1,000  lines  each,  each  of  these  groups 
consisting  of  ten  100  line  groups.  Four  revolu- 
tions of  the  dial  are  required  to  make  a  call 
through  this  size  exchange.  The  first  movement, 
through  a  first  selector  switch,  secures  a  trunk  line 
leading  to  the  particular  group  of  thousands  in 
which  the  desired  subscriber  is  to  be  found,  the 
second  movement  operates  a  second  selector 
switch  which  gives  a  trunk  line  leading  to  the  de- 
sired group  of  hundreds  in  the  thousands  group 
already  selected,  and  the  two  last  movements  of 
the  dial  operate  a  connector  switch  which  com- 
pletes the  connection  with  the  lines  leading  to  the 
telephone  desired.  For  instance  No.  3336  calls 
No.  2225.  The  first  movement  of  the  dial,  operat- 
ing a  first  selector  switch,  lifts  the  wipers  on  the 
selector  rod  to  the  second  row  of  contacts  and  the 
wipers  are  automatically  rotated  to  the  first  point 
in  that  row  connected  to  an  idle  trunk  which  leads 
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to  the  two  thousands  group.  The  second  rota- 
tion of  the  dial  with  the  finger  in  hole  No.  2  oper- 
ates a  second  selector  switch  and  gives  a  trunk 
line  leading  to  the  two  hundreds  groups  in  the  two 
thousands  group  already  selected.  The  connector, 
with  which  we  are  familiar  in  the  two  smaller 
types,  is  operated  by  the  third  and  fourth  move- 
ments of  the  dial  and  the  wipers  are  lifted  to  the 
second  row  of  contacts  and  rotated  to  the  fifth 
contact  in  that  row,  which  is  connected  to  the  lines 
leading  to  telephone  No.  2225. 

The  merits  claimed  by  its  advocates  for  the 
automatic  telephone  are:  (1)  The  service  is  secret, 
as  every  telephone  subscriber  has,  in  effect,  a  pri- 
vate wire  over  which  to  talk,  (2)  connections  are 
prompt,  inasmuch  as  the  entire  operation  is  auto- 
matic, and  when  a  connection  is  secured  it  is  im- 
possible for  a  third  party  to  interrupt;  (3)  there  is 
no  one  at  '* central'*  to  carelessly  disconnect  the 
two  telephones,  or  to  make  mistakes  in  plugging 
lines  together,  (4)  delays,  mistakes  and  kindred 
annoyances  due  to  careless  operators  or  subscrib- 
ers are  done  away  with;  (5)  the  Automatic  ex- 
change is  always  ready  for  business,  there  being 
no  shifting  of  operating  forces,  to  create  possible 
disorder;  (6)  in  large  exchanges  there  is  also 
said  to  be  a  saving  in  operating  expenses,  and  the 
larger  the  switch  board  the  greater  the  relative 
economy* 

The  Automatic  telephone  is  adaptable  to  the 
use  of  railways  in  connections  with  the  various 
department  offices  and  at  the  depots,  warehouses, 
shops,  yards,  signal  stations,  power  houses,  inter- 
locking towers  and  elsewhere.  Celerity  and  ac- 
curacy of  connections  make  it  particularly  valu- 
able.  With  an  Automatic  telephone  on  his  desk  an 
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official  of  a  railroad  has  only  to  turn  a  dial  and  lie 
has  the  ear  of  any  officer  or  employe  of  the  com- 
pany whose  desk  or  office  is  similarly  equipped  — 
and  this  confidential,  with  no  eavesdroppers.  The 
Automatic  system  is  in  operation  on  more  or  less 
railroads  in  the  directions  radicated,  and  is  adapt- 
able for  making  up  and  handling  trains  withm 
prescribed  limits. 

The  practical  indorsement  of  the  Automatic 
telephone  by  leading  telephone  engineers  in  the 
United  States  is  an  assurance  that  it  is  to  be  a  per- 
manent factor.  Its  adoption  in  the  German  Em- 
pire by  Siemens  and  Halske  and  the  building  of  a 
large  factory  at  Berlin,  the  capital  of  Germany, 
for  the  manufacture  of  automatic  telephone  equip- 
ment, is  significant  of  its  utility  and  growing 
favor.  Many  other  illustrations  of  this  fact  might 
be  cited  if  necessary. 


BOOK  IV 
THE  WIRELESS  TELEGRAf>H 
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CHAPTEE  I. 

.WntELESS   TELEGRAPHY—PRINCIPLES   AND 

CONSTRUCTION. 

The  wireless  telegraph  we  are  inclined  to  con- 
sider as  one  of  the  contributions  which  our  gen- 
eration has  made  to  the  world's  progress.  Morse, 
however,  nsed  a  wireless  telegraph  which  he  oper- 
ated between  Manhattan  and  Governor's  Island 
in  New  York  harbor.  But  at  that  time  the  line 
telegraph  was  new.  Our  business  was  not  so  de- 
pendent on  rapid  communications.  His  rather 
crude  method  of  induction  between  parallel  cir- 
cuits was  never  perfected.  Loomis,  in  July,  1872, 
had  a  patent  granted  to  him  for  a  wireless  tele- 
graph in  which  he  used  aerial  wires,  but  the  acci- 
dental charge  gathered  on  the  wire  and,  due  to 
atmospheric  conditions,  was  the  only  energy  he 
employed  to  produce  his  signals. 

No  further  progress  was  made  until  careful 
scientists  had,  all  unconsciously,  forged  new  tools 
for  the  wide-awake  engineer.  Hertz,  a  German, 
produced  and  studied  electric  waves.  He  found 
that  he  could  make  electric  disturbances  which  had 
all  the  properties  of  light  except  visibility.  These 
disturbances  take  the  forms  of  waves  and  while 
being  carried  by  the  all-pervading  ether  do  not 
have  losses  of  energy  in  the  ether,  and  conse- 
quently  they  will  travel  to  an  immense  distance. 
Upon  coming  in  contact  with  a  conductor— such  as 
a  straight  wire— the  waves  set  up  electrical  surges 
upon  it,  and  then  energy  is  used  in  heating  the 
wire.    As  this  heating  effect  is  small,  it  cannot 
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readily  be  observed,  and  so  a  practical  telegraph 
could  not  be  made  until  a  sensitive  receiver  had 
been  found.  Branly,  a  Frenchman,  exaiAining 
these  waves  in  his  laboratory,  found  that  if  the 
conducting  material  upon  which  the  waves  fell 
was  in  the  form  of  filings,  the  resistance  of  the 
filings  was  reduced  by  the  electrical  surges. 

Now  appears  Marconi,  the  engineer.  A  student 
in  an  Italian  engineering  school,  this  boy  of 
Italian-Irish  parentage,  accomplished  the  marvel 
of  practical  wireless  telegraphy.  He  produced 
Hertzian  waves,  radiated  them  from  an  aerial 
wire,  and  thus  made  a  practical  transmitter.  He 
then  filled  a  tube  with  Branly  filings  and  made 
it  a  part  of  a  similar  distant  wire.  The  electrical 
surges  reduced  the  resistance  of  the  filings.  This 
change  in  resistance  allowed  a  relay  to  operate, 
and  he  had  a  practical  receiver.  The  principle  of 
the  wireless  telegraph  is  thus  of  the  utmost  sim- 
plicity. The  many  increasing  complications  of  the 
local  apparatus  are  merely  for  the  purpose  of 
increasing  the  power  of  the  transmitter  and  the 
sensitiveness  of  the  receiver. 

We  will  now  examine  in  detail  the  parts  of  a 
wireless  telegraph  installation  with  the  certainty 
that  if  the  directions  given  are  followed  any  one 
can  set  up  and  operate  a  wireless  telegraph  sta- 
tion. Meti  of  many  nations  have  contributed  to 
the  solution  of  the  problem.  There  must  be  in- 
cluded the  names  of  Italians,  Russians,  French- 
men, Englishmen,  Germans,  Japanese  and  .Amer- 
icans. 

Wireless  Telegraph  for  Short  Distances,  such 
as  Marconi  first  used,  can  be  made  to  operate 
successfully  for  15  or  20  miles  and  for  most  pur- 
poses that  is  sufficient.  Collisions  between  trains 
due  to  errors  of  train  dispatchers  and  collisions 
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between  ships  during  fogs  or  the  dangers  of  run- 
ning ashore  when  making  harbor  in  thick  weather 
might  be  easily  avoided  by  its  use. 

The  transmitter  consists  merely  of  an  induction 
coil  whose  secondary  is  connected  on  the  one  side 
to  an  aerial  wire  and  on  the  other  side  to  the 


PIG.  1. 
iNDCcmoN  cniL. 
(Tbis  form  ia  suited  for  simple  BjBtemB  and  for  medium  dis- 
tance tuned  systems.) 

ground.  Figure  1  shows  such  an  induction  coil 
ready  for  use.  The  induction  coil  need  not  be  a 
large  one.  An  eight-inch  coil  is  a  convenient  size. 
Upon  attaching  me  aerial  and  ground  wires  the 
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DIAGRAM    OF    COITNECTIONS   WITH    INDUCTION    COIX» 
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maximum  spark  length  obtainable  at  the  discharge 
balls  is  greatly  reduced.  The  induction  coil 
should  in  every  case  be  sufficiently  powerful  so 
that  a  heavy  spark  at  least  one-half  an  inch  long 
can  be  obtained  without  a  single  failure. 

The  connections  are  so  clearly  shown  that  the 
diagram  of  connections  given  in  Figure  2  is 
scarcely  needed.  Upon  closing  the  key  K,  a  car- 
rent  is  sent  through  the  primary  winding,  causing 
M  and  m  to  come  together,  and  thereby  breaking 
the  circuit  at  p.    The  high  electro-motive  force 


BI£CTBICAL    OSCIU-ATIONS     AT    DISCHAROE. 

(The  same  general  condition  ia  found  in  toth  simple  and 
tuned  sjstems.) 

induced  upon  breaking  the  primary  circuit  gives 
a  discharge  between  the  terminals  a  and  c.  As 
long  as  the  key,  K,  is  kept  closed  the  primary  cir- 
cuit at  p  will  be  automatically  opened  and  closed. 
Each  time  the  circuit  opens  a  discharge  takes 
place.  The  spring,  V,  therefore,  may  make  only 
one  vibration  while  the  key  is  down  in  sending  a 
dot,  but  if  K  remains  down  long  enough  to  cor- 
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respond  to  a  dash  a  number  of  discharges  will 
occnr.  It  must  be  borne  in  mind  that  this  dis- 
charge iSy  in  each  case,  a  series  of  oscillations. 
This  fact  was  first  shown  by  the  scientist,  Joseph 
Henry,  as  early  as  1842.  A  single  break  of  the 
circuit  at  p  will,  therefore,  cause  a  series  of  surges 
between  the  discharge  balls  a  and  c. 

This  has  been  shown  photographically  by 
rapidly  passing  a  sensitive  paper  between  the 
balls.  Figure  3,  drawn  from  such  a  record,  shows 
the  nature  of  such  a  discharge.  It  should  be  noted 
that  the  individual  discharges  after  the  first  be- 
come rapidly  weaker.  Each  group  corresponds 
to  a  smgle  break  of  the  primary  circuit  at  p. 

The  study  of  these  discharges  is  of  the  utmost 
importance.  If,  for  any  reason,  there  is  only  one 
discharge  instead  of  a  series  of  surges,  upon 
breaking  the  primary  circuit  p,  the  transmitter 
will  not  affect  the  receiving  wire.  The  presence 
of  such  electrical  surges  is  always  known  by  the 
sharp  crackling  sound  accompanying  them.  The 
discharge  also  appears  blue  white.  If  there  is  an 
arc  formed  due  to  the  aerial  wire  being  too  small 
or  too  short  then  the  discharge  appears  reddish 
yellow  and  the  receiver  will  not  respond,  no  mat- 
ter how  carefully  it  is  adjusted. 

The  accompanying  Figure  4  shows  several 
forms  of  coherers.  Number  1  and  number  2  are 
well  tried  and  most  satisfactory  coherers,  having 
side  tubes  from  which  the  filings  for  use  between 
the  silver  terminals  are  drawn.  The  silver  ter- 
minals fill  completely  the  tube  and  are  separated 
from  each  other  only  one  thirty-second  of  an  inch. 
Fine  platinum  wires  come  from  these  terminals 
and  pass  through  the  ends  of  the  glass  tubes  into 
which  they  are  sealed.  The  tubes  are  then  filled, 
the  air  exhausted,  and  finally  permanently  sealed. 
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Thereafter  they  are  always  constant  m  condition 
and  reliable  in  action.  The  sensitiveness  can  to 
eome  extent  be  controlled  by  the  number  of  filings 


FIG.  4. 

COHEREBS. 

U)  Adjustable  American  Type,  (2)  Mercury,  (3)  Standard, 
{4)  Marconi  Form. 

used  between  the  terminals.  A  normal  condition 
is  with  the  terminals  half  covered.  Good  coherers 
may  be  made  of  any  metal.   It  is  merely  necessary 
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to  have  them  thoroughly  clean  and  tmtamished 
except  for  the  faintest  trace  of  oxide.  Nickel 
filings  made  with  a  clean,  sharp  file  and  per- 
manently sealed  in  the  tube  just  four  hours  after 
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of  silver  are  also  untarnished  and  that  the  final 
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mercury  between  them.  Number  4  shows  the  form 
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minals is  somewhat  V  shaped,  which  makes  it 
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rotating  the  coherer.  It  is  much  harder  to  con- 
struct this  form  than  either  of  the  first  two,  as  the 
final  heating  necessary  for  sealing  the  tube  must 
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The  action  of  the  coherer  is  explained  as  fol- 
lows :  The  electrical  surging  on  the  aerial  wire  of 
the  receiver  caused  by  the  oscillating  discharged 
at  the  transmitter,  causes  minute  sparks  to  jump 
between  the  separate  bits  of  metal  in  the  coherer. 
These  bits  of  metal  or  filings  have  normally  a  very 
high  resistance,  as  they  are  separated  by  a  minute 
trace  of  oxide.  The  little  sparks  clean  the  con- 
tacts between  the  filings  and  cause  a  good  metallic 
contact.  The  resistance  then  falls  to  a  compara- 
tively low  value.  The  least  jar  of  the  coherer 
tube  will  move  the  filings  and  cause  a  return  to 
the  normal  high  resistance. 

The  means  used  to  note  the  sudden  fall  of  resist- 
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ance  can  be  readily  seen  from  Figure  5.  The 
signals  cause  electrical  surging  on  the  aerial  con- 
ductor A.  Little  sparks  jump  between  the  termi- 
nals 1  and  2  through  the  filings  of  the  coherer  to 
the  ground  and  cause  the  resistance  of  the  coherer 
to  fall.  A  current  then  flows  from  battery  g 
through  the  relay,  causing^the  local  circuit  to  be 
closed  by  n.  The  local  battery  r  then  works  the 
printer  h  and  a  sounder  in  parallel  with  it  if  de- 
sired. But  the  closing  of  the  local  circuit  by  n 
causes  the  tapper  o  to  strike  the  coherer  j  and  so 
raises  the  resistance  of  the  coherer  to  its  normal 
high  value.  The  local  circuit  then  opens  at  n  and 
the  receiver  is  ready  for  a  new  signal.  The  oper- 
ation is  an  elaborate  and  slow  one,  so  that  the 
speed  to  be  expected  is  only  fifteen  words  a  minute. 
There  are  several  details  of  the  utmost  im- 
portance to  be  now  noted.  Inductive  resistances 
k^  must  be  used  to  keep  the  signals  given  by  the 
electrical  surges  from  being  shunted  around  the 
coherer.  The  non-inductive  resistances  q,  p^,  p* 
and  s  must  be  used,  otherwise  the  disturbances 
caused  by  the  operation  of  the  tapper  or  other 
apparatus  will  cause  an  electrical  disturbance 
which  will  operate  on  the  coherer  in  the  same  way 
that  the  signals  do,  and  so  false  signals  will  be  pro- 
duced. A  safe  guide,  and  one  that  must  never  be 
neglected,  is  to  use  the  shunting  non-inductive  re- 
sistances of  such  values  that  no  sparks  shall  at  any 
time  appear  in  the  local  circuit.  The  operation 
of  the  receiving  circuit  is  automatic,  but  the  ad- 
justments must  be  made  with  extreme  care.  Only 
a  very  small  current  can  be  used  through  the  relay. 
A  single  copper  sulphate  cell  must  be  made  to 
operate  the  relay,  wMch  should  be  of  750  or  1,000 
ohms  resistance.  No  battery  having  an  electro- 
motive force  higher  than  1.5  volts  shotdd  be  used 
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to  operate  the  relay  as  otherwise  a  sensitive  co- 
herer will  give  false  signals  or  may  even  refuse 
to  decohere—that  is,  return  to  a  normal  high  re- 
sistance—upon being  struck  by  the  tapper  o. 

Figure  6  shows  such  an  arrangement  of  appara- 
tus. It  is  to  be  noted  that  a  relay  of  the  ordinary 
telegraph  type  is  used.  It  is  very  satisfactory  if 
adjusted    with    sufficient    skill.      The    armature 
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should  be  ground  to  fit  the  cores,  and  held  as  near 
to  them  as  possible.  The  pivots  should  be  care- 
fully polished  and  oiled.  For  use  on  ship  board 
a  counterweight  may  "be  fitted  to  the  armature  so 
as  to  lie  below  the  base,  thus  allowing  rolling 
motion  of  the  relay  without  disturbing  the  adjust- 
ment of  the  instrument.    The  methods  of  adjust- 
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ing  the  local  instraments  have  been  explained  in 
detail,  because  most  systems,  both  for  long  and 
short  distance  work,  use  coherers,  and  the  local 
circuits  mnst  always  be  handled  in  the  same  way. 
The  utmost  care  and  patience  must  be  used.  Ex- 
perience with  ordinary  telegraph  instruments  is 
of  but  little  value  in  making  the  extremely  deli- 
cate adjustments  necessary  when  using  wireless 
telegraph  instruments. 

An  American  method  of  connecting  the  local 
circuit,  which  has  not  previously  been  published, 
is  shown  by  Figure  7.  It  is  free  from  many  of 
the  diflSculties  and  objections  of  the  European 
method  shown  in  Figure  5.  The  American  method 
was  used  in  September,  1900,  in  telegraphing  be- 
tween Fire  Island  lighthouse  and  Fire  Island  light 
ship,  a  distance  of  ten  miles.  The  work  was  car- 
ried out  at  the  expense  of  the  Signal  Corps  by 
a  civilian  electrical  expert.  This  was  the  first  time 
wireless  telegraphing  over  a  considerable  distance 
had  been  accomplished  in  America.  Marconi  had 
not  yet  used  his  instruments  to  report  international 
yacht  races,  and  only  rumors,  without  detail,  had 
reached  us  of  his  methods  used  in  England.  By 
referring  to  Figure  7  it  is  seen  that  the  relay  is 
normally  closed.  The  inductive  resistance  R  is 
very  large,  so  that  the  current  is  very  small  and 
divides  between  the  coherer  j  and  the  relay.  Since 
the  coherer  resistance  is  normally  very  large, 
practically  all  of  the  current  goes  through  the 
relay.  Upon  the  decrease  of  the  resistance  of  the 
coherer,  caused  by  the  signals,  the  current  is  large- 
ly shunted  through  the  coherer  and  away  from  the 
relay.  The  relay  then  releases  n  and  the  tapper 
and  printer  are  operated  by  the  battery  r.  The 
advantage  of  this  method  is  that  the  action  of  the 
relay  causing  local  disturbances  in  the  drcoits 
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assists  the  coherer  in  its  receipt  of  signals,  while 
the  breaking  of  the  current  flow  throngh  the  co- 
herer by  the  tapper  does  not  give  rise  to  the  false 
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signals  so  objectionable  in  the  case  of  the  method 
shown  in  Figure  5. 

This  early  wireless  telegraph  system  was  so 
successful   that  Major   General   Brooks   recom- 
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mended  its  adoption  at  all  of  the  army  posts  in  his 
department.  It  was  also  installed  between  posts 
in  San  Francisco  harbor  and  has  according  to  the 
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(English  Patent  10,245  of  May  3,  1902.) 

last  report  of  the  Chief  Signal  Officer,  been  since 
then  in  continual  operation.  A  general  adoption 
would  require  a  special  appropriation  by  Con- 
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stretch,  so  the  electrical  oscillation  to  which  a 
conducting  wire  will  respond  depends  on  its  re- 
sistance^  its  self-induction  and  its  capacity. 


TBANSMITTINO    SYSTEM    ARRANGED    FOR    TUNING    AKRTAT.    WIRE. 

Each  of  the  three  electrical  constants  depends  in 
the  case  of  any  particular  conductor  upon  its  ma- 
terial, its  shape  and  position.    It  is  possible,  there- 
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nected  to  one  end  of  the  simple  coil  of  one  layer 
at  g.    From  the  other  end  b  of  the  coil,  a  wire  is 
mm  to  the  ground.     The  short  coil  of  80  ohms 
resistance  at  c  has  a  telephone  receiver  T  connect- 
ed to  its  terminals.    The  electrical  surges  from  A 
through  the  windings  ^r  6  to  the  ground  E  produce 
induced  currents  in  c  which  are  audible  in  the  tele- 
phone under  certain  conditions  only.    A  cable  of 
a1)out  100  No.  40  iron  wires,  a,  must  continuously 
pass  through  the  coil  g  b  and  just  where  the  oscilla- 
tory clirrents  due  to  the  signals  pass  around  the 
'wire,  it  must  be  in  a  magnetically  unstable  condi- 
tion due  to  the  presence  of  the  permanent  magnets 
d,  whose  like  poles  are  together.  The  same  result 
may  be  produced  by  rotating  the  magnet  and  keep- 
ing the  core  stationary.     The  method  preferred 
is  that  in  which  a  movable  core  is  used. 

The  signals  then  reduce  the  magnetization  of 
the  wire  at  the  instant  of  its  instability,  and  each 
group  of  electrical  surges  such  as  shown  in  Figure 
3  produce  a  single  movement  of  the  telephone  dia- 
phragm. A  dot,  therefore,  gives  a  single  click  in 
the  telephone  and  a  dash  gives  a  series  of  clicks. 
American  operators  have  no  difficulty  in  reading 
the  signals.  Figure  10  shows  a  photograph  of  a 
model  of  such  a  receiver,  whose  simplicity  of  con- 
nection and  operation  is  so  admirable.  The  patent 
is  issued  to  Marconi,  who  deserves  great  praise 
for  his  many  brilliant  adoptions  of  the  scientific 
work  of  all  countries  to  the  solution  of  the  prob- 
lems of  wireless  telegraphy. 
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method  shown  in  Figure  5.  The  American  method 
Was  used  in  September,  1900,  in  telegraphing  be- 
tween Fire  Island  lighthouse  and  Fire  Island  light 
ship,  a  distance  of  ten  miles.  The  work  was  car- 
ried out  at  the  expense  of  the  Signal  Corps  by 
a  civilian  electrical  expert.  This  was  the  first  time 
wireless  telegraphing  over  a  considerable  distance 
had  been  accomplished  in  America.  Marconi  had 
not  yet  used  his  instruments  to  report  international 
yacht  races,  and  only  rumors,  without  detail,  had 
reached  us  of  his  methods  used  in  England.  By 
referring  to  Figure  7  it  is  seen  that  the  relay  is 
normally  closed.  The  inductive  resistance  R  is 
very  large,  so  that  the  current  is  very  small  and 
divides  between  the  coherer  j  and  the  relay.  Since 
the  coherer  resistance  is  normally  very  large, 
practically  all  of  the  current  goes  through  the 
relay.  Upon  the  decrease  of  the  resistance  of  the 
coherer,  caused  by  the  signals,  the  current  is  large- 
ly shunted  through  the  coherer  and  away  from  the 
relay.  The  relay  then  releases  n  and  the  tapper 
and  printer  are  operated  by  the  battery  r.  The 
advantage  of  this  method  is  that  the  action  of  the 
^elay  causing  local  disturbances  in  the  drcoits 
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made  it  possible  for  a  traveller  when  crossing 
the  ocean,  to  be  constantly  informed  by  wireless 
telegraphy  of  the  news  of  the  world. 


J^y./^ 


TUNED    RECEIVING    CIRCUIT. 


The  receiving  circuits  and  apparatus  already 
explained  will  readily  receive  the  messages  sent 


L. 
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from  tuned  transmitting  stations.  The  tuning  of 
the  transmitting  circuits  merely  makes  it  possible 
to  send  more  powerful  signals,  but  otherwise  does 
not  affect  in  the  least  the  nature  of  the  action 
at  the  receiving  station.  This  fact  should  be 
carried  in  mind  when  reading  the  claims  of  certain 
wireless  telegraph  companies. 

Tuned  receiving  circuits  are  arranged  in  the 
same  way  as  tuned  transmitting  circuits.  Figure 
14  shows  an  arrangement  used  by  Marconi.  The 
transmitter  being  tuned  emits  powerful  radiations 
of  a  definite  frequency  that  is  of  a  certain  number 
of  oscillations  per  second.  If  anywhere  these 
electrical  oscillations  passing  through  space 
chance  upon  a  conductor  which  responds  to  oscil- 
lations of  the  same  frequency,  then  the  conductor 
is  sure  to  respond  by  having  comparatively  violent 
oscillations  induced  on  it.  These  oscillations 
affect  the  coherer  or  magnetic  receiver  in  its  cir- 
cuits, and  thereby  reproduce  the  signal.  Obviously 
any  other  conductor  having  different  electrical 
constants  would  not  respond  as  readily,  and  so  its 
recording  local  circuit  might  not  be  affected  by  the 
presence  of  the  electrical  oscillations.  At  great 
distances  from  the  transmitter  the  arriving  sig- 
nals are  not  able  to  appreciably  affect  any  but 
receivers  which  have  been  tuned  to  respond  to  the 
same  frequency  of  oscillation. 

The  method  of  tuning  the  receiving  wire  is  indi- 
cated in  Figure  14.  The  position  of  the  connecting 
wire  d  determines  the  tuning.  It  has  been  found 
to  be  a  very  simple  matter  to  tune  an  adjustable 
receiving  wire  so*  as  to  receive  tuned  oscillations, 
whether  the  transmitting  station  wished  it  or  not. 
The  question  is  immediately  raised,  *  48  it  possible 
to  have  a  secret  wireless  telegraph  service.'* 
From  the  nature  of  the  problem  it  is  not  possible 
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to  operate  the  relay  as  otherwise  a  sensitive  eo- 
herer  will  give  false  signals  or  may  even  refuse 
to  decc^ere— that  is,  return  to  a  normal  high  re- 
sistance— upon  being  struck  by  the  tapper  o. 

Figure  6  shows  such  an  arrangement  of  appara- 
tus. It  is  to  he  noted  that  a  relay  of  the  ordinary 
telegraph  type  is  used.  It  is  very  satisfactory  if 
adjusted    with    sufficient    skill.      The    armature 


SIMPLE  KECEIVin 


should  be  ground  to  fit  the  cores,  and  held  as  near 
to  them  as  possible.  The  pivots  should  be  care- 
fully polished  and  oiled.  For  use  on  ship  board 
a  counterweight  may 'be  fitted  to  the  armature  so 
as  to  lie  below  the  base,  thus  allowing  rolling 
motion  of  the  relay  without  disturbing  the  adjust- 
ment of  the  instrument.    The  methods  of  adjust- 
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ing  the  local  instruments  have  been  explained  in 
detail,  because  most  systems,  both  for  long  and 
short  distance  work,  use  coherers,  and  the  local 
circuits  must  always  be  handled  in  the  same  way. 
The  utmost  care  and  patience  must  be  used.  Ex- 
perience with  ordinary  telegraph  instruments  is 
of  but  little  value  in  making  the  extremely  deli- 
cate adjustments  necessary  when  using  wireless 
telegraph  instruments. 

An  American  method  of  connecting  the  local 
circuit,  which  has  not  previously  been  published, 
is  shown  by  Figure  7.  It  is  free  from  many  of 
the  diflSculties  and  objections  of  the  European 
method  shown  in  Figure  5.  The  American  method 
was  used  in  September,  1900,  in  telegraphing  be- 
tween Fire  Island  lighthouse  and  Fire  Island  light 
ship,  a  distance  of  ten  miles.  The  work  was  car- 
ried out  at  the  expense  of  the  Signal  Corps  by 
a  civilian  electrical  expert.  This  was  the  first  time 
wireless  telegraphing  over  a  considerable  distance 
had  been  accomplished  in  America.  Marconi  had 
not  yet  used  his  instruments  to  report  international 
yacht  races,  and  only  rumors,  without  detail,  had 
reached  us  of  his  methods  used  in  England.  By 
referring  to  Figure  7  it  is  seen  that  the  relay  is 
normally  closed.  The  inductive  resistance  R  is 
very  large,  so  that  the  current  is  very  small  and 
divides  between  the  coherer  j  and  the  relay.  Since 
the  coherer  resistance  is  normally  very  large, 
practically  all  of  the  current  goes  through  the 
relay.  Upon  the  decrease  of  the  resistance  of  the 
coherer,  caused  by  the  signals,  the  current  is  large- 
ly shunted  through  the  coherer  and  away  from  the 
relay.  The  relay  then  releases  n  and  the  tapper 
and  printer  are  operated  by  the  battery  r.  The 
advantage  of  this  method  is  that  the  action  of  the 
relay  causing  local  disturbances  in  the  drcnits 


